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APPARATUS  AND  CURRENTS. 


GTNBCOIiOGICAL.  EIiE€TROI>£S. 


EXTBRNAI.    ELECTRODE. 

1.  Composition. — The  external  electrode  is  composed 
of  some  metallic  base  with  an  attachment  for  the  conducting- 
cord  from  the  battery,  and  is  covered  with  felt  or  other  pro- 
tective. The  metallic  portion  may  be  of  woven  wire,  perforated  . 
sheet  brass,  solid  block  tin,  or,  in  fact,  any  metallic  conductor 
that  will  mold  readily  to  the  contour  of  the  body.  A  flat  spiral 
of  wire  has  been  employed  with  satisfaction.  The  protective 
covering  may  be  of  clay,  felt,  cotton,  flannel,  sponge,  punk,  or 
any  material  that  will  absorb  water  and  act  as  a  good  conductor 
of  the  current.  Clav  has  been  abandoned  on  account  of  its 
great  inconvenience.  Of  the  other  substances,  felt  is  the  most 
satisfactory,  and  is  now  most  commonly  used. 

2.  Construction. — The  electrode  is  easily  constructed. 
(Plate  I. )  A  sheet  of  perforated  brass  of  any  convenient  size  and 
shape  (the  square  or  rectangular  shapes  are  the  most  convenient) 

Far  notice  qf  copyright,  see  page  immediately  foUmving  the  title  page. 
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is  placed  upon  a  large  piece  of  felt  that  is  cut  IJ  inches  or  2  inches 
larger  than  the  metal,  all  around.  From  this,  several  other  pieces 
of  felt  are  cut  out.  For  medium-sized  electrodes,  used  with  cur- 
rents of  moderate  strength,  two  thicknesses  will  be  sufficient,  but 
for  the  larger  sizes,  used  with  stronger  currents,  three  or  four 
thicknesses  will  be  better.  The  surplus  felt  around  the  margins 
is  folded  over  the  edges  on  to  the  back  of  the  metallic  plate  (per- 
forated brass  sheet),  a  small  hole  or  slit  being  cut  to  admit  the 
attachment  for  the  conducting-cord,  and  sewed  or  basted  on  with 
strong  thread.  This  is  accomplished  by  catching  the  thread 
from  one  folded  edge  to  the  other  across  the  back.  At  the 
comers,  a  wedge-shaped  piece  is  removed  to  make  it  fit  down 
smoothly.  From  a  sheet  of  white  rubber  cloth  a  piece  is  cut 
large  enough  to  cover  the  back  of  the  electrode  and  extend  over 
the  edges  on  all  sides  for  at  least  half  an  inch.  An  opening  is 
made  in  this,  also,  to  admit  the  attachment  for  the  conducting- 
cord.  This  is  now  sewed  to  the  felt  all  around  the  edges,  close 
to  the  face  of  the  electrode,  thus  covering  the  back  and  sides 
completely.  When  it  has  been  sewed  all  around  and  turned  in 
neatlv  at  the  corners,  the  electrode  is  turned  over  and  the  sur- 
plus  margin  of  rubber  cloth  is  cut  oflf  close  to  the  edge  of  the 
felt  face.  This  rubber  backing  affords  protection  to  the  clothing 
of  the  patient,  prevents  wetting  them,  and  also  serves  to  keep 
the  felt  wet  when  it  is  not  in  use.  If  it  is  kept  with  the  face 
down,  it  will  remain  wet  for  a  long  time.  When  dry,  it  will 
require  considerable  soaking  and  manipulation  to  wet  the  felt 
through  to  the  metal  when  there  are  many  layers,  and  if  it  is 
not  thoroughly  wet,  the  current  will  not  penetrate. 

3.  Care  of  Electrodes. — The  chief  advantage  of  this 
electrode  is  that  it  can  be  readily  kept  clean.  If  desirable,  it 
may  be  thrown  into  the  sterilizer  and  boiled  without  injury, 
or  the  face  may  be  washed  off  with  soap,  and  the  back,  when 
soiled,  can  be  washed  off  with  sapolio  and  made  as  white  and 
clean  as  it  was  originally.  They  are  made  in  a  variety  of  sizes 
and  shapes,  from  2  in.  X  3  in.  to  12  in.  X  18  in.  (Plate  I.) 
It  is  better  to  have  several  of  these  electrodes,  and  show  the 
patient  that  you  are  using  a  fresh  one  for  her  instead  of  the  one 
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ball.  The  cotton  should  not  extend  up  around  the  shaft,  as  it 
would  tend  to  diffuse  the  current  when  this  is  not  desired.  The 
carbon  ball  is  dipped  into  water  so  as  to  cause  the  cotton  to 
adhere;  then  a  small  wad  of  dry  cotton,  just  sufficient  to  cover 
the  ball,  is  grasped  in  the  left  hand,  and  the  ball  is  placed  in 
the  center,  as  shown  in  Plate  II,  the  handle  of  the  electrode 
being  grasped  in  the  right  hand.  With  a  rotary  motion  the 
cotton  is  twisted  around  the  ball.  The  covered  ball  is  again 
dipped  into  water  to  wet  the  cotton  already  applied,  and  another 
layer  is  applied.  Layer  after  layer  is  thus  applied,  each  being 
wet,  after  it  is  adjusted,  to  make  the  next  layer  adhere,  until 
the  ball  has  reached  a  satisfactory  size,  which  will  depend  on 
the  capacity  of  the  vagina  or  the  nature  of  the  application  to 
be  made,  when  it  looks  as  represented  in  Plate  III. 

6.  Plate  IV  shows  this  cotton  covering  cut  through  with  a 
knife,  down  to  the  carbon  center,  and  gives  an  idea  of  the  thick- 
ness of  the  cotton  covering  when  it  is  properly  applied.  The 
cotton  covering  is  to  be  removed  after  being  used  once,  and 
applied  fresh  for  each  application.  To  obviate  the  irritation  of 
the  vaginal  surface,  as  well  as  to  lessen  the  resistance  and  to 
facilitate  the  introduction  of  the  electrode,  it  is  well  soaped 
before  it  is  introduced.  When  the  vulvar  orifice  is  narrow  or 
sensitive,  it  may  be  introduced  along  the  groove  of  the  author's 
speculum  as  shown  in  Plate  XXV,  the  speculum  being  with- 
drawn before  the  current  is  turned  on.  If  the  electrode  cannot 
be  easily  withdrawn  after  the  application,  lyithout  discomfort 
to  the  patient,  the  speculum  is  inserted  along  the  shaft  and  the 
ball  withdrawn  along  its  groove. 

6.  Application. — Though  designed  for  use  in  the  vagina, 
this  electrode  may  be  employed  in  the  rectum,  also.  To  ster- 
ilize it,  immerse  it  in  boiling  water  for  a  few  moments,  or  pass 
it,  ball  and  shaft,  through  the  flame  of  an  alcohol-lamp.  It  is 
well  not  to  leave  it  long  in  boiling  water,  as  this  would  loosen 
the  ball  from  the  shaft.  Dip  it,  handle  and  all,  occasionally 
into  a  1-per-cent.  solution  of  markasol. 

The  application  of  this  electrode  is  shown  in  Plates  XXIII, 
XXIV,  and  XXV.     It  may  be  placed  against  the  cervix,  in 
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is  made  in  the  form  shown  in  the  figure,  with  only  one  handle, 
because  it  is  cheaper;  but  it  is  not  desirable,  because  it  is  incon- 
venient to  change  the  tips,  and  they  are  fastened  to  the  shaft 
by  a  screw  that  is  not  secure.  Each  electrode  should  have  a 
handle,  and  the  metal  tip  should  be  securely  and  permanently 
attached.  Any  of  these  electrodes  may  be  used  with  the  nega- 
tive pole,  also.  Plate  X  shows  a  more  desirable  form  of  the 
electrode  shown  in  Plate  IX. 

These  electrodes  are  composed  of  any  metal,  the  special  action 
of  which  is  desired — copper,  zinc,  tin,  or  silver. 


BECTAIi    ANB    VAGINAL.    ITNIPOIaAB    BLECTBODE. 

9.  Plate  VII  shows  an  oblong  metallic  ball  on  an  insulated 
shaft,  designed  for  use  with  the  faradic  current  in  the  vagina 
or  rectum.  It  is  used  without  being  covered,  as  the  covering 
would  be  unnecessary  with  the  faradic  current,  which  does  not 
produce  local  irritation. 


BIPOLAR    VAGINAL.    ELECTBODE. 

10.  The  bipolar  vaginal  electrode  shown  at  -B,  Plate  XII, 
Is  used  for  making  faradic  applications  to  the  pelvis.  It  con- 
sists of  a  metallic-ball  terminal  connected  with  the  handle  by 
a  rod  or  wire  that  penetrates  the  shaft  of  the  electrode.  An 
inch  and  a  half  away  from  this  is  a  metallic  band  surrounding 
the  shaft,  and  also  connected  with  the  handle  by  a  wire  running 
parallel  to  the  other  from  the  end,  but  well  insulated  from  it. 
Between  these  two  metallic  surfaces  is  an  insulation  of  hard 
rubber  sunk  below  the  metallic  surfaces  so  that  they  project 
above  it.  The  insulated  shaft  of  the  electrode,  between  the 
metallic  band  and  the  handle,  is  of  much  smaller  diameter 
than  the  other  part  of  the  electrode  that  forms  an  abrupt 
shoulder  just  back  of  the  metallic  band.  This  is  for  the  pur- 
pose of  permitting  the  sphincter  of  the  vagina  to  grasp  the 
electrode  and  aid  its  retention. 

The  distance  between  the  two  metallic  surfaces  is  1^  inches. 
The  distance  between  the  outer  or  rear  edge  of   the  metallic 
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band  and  the  end  of  the  electrode  is  3  inches,  so  that  it  may  be 
accommodated  by  any  vagina  without  contact  of  the  outer 
metallic  band  with  the  sensitive  vulvar  oriffce.  The  whole 
length  of  the  electrode  is  7  inches.  Both  connecting-sockets 
for  the  battery-wires  are  at  the  extremity  of  the  handle.  It 
is  so  constructed  that  the  greatest  weight  is  confined  to  that 
portion  within  the  vagina  so  that  wheh  it  is  inserted  it  will  be 
self-retaining,  the  handle  being  the  lightest  part.  This  elec- 
trode is  to  be  used  only  with  the  faradic  current,  and  never 
with  the  galvanic  current.  The  electrode  B,  Plate  XII,  is 
a  great  improvement  on  the  original  bipolar  A,  Plate  XII, 
which  was  unnecessarily  long  and  heavier  at  the  handle, 
making  it  impossible  for  it  to  be  retained  in  the  vagina  without 
the  support  of  the  hand.  The  application  of  this  electrode  is 
shown  in  Plate  XXVI. 

To  render  this  electrode  aseptic,  it  should  be  immersed  in  a 
3-per-cent.  solution  of  synol  soap  for  several  minutes.  - 


BIPOLAR    IXTRA-XTTERIITE    ELECTRODE. 

11.  Construction. — This  electrode,  represented  in  Plate 
XIII,  consists  of  two  metallic  bands  placed  on  an  insulated 
shaft,  both  connected  with  the  handle  of  the  instrument  by 
wires  insulated  from  each  other.  The  diameter  of  the  elec- 
trode, at  its  largest  point  through  the  metallic  bands,  is  only 
that  of  an  ordinary  uterine  sound.  These  bands  are  so  placed 
that  the  distance  from  the  outer  edge  of  the  second  metallic 
band  to  the  extreme  end  of  the  electrode  is  less  than  H  inches, 
so  that  it  may  be  accommodated  within  any  uterus  without 
the  outer  metallic  band  coming  in  contact  with  the  internal  os, 
which  is  the  most  sensitive  portion  of  the  canal.  This  elec- 
trode is  to  be  used  with  the  faradic  current  only.  It  is  seldom 
employed,  because  it  is  next  to  impossible  to  make  it  thoroughly 
aseptic,  and  there  is  little  advantage  in  this  method  of  applica- 
tion over  the  bipolar  vaginal. 

12.  Tbe  Apostoll  Puncture-Needle. — In  Plate  XIV 
is  represented  the  Apostoli  puncture-needle  for  applying  the 
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current  to  a  tumor,  or  exudation,  by  puncture  through  the 
vaginal  wall.  It  consists  of  a  handle  through  which  the  shaft 
of  the  needle  passes,  and  which  may  be  set  at  any  point  by  the 
thumbscrew  on  top.  The  needle  has  a  shaft  of  uniform  diam- 
eter to  within  ^  or  f  inch  of  the  point,  where  there  is  an  abrupt 
shoulder,  from  which  the  needle-point,  proper,  projects.  The 
shaft  of  the  needle  is  insulated,  when  used,  by  a  piece  of  hard- 
rubber  tubing  about  6  or  7  inches  long.  The  needle  is  inserted 
through  the  handle,  the  tubing  slipped  over  it,  and  then  the 
needle  is  set  by  the  thumbscrew  at  the  handle,  so  as  to  expose 
enough  of  the  needle-point  proper  beyond  the  rubber  insulating- 
sheath  to  penetrate  the  depth  decided  on.  This  seldom  exceeds 
i  inch.  The  rubber  sheath  is  now  slipped  off  the  needle,  and 
one  .end  is  passed  up  into  the  vagina  along  the  index- finger  as  a 
guide,  and  is  pressed  firmly  against  the  point  selected  for  punc- 
ture, being  held  between  the  thumb  and  the  free  fingers  of  the 
left  hand,  while  with  the  right  the  needle  is  directed  through 
the  sheath,  and  with  a  sudden  plunge  is  made  to  enter  the 
structure  where  the  action  of  the  current  is  desired. 

In  selecting  a  place  for  puncture  in  the  vagina,  the  ureters, 
uterine  arteries,  rectum,  and  bladder  must  be  avoided.  Absolute 
asepsis  of  the  vulva,  vagina,  hands  of  the  operator,  and  instru- 
ment is  positively  essential,  as  well  as  care  and  experience  on 
the  part  of  the  operator.  This  method  of  application  of  the 
galvanic  current  has  been  very  properly  abandoned  by  the  most 
sensible  advocates  of  electricity,  since  there  is  not  sufficient  gain 
by  the  method  to  offset  the  risk  it  entails. 


ClAVnCXIj    UTKnUTE    IRRIGATOR    AND    EL.ECTRODB. 

13.  Plate  XI  represents  a  double-current  irrigator  for  the 
interior  of  the  uterus.  Near  the  end,  where  the  tubing  from 
the  reservoir  connects,  is  an  attachment  for  the  conducting-cord 
from  the  battery.  It  can,  therefore,  be  used  as  an  electrode  to 
facilitate  its  introduction  if  the  canal  of  the  cervix  is  small.  It 
can  be  utilized,  also,  for  directing  the  application  of  the  current 
to  the  endometrium  through  the  medium  of  the  water  projected 
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from  the  end,  and  an  electric  irrigation  of  the  interior  of  the 
uterus  can  be  made  in  this  manner.  The  inflow-tube  extends 
up  to  the  point  of  the  instrument;  hence,  the  stream  is  projected 
from  the  point,  and  by  turning  the  instrument  from  side  to  side 
it  can  be  directed  into  the  cornu  of  either  side.  The  outflow- 
tube  is  small  at  that  part  near  the  end  where  it  occupies  the 
canal  and  uterus  when  in  position,  and  gradually  enlarges  to 
the  point  of  exit,  so  as  to  avoid  blocking,  by  detached  frag- 
ments and  mucus  washed  from  the  uterus.  The  outer  tube  is 
long  enough  to  discharge  the  outflow  outside  the  vulva,  which 
is  a  great  advantage.  This  irrigator  is  small  enough  to  be  used 
in  the  majority  of  cases  in  office- work  without  previous  dilata- 
tion of  the  canal,  and  when  the  canal  is  unusually  narrow,  by 
connecting  the  instrument  with  the  negative  pole  of  the  galvanic 
battery,  it  will  usually  slip  in  after  an  application  of  1  or  2 
minutes,  at  most.  When  any  difficulty  is  experienced,  the 
conical  dilating  electrodes,  Plate  V,  should  be  used  first  to 
enlarge  the  canal. 

USES  OF  THE  DIFFERENT  CURRENTS. 


THE    GALVANIC    (CONSTANT)    CURRENT. 

14.  Uses  of  Gynecologry. — One  of  the  most  important 
uses  of  the  gralvanic  (constant)  current  in  the  practice  of 
gynecology  is  to  produce  dilatation  or  a  patulous  condition  of 
the  canal  of  the  cervix  and  secure  drainage  of  the  uterine  cavity. 
An  equally  important  effect  that  is  likewise  obtained  at  the  same 
time  is  a  freeing  or  expansion  of  the  orifices  and  ducts  of  the 
submucous  glands  and  a  thinning  of  their  secretion,  which 
permits  them  to  empty  more  freely.  When  the  secretion 
has  been  pent  uj)  or  retained  in  these  glands  by  the  obstruc- 
tion of  their  ducts,  due  to  infiltration,  it  becomes  thick- 
ened and  does  not  drain  readily.  The  action  of  the  current 
thins  the  secretion  and  relieves  the  obstruction  by  removing 
the  infiltration.  This  effect  is  secured  by  mild  applica- 
tions of  the  (negative)  pole  that  do  not  cauterize,  applied 
by  means  of  a  bare  metallic  electrode  to  the  whole  length  of 
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the  uterine  canal.  It  is  a  much  more  sensible  and  rational 
manner  of  dealing  with  these  conditions  than  the  older  method 
of  treatment  by  cauterization  and  astringents,  and  the  results 
are  prompt  and  gratifying.  The  strength  of  the  application 
for  this  purpose  should  never  exceed  10  or  15  milliamperes 
used  for  3  or  5  minutes.  The  electrode  is  introduced  to  the 
internal  os,  before  the  current  is  turned  on,  and  is  made  to  pass 
the  internal  os,  the  usual  point  of  obstruction,  under  very 
gentle  pressure  in  the  direction  of  the  canal  above,  this  having 
been  previously  ascertained  by  careful  bimanual  manipulation. 
If  the  obstruction  is  at  the  external  os,  which  is  rare,  the  point 
of  the  electrode  must  be  engaged  in  the  opening  before  the 
current  is  turned  on. 

15.  Klectrodes  Used  in  Stenosis. — When  dilatation  of 
the  canal  of  the  cervix  is  necessary,  where  there  is  stenosis  or 
obstruction,  the  smallest  size  dilating  electrode  (Plate  V)  must 
first  be  employed;  and  when  relaxation  is  produced  so  that  this 
size  passes  the  obstruction  freely,  the  next  size  is  introduced. 
The  first,  second,  and  third  sizes  may  be  used  at  the  first  appli- 
cation, but  not  more  than  5  minutes  should  be  consumed  for  the 
total  application.  At  the  next  application  the  fourth  size  may 
be  introduced  after  the  other  smaller  sizes  have  been  used,  as 
at  the  previous  sitting,  thus  extending  the  degree  of  dilatation. 
In  many  cases  where  drainage  is  necessary,  the  third  size  may 
be  employed  from  the  beginning,  and  many  times  it  will  not  be 
necessary  to  extend  the  dilatation  beyond  this  size. 

16.  lini>ortant  Considerations. — It  is  particularly 
important  not  to  provoke  irritation  or  produce  cauterization  of 
the  canal  in  these  cases;  hence,  it  is  unwise  to  exceed  the 
strength  of  the  current  mentioned,  or  continue  the  application 
beyond  5  minutes.  For  the  same  reason,  the  applications 
should  not  be  repeated  too  frequently — not  oftener  than  every 
second  day,  and  often  every  third  or  fourth  day  is  better.  The 
negative  pole  is  very  prone  to  cauterize,  because  its  action  thins 
the  albuminous  secretion  of  the  canal,  and  it  drains  away 
along  the  electrode,  in  which  it  is  aided  by  the  hydrogen 
bubbles  formed  about  its  surface;  hence,  the  electrode  comes 
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directly  in  contact  with  the  surface  of  the  mucous  membrane. 
In  this  location  the  positive  pole  is  less  apt  to  cauterize,  because 
its  action  produces  coagulation  of  the  secretion  around  the 
electrode,  which  forms  a  protection  to  the  mucous  membrane 
beneath.  By  its  astringent  action,  the  use  of  the  positive  pole 
in  the  canal  and  on  the  inflamed  endometrium  defeats  drainage 
and  blocks  up  the  ducts  of  the  submucous  glands. 

1 7.  Promoting  Drainage  From  the  Tubes. — Another 
use  for  these  intra-uterine  applications  of  the  negative  pole 
(moderate  strength)  is  for  the  purpose  of  promoting  drainage 
from  the  tube  when  the  obstruction  is  due  to  infiltration  of 
the  endometrium  at  the  mouth  of  the  tube  and  of  the  mucous 
membrane  and  muscular  wall  at  the  uterine  end  of  the  tube. 
The  point  of  the  electrode  is  directed  against  the  opening  of  the 
tube  into  the  comu  of  the  side  affected — or  both  sides,  if  both 
are  involved — but  no  effort  is  made  to  introduce  it  into  the 
tube.  We  are  now  experimenting  with  electrodes  of  special 
design,  with  a  view  to  entering  the  tube,  dilating  the  uterine 
end,  and  securing  drainage;  but  this  must  be  done  through 
an  endoscope  introduced  into  the  uterus.  When  this  pro- 
cedure has  been  perfected,  a  full  description  of  it  will  be  added 
to  this  Section. 

It  is,  of  course,  important  that  these  manipulations  and 
applications  to  the  canal  and  endometrium  should  be  conducted 
under  strict  asepsis.  The  electrodes,  the  hands,  the  vagina, 
and  the  vulva,  as  well,  must  always  be  made  surgically  clean 
before  anything  else  is  done.  The  applications  may  be  made 
either  by  introducing  the  electrode  along  the  finger  as  a  guide 
(see  Plate  XXXIII),  or  by  means  of  a  speculum  in  the  vagina, 
with  the  patient  either  in  the  dorsal  (Plate  XVIII)  or  lateral 
]>osition  (Plate  XIX). 

18.  Endometrial  Ilemorrhaj^e. — The  positive  pole  is 
used  within  the  uterine  cavity  under  certain  conditions,  for  the 
purpose  of  controlling  hemorrhage  from  the  endometrium,  a 
sufficient  strength  being  employed  for  effective  cauterization, 
but  the  action  is  confined  to  the  cavity,  and  the  cervical  canal 
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is  excluded  from  the  action.  For  this  purpose,  either  a  plat- 
inum or  a  carbon  electrode  is  employed  to  produce  positive 
electrolysis.  When  it  is  desirable  to  intensify  the  action, 
making  it  more  astringent,  either  a  zinc  or  a  copper  electrode 
is  employed,  whereby  a  metallic  electrolysis  is  obtained  (see 
Technique  and  Physiology  of  Direct  Currents), 

Both  the  negative  and  the  positive  poles  are  used  within  the 
uterus  for  uterine  fibroids,  the  selection  being  governed  by  the 
individual  condition  and  the  effect  desired  (see  Art.  113). 
The  strength  of  the  current  employed  in  these  conditions  may 
vary  from  25  milliamperes  to  100  or  150  milliamperes.  Inten- 
tional local  cauterization  is  produced,  but  it  is  chiefly  the 
interstitial  electrolysis  that  influences  the  tumor,  though  there 
can  be  no  doubt  that  cauterization  of  the  endometrium,  which 
is  always  diseased  in  these  cases,  has  a  beneficial  influence  on 
the  growth.  There  is  not  the  same  objection  to  cauterization 
in  these  cases  as  in  ordinary  conditions  of  endometritis,  yet  it  is 
important  to  exclude  the  canal  from  the  action  so  as  to  avoid 
subsequent  cicatricial  contraction,  which  would  defeat  drainage. 

19.  These  applications  are  made  with  the  electrode  sta- 
tionary after  its  introduction,  especially  when  used  for  control 
of  hemorrhage,  since  the  action  is  not  instantaneous  as  with 
other  caustics,  but  rather  accumulative,  requiring  prolonged 
contact.  Therefore,  when  it  is  desired  to  avoid  deep  cauter- 
ization, the  electrode  is  kept  in  motion  over  the  surface,  and  is 
not  permitted  to  remain  long  in  contact  with  any  part  of 
the  surface. 

20.  Absorption. — Another  very  important  use  for  the 
galvanic  current  is  to  promote  absorption  of  serous  infiltrations, 
fibrinous  exudations,  and  blood  extravasations  in  the  pelvis. 
In  these  conditions  it  is  applied  by  means  of  a  cotton- covered 
electrode  (Plate  III)  in  the  vagina,  and  that  pole  is  selected, 
which,  owing  to  its  peculiar  action,  is  best  calculated  to  produce 
the  desired  effect.  For  instance,  the  positive  pole  is  employed 
when  the  accumulation  is  fluid,  semisolid,  or  soft,  and  the 
negative  when  it  is  hard. 
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21.  Strengrth  of  Current  Used. — The  strength  of  the 
current  employed  in  these  cases  may  vary  from  26  to  100  milli- 
amperes,  used  for  6  minutes,  and  every  effort  is  made  to  avoid 
local  irritation  or  excoriation  of  the  vaginal  surfaces,  which 
signifies  more  or  less  cauterization.  To  this  end,  when  the 
positive  pole  is  used,  the  carbon- ball  electrode  (Plate  III)  is 
always  employed,  and  it  is  well  wrapped  with  cotton,  wetted, 
and  soaped,  or  coated  with  glycerin.  The  external  electrode 
must  be  so  placed  with  relation  to  the  vaginal  electrode  as  to 
include  the  mass  between  them.  The  same  method  of  applica- 
tion with  the  positive  pole  is  employed  to  advantage  also,  for 
the  relief  of  pelvic  pain  and  congestion;  but  the  strength  of  the 
current  for  this  purpose  should  not  exceed  50  milliamperes, 
us^  for  5  minutes,  and  often  a  more  moderate  current  used  for 
a  longer  time  (say  a  25-milliampere  current  for  10  minutes) 
produces  better  results.  The  external  electrode  is  usually 
placed  on  the  lumbar  region  when  the  current  is  used  for  this 
purpose. 

The  galvanic  current  may  also  be  utilized  to  produce  a 
determination  of  blood  to  the  pelvis  and  uterus  in  amenorrhea, 
for  instance  (see  Art.  45). 


IHTERRUPTED,   OR  PERIODIC    INDUCED,    CURRENTS. 

22.  Use  in  Gynecologry. — The  faradic  current,  which 
of  the  periodic  currents  is  most  commonly  employed  in  gyne- 
cology, is  utilized  chiefly  to  relieve  pain  and  congestion,  and  to 
promote  absorption  of  serous  infiltrations,  fibrinous  exudations, 
and  blood  extravasations  in  the  pelvis.  For  these  purposes  the 
current  from  the  fine-wire  coils  is  employed,  the  selection  of 
the  current  depending  on  the  degree  of  stimulation  required. 
In  applying  the  current,  either  the  bipolar  or  the  unipolar 
method  may  be  used  in  the  vagina;  the  latter  method  may  be 
vagino-abdominal,  vagino-sacral  or  lumbar,  or  vagino-cervical. 

Because  the  positive  is  the  more  sedative  pole,  it  is  nearly 
always  made  the  internal  electrode  of  the  bipolar,  and  is  placed 
against  the  most  sensitive   point  in  the   pelvis.     It  is   very 
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necessary  that  the  outer  pole  of  the  electrode  should  be  wholly 
within  the  vagina,  and  not  in  contact  with  the  sensitive  vulvar 
orifice. 

23.  Unipolar  Method  of  Application. — In  the  uni- 
polar method  of  application,  the  positive  is  made  the  internal, 
vaginal,  or  active,  pole,  when  relief  of  pain  and  congestion  is 
desired,  and  when  it  is  intended  to  promote  the  absorption  of 
serous  infiltration;  but,  when  it  is  desired  to  produce  a  deter- 
mination of  blood  to  the  pelvis  or  uterus  in  particular,  the 
negative  is  made  the  internal,  or  active,  electrode.  With  this 
current,  the  electrode  in  the  vagina  may  be  a  bare,  uncovered, 
metallic  surface  for  either  pole,  because  neither  produces  irrita- 
tion of  the  surface  to  which  it  is  applied;  although,  when  the 
galvanic  current  has  been  used  previously,  the  faradic,  if  used 
immediately  after,  may  be  applied  through  the  same  electrodes 
without  disturbing  them.  This  current  is  likewise  employed 
for  stimulating  an  increased  blood-supply  to  the  uterus,  as  in 
amenorrhea,  and  when  used  for  this  purpose  a  metallic  elec- 
trode is  introduced  into  the  uterus  and  connected  with  the 
negative  pole,  the  external,  or  inactive,  pole  (positive  in  this 
instance)  being  placed  upon  the  lumbar  region  or  at  the  nape 
of  the  neck. 

24.  Impaired  Pelvic  Muscle-Structure. — Another 
very  important  use  for  this  current  is  to  stimulate  contraction  or 
physiological  exercise  of,  and  restore  tone  to,  impaired  muscle- 
structure  in  the  pelvis,  as  in  relaxed  and  weakened  states  of 
certain  muscular  and  fibromuscular  structures,  as  in  subinvolu- 
tion of  the  uterus,  vagina,  and  uterine  supports.  Since  greater 
stimulation  is  necessary  in  these  conditions,  a  current  of  more 
volume  than  that  from  any  of  the  various  lengths  of  the  fine- 
wire  coils  is  required,  and  the  current  from  the  coarse-wire 
coil  is  utilized.  This  current  may  be  applied  through  the 
vaginal  bipolar  electrode  when  the  vagina  and  structures  of 
the  pelvis  outside  of  the  uterus  are  to  be  influenced.  When 
the  uterus  is  to  be  acted  on,  the  application  is  made  through 
a  bipolar  electrode  (Plate  XIII)  inserted  into  the  cavity  of  the 
uterus.     Both  pole-terminals  must  be  wholly  within  the  cavity, 
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and  contact  with  the  canal  or  internal  os  should  be  avoided, 
because  it  would  make  the  application  unnecessarily  painful 
and  perhaps  unbearable. 

25.  Influence  on  the  Uterus. — The  current  applied 
through  the  vaginal  bipolar  electrode  exerts  a  very  decided 
influence  on  the  uterus  when  either  the  fine- wire  or  the  coarse- 
wire  current  is  employed;  in  many  cases  this  is  sufficient,  but 
sometimes  it  will  be  necessary  to  apply  it  directly  to  the 
uterus.  The  alternating,  or  sinusoidal,  current  may  be 
employed  instead  of  the  fine- wire  faradic,  except  where  current- 
direction  is  necessary  (as  in  some  forms  of  unipolar  applica- 
tions), where  it  is  inapplicable,  because  it  has  no  polarity.  In 
consequence  of  its  sinusoidal  character,  the  alternating  current 
is  much  less  stimulating  than  the  faradic,  and  hence  is  less 
irritating  and  more  easily  borne  in  acutely  sensitive  conditions. 
It  is,  therefore,  useful  only  in  those  conditions  where  the 
faradic  current  is  not  readily  borne  in  beginning  treatment. 
Either  the  bipolar  or  unipolar  method  of  application  may  be 
utilized.     Bare  uncovered  electrodes  are  generally  used. 

26.  Secondary  Static  Induced  Current. — The  second- 
ary static  induced  current,  derived  from  the  outside  coat  of 
the  Ley  den  jars,  is  a  periodic  current  of  great  value.  Owing  to 
its  excessively  high  voltage  and  extremely  small  volume,  it  is 
much  superior  to  the  faradic  current  for  some  purposes.  If 
small  jars  are  used,  and  the  distance  between  the  discharging- 
rods  or  pole- pieces  of  the  primary  circuit  is  not  too  great,  this 
current  may  be  used  in  excessively  sensitive  conditions  where 
it  would  be  impossible  to  apply  the  faradic  current  in 
tlie  beginning.  The  stimulating  (juality  of  this  current  is 
increased  by  lengthening  the  air-gap  between  the  discharg- 
ing-rods,  or  increasing  the  size  of  the  jars  (see  TcrJniiijnc  (uid 
Physiology  of  Coil- Currents.  This  current,  because  of  its 
indistinct  polarity,  is  inferior  to  the  faradic  current.  It  may, 
however,  l)e  substituted  for  the  faradic  current  to  advantage 
in  all  conditions  where  current-direction  is  not  important. 
In  conditions  of  subinvolution,  if  the  medium-  or  large-8ize<l 
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jars  are  u^ed,  the  stimulating  power  of  the  current  is  sufficient 
and  eflfective. 

This  current  can  only  be  applied  by  the  unipolar  method, 
because  the  conducting-wires  through  the  shaft  of  the  bipolar 
electrode,  as  it  is  at  present  constructed,  are  not  sufficiently 
separated  or  insulated  to  prevent  short-circuiting  of  the  current 
through  the  electrode.  Bare  or  uncovered  electrodes  may  be 
used  for  this  current  also. 

All  things  considered,  the  current  from  a  properly  constructed 
faradic  apparatus  is  more  generally  useful  and  much  more 
convenient  of  application  than  any  of  the  other  forms  of 
periodic  induced  currents. 


TECHNIQUK  OF  GYNECO LOGIC Ali  METHODS. 


VAGIVO-CERVICAL.   APPLICATIONS. 

27.  Vagi  no-cervical  applications  are  made  with  one 
pole  (the  active  pole)  in  the  vagina,  and  the  other  (the  inactive 
pole)  on  the  nape  of  the  neck.  The  object  of  the  application  is 
usually  to  produce  a  determination  of  blood  to  the  uterus  and 
pelvis,  as  in  amenorrhea,  and  for  this  purpose  both  the  galvanic 
and  the  faradic  currents  are  used  in  the  manner  described. 
When  the  galvanic  current  is  used,  the  vaginal  electrode  is  a 
small  carbon-  or  metal-ball  electrode,  and  must  be  thickly  cov- 
ered with  cotton  that  is  well  wetted  to  reduce  resistance,  and  is 
soaped  to  prevent  local  irritation.  The  faradic  current  may  be 
used  through  the  same  electrode;  or  a  bare  metallic- ball  elec- 
trode, such  as  shown  in  Plate  VII,  may  be  employed,  because 
this  current  does  not  produce  any  local  irritation.  The  bipolar 
vaginal  electrode  may  )>e  used  instead,  if  contact  is  made  with 
that  point  of  connection  at  the  handle  loading  to  the  metallic 
surface  at  the  end  of  the  electrode.  The  cotton -covered  elec- 
trode is  introduced  along  the  groove  of  the  speculum  (Plate 
XXV),  or,  if  the  surface  is  soaped,  it  may  be  inserted  without 
a  speculum.  The  patient  may  be  placed  either  on  her  back 
(Plate  XVIII),  which  is  somewhat  to  be  preferred,  or  on  her 
side  (Sim's  position,  Plate  XIX). 


§  10  ELECTRICITY  IN  GYNECOLOGY.  19 

UTERO-CKRVICAL.    APPLICATIONS. 

28.  Utero-eervleal  applications  are  made  for  the  same 
purpose  as  the  vagino-oervical,  and  are  used  in  place  of  it  when 
more  active  stimulation  of  the  uterus  is  desired  than  can  be 
produced  by  that  method  of  application.  The  active  electrode 
is  inserted  in  the  uterus,  and  consists  of  a  metallic  surface  in 
the  form  of  a  sound,  insulated  to  within  2J  inches  of  the  point 
(Plate  V).  This  electrode  may  be  inserted  through  a  speculum 
in  the  vagina,  or  along  the  index-finger  in  the  vagina  as  a  guide. 
The  patient  may  be  in  either  the  dorsal  or  the  lateral  position. 
When  the  electrode  is  inserted  without  a  speculum,  the  vulva 
and  the  vagina  must  be  rendered  aseptic  by  an  antiseptic  irriga- 
tion (such  as  a  1-per-cent.  solution  of  lysol);  the  operator's 
hands  must  be  clean,  and  the  exposed  portion  of  the  electrode, 
which  is  to  enter  the  uterus,  after  the  instrument  has  been 
washed  thoroughly,  should  be  passed  through  the  flame  of  an 
alcohol-lamp.  If  the  electrode  is  introduced  through  the  spec- 
ulum, it  will  be  sufficient  if  the  vagina  and  cervix  are  swabbed 
with  a  wad  of  absorbent  cotton  (dipped  in  the  solution)  in  the 
grasp  of  a  pair  of  dressing-forceps.  The  instrument  must  in 
this  instance,  also,  be  rendered  aseptic  before  it  is  inserted. 

The  external  or  inactive  electrode  is  placed  on  the  back  of 
the  neck. 


VAGINO-ABI>OMINAL.    APPLICATIONS. 

29.  Tagriiio-abdoinliial  applications  are  made  with  the 
active  pole  in  the  vagina  and  the  other  on  the  hypogastrium. 
When  the  galvanic  current  is  employed,  the  cotton-covered  ball 
electrode  (Plate  III)  should  always  be  used.  The  rule  for 
introducing  it  is  the  same  as  described  under  Vagino-Cervical 
Applications.  When  the  faradic  current  is  employed,  the 
metallic-bulb  electrode  or  the  bipolar  with  the  connection  made 
to  the  end  may  be  used.  This  method  of  application  secures 
diffusion  of  the  current  through  the  pelvis  or  its  contents,  and 
is  always  made  with  the  patient  lying  on  her  back.  The 
vaginal  electrode  may  be  made  either  positive  or  negative,  as 
required* 
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vagiso-8Ac;ral.  and  lumbar  applications. 

30.  Vagrlno-sacral  and  lumtiar  applications  are  made 
with  the  active  electrode  in  the  vagina  and  the  other  over  the 
sacrum  or  the  lumbar  region.  Either  the  galvanic  or  the 
faradic  current  may  l)e  used  in  this  manner,  the  purpose  being 
to  direct  the  current  to  or  from  the  pelvic  organs,  or  to  send  it 
through  a  tumor  or  deposit  so  situated  in  the  pelvis  as  to  be 
included  between  the  two  electrodes  applied  in  this  position. 
This  method  of  application  is  also  well  calculated  to  promote 
absorption,  since  it  is  the  direction  taken  by  the  absorbent 
vessels,  the  activity  of  which  may  be  increased  by  applying  the 
current  in  a  proper  manner.  The  direction  of  the  nerve-supply 
to  the  pelvic  organs  is  the  same,  and  the  current  should  be 
applied  in  this  manner  when  its  electrotonic  action  is  desired 
(see  Technique  and  Physiology  of  Coil- Currents).  Thus,  for  the 
relief  of  obstinate  pelvic  pain,  not  produced  by  pressure, 
the  current  employed  should  be  applied  with  the  positive 
in  the  vagina  and  the  negative  over  the  lumbar  r^on.  When 
the  galvanic  current  is  used,  the  vaginal  electrode  should  be 
thickly  covered  with  cotton,  thoroughly  wetted  and  soaped. 
The  method  of  introducing  this  electrode  has  already  been 
described  under  Vagino-Cervical  Applications. 

«jl.  When  the  faradic  current  is  used,  the  same  electrode 
may  be  employed  in  the  vagina,  or  the  metallic-ball  electrode, 
or  the  bipolar,  with  the  connection  made  to  the  end,  may  be 
used.  The  croVton  covering  should  always  l)e  apj)lied  fresh  for 
every  case,  and  the  shaft  of  the  electrode  should  be  cleansed 
after  every  application,  at  the  same  time  that  the  cotton  is 
removed.  The  metallic-ball  and  bipolar  electrodes  should  be 
cleansed  after  every  application.  The  best  method  of  accom- 
plishing this  is  to  rest  the  surface  that  has  been  in  contact 
with  the  vulva  and  vagina  on  a  cake  of  sapolio,  and  scrub  it 
well  with  a  nail-brush  that  has  been  previously  dipped  in  hot 
water.  The  sapolio  is  rinsed  off,  afterwards,  by  dipping  the 
electrode  in  boiling-hot  water.  Do  not  place  the  handle-end  in 
water  or  let  it  get  wet,  as  the  joinings  are  not  water-tight,  and 
the  insulation  of  the  wires  or  rods,  connecting  with  the  pole- 
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terminals  of  the  electrode,  would  be  destroyed,  or  they  may  in 
time  become  corroded  and  eaten  away.  When  it  is  necessary 
to  cleanse  the  handle,  wash  it  oflF  thoroughly  with  synol  soap  or 
pass  it  quickly  through  the  flame  of  a  spirit-lamp  several  times. 


UTERO-ABDOMINAL.    APPLICATIONS. 

32,  Utero-abdominal  (hypogastric)  applications  con- 
sist in  inserting  the  active  electrode  into  the  interior  of  the 
uterus  and  placing  the  other  on  the  hypogastrium.  The  pur- 
pose is  to  submit  the  uterus  or  a  tumor  in  its  wall  to  the 
influence  of  the  current,  or  to  produce  ah  electrolytic  action  on 
the  surface  of  the  endometrium  or  cervical  canal.  That  portion 
of  the  electrode  inserted  into  the  uterus  is  always  an  exposed 
metallic  surface,  the  shape  of  the  uterine  sotmd,  the  size  varying 
with  the  necessities  of  individual  conditions.  The  shaft  is 
insulated  to  avoid  contact  with  the  vagina  or  vulva. 

33.  When  the  negative  pole  is  used,  the  exposed  portion  of 
the  electrode  may  be  composed  of  any  metal  except  aluminum, 
since  there  is  no  action  on  other  metals  by  the  reaction  of  this 
pole.  When  the  positive  pole  is  used,  the  exposed  portion  of 
the  electrode  must  be  composed  of  platinum,  gold,  or  carbon,  if 
positive  electrolysis  is  desired  (see  Technique  and  Physiology  of 
Direct  Currents).  When  metallic  electrolysis  is  desired,  the 
exposed  portion  of  the  electrode  should  be  of  the  metal  whose  salt 
it  is  desired  to  liberate  upon  the  surface  to  which  the  electrode  is 
applied.  The  metals  most  commonly  employed  are  copper, 
zinc,  tin,  and  silver.  The  surface  of  these  electrodes  must  be 
kept  clean  and  bright  by  scrubbing  them  after  every  application 
with  a  nail-brush  on  a  cake  of  sapolio.  Afterwards  they  are  to 
be  passed  through  the  flame  of  an  alcohol-lamp  or  a  Bunsen 
burner  for  sterilization. 

The  rule  for  introducing  these  electrodes  is  the  same  as 
described  under  Utero-Cervical  Applications,  and  also  under 
Uterine  Displacements.  The  position  of  the  patient  is  on  her 
back  (Plate  XVIII).  Both  currents  are  employed  in  this  man- 
ner. Absolute  asepsis  in  every  detail  is  always  essential  with 
these  applications  to  the  interior  of  the  uterus. 
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UTRRO-SACRA.L.    AND    LUMBAR    APPLICATIONS. 

34.  Utero-sacral  and  lumbar  applications  are  made 
with  the  active  pole  in  the  uterus  and  the  other  on  the  sacrum 
or  the  lumbar  region.  The  patient  may  be  placed  on  her  back, 
as  in  Plate  XVIII,  or  on  her  side,  as  in  Plate  XIX,  whichever 
is  best  suited  to  favor  the  convenience  of  patient  or  physician. 
The  purpose  of  this  method  of  application  is  to  produce  local 
action  on  the  endometrium  or  cervical  canal,  or  to  bring  a  tumor 
situated  in  the  posterior  wall  of  the  uterus  under  the  influence 
of  the  current.  The  rules  to  be  observed  are  the  same 
as  described  under  Utero- Abdominal  Applications.  Absolute 
asepsis  in  every  detail  is  always  necessary  in  this  method  of 
application,  to  avoid  introducing  sepsis  into  the  uterus  (see 
Utero- Abdominal  Applications). 


L.UMBO-HYPOGA8TRIC    APPLICATIONS. 

35*  liiiinbo-liypograstrie  applications,  one  pole  on  the 
lumbar  region  and  the  other  on  the  hypogastrium,  which  is 
usually  made  the  active  pole,  are  very  seldom  used  in 
gynecological  work.  It  is  supposed  that  this  method  of  appli- 
cation exerts  a  beneficial  effect  on  the  pelvic  organs,  especially 
in  amenorrhea,  and  may  be  employed  when  for  any  reason  the 
introduction  of  an  electrode  into  the  vagina  or  uterus  is  objec- 
tionable. The  galvanic  current  is  the  one  generally  employed, 
and  the  patient  is  placed  on  her  back  with  legs  extended. 


RECTO-ABDOMINAL    APPLICATIONS. 

36*  Recto-abdonilnal  applications,  where  one  electrode 
is  placed  in  the  rectum,  and  the  other  on  the  abdomen,  are  rarely 
used  in  gynecological  work,  being  both  disagreeable  and  incon- 
venient. They  are  sometimes  employed  with  advantage,  how- 
ever, for  stimulating  the  intestines  in  obstinate  constipation. 
Either  galvanic  or  faradic  applications  are  used,  but  the  former 
is  more  frequently  employed.  When  the  galvanic  current  is 
used,  the  electrode  in  the  rectum  must  be  well  protected  with  a 
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covering  of  cotton  that  has  either  been  soaped  or  been  dipped 
in  glycerin.  Oil  or  vaseline  are  not  permissible,  because  they 
are  poor  conductors. 

RECTO- VAGINAL.    APPUCATIOITS. 

37*  Recto- vagrinal  applications  with  one  electrode  in 
the  rectum  and  the  other  in  the  vagina  are  sometimes  useful 
for  concentrating  the  action  on  a  growth  or  mass  in  the  pelvis 
when  situated  favorably — in  ectopic  gestation,  for  instance — 
when  it  is  desirable  to  confine  the  current  and  not  to  diffuse  it 
through  the  other  organs  of  the  pelvis  or  to  diminish  the  shock 
of  the  application.  Faradic  applications,  in  particular,  when 
employed  in  this  manner,  can  be  used  much  stronger  than  when 
one  pole  is  placed  upon  the  integument. 


BIPOLAR    VAGnrAL.    APPLICATIONS. 

• 

38.  Bipolar  vagrlnal  applications  consists  in  intro- 
ducing both  poles  within  the  vagina  by  means  of  one  electrode 
with  two  metallic  surfaces  exposed,  as  shown  in  Plate  XXVI. 
It  is  essential  that  both  metallic  surfaces  of  the  electrode  should 
be  well  inside  the  vagina  before  the  current  is  applied;  and  con- 
tact with  the  sensitive  tissues  of  the  vulva  and  entrance  to  the 
vagina  must  be  carefully  avoided  throughout  the  application. 
Hence,  it  is  important  that  the  electrode  should  be  constructed 
with  the  metallic  surfaces  so  positioned  upon  the  shaft  that  the 
shortest  vagina  may  accommodate  it.  Yet  it  is  important  also 
for  them  to  be  far  enough  apart  to  prevent  the  current  from 
passing  too  directly  from  the  one  to  the  other.  The  electrode  B, 
Plate  XII,  is  properly  proportioned,  and  so  constructed  that  it 
is  self-retaining,  its  chief  weight  being  comprised  in  that  portion 
which  is  within  the  vagina,  and  the  remainder  of  the  shaft  is 
contracted.  In  this  respect  it  is  superior  to  the  original  Apostoli 
electrode  A,  Plate  XII,  of  which  it  is  a  modification.  It  is 
introduced  without  a  speculum,  the  surface  being  lubricated 
with  soap  after  dipping  the  electrode  into  warm  water.  This 
is  particularly  important  in  dealing  with  sensitive  patients. 
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39.  This  method  of  application  is  employed  only  with  the 
faradic  or  alternating  currents;  and  never  with  the  galvanic. 
The  internal  insulation  of  the  instrument,  as  ordinarily  con- 
structed, is  not  sufficient  for  the  secondary  static  induced  cur- 
rent. The  purpose  of  this  method  of  application  is  to  produce 
local  stimulation  of  the  pelvic  contents,  especially  of  the  uterus 
and  adnexa.  The  diffusion  of  the  current  is  considerable  with 
currents  of  high  E.  M.  F.,  such  as  those  from  the  fine- wire 
coil  (see  Technique  and  Physiology  of  Coil'Currenls)  being 
much  greater  than  would  be  expected  by  one  that  has  had 
no  experience  with  this  method  of  application.  It  is  not  adapted, 
however,  to  conditions  where  the  pelvis  is  filled  with  a  mass  of 
hard  exudation,  a  blood-clot,  or  a  tumor.  These  conditions 
appear  to  offer  too  much  resistance  to  the  diffusion  of  the  cur- 
rent. These  applications  exert  a  marked  influence  on  the  pelvic 
circulation,  relieving  pain  and  congestion  and  promoting  absorp- 
tion of  infiltrations  and  inflammatory  exudates  when  not  too 
extensive. 

40.  Another  adaptation  of  this  method  of  application  is  in 
overcoming  subinvolution  of  the  vagina  and  uterus,  for  which 
purpose  the  current  from  the  coarse- wire  coil  is  used.  There 
can  be  no  doubt  that  faradic  stimulus,  applied  in  this  manner 
through  the  vagina,  extends  to  the  uterus  and  produces  con- 
traction of  the  muscular  structure  of  that  organ. 


BIPOLAR    INTRA-UTERINE    APPLICATIONS. 

4 1 .  Bipolar  intra-uterine  applications  are  made  with 
the  electrode  shown  in  Plate  XIII.  Two  metallic  surfaces, 
separated  and  insulated  from  each  other,  are  so  placed  upon 
a  shaft  (no  larger  than  the  uterine  sound)  that  both  may  be 
introduced  within  the  uterine  cavity,  and  contact  with  the 
cervical  canal  or  the  sensitive  tissue  at  the  internal  os  may  be 
avoided.  This  is  important,  as  contact  at  these  points  during 
the  application  would  be  unendurable  in  many  cases  (see 
Technique  and  Physiology  of  Coil- Currents)  The  purpose  of 
this  application  is  to  stimulate  the  uterine  structure,  and  the 
effect  on  the  blood-supply  of  the  organ  is  marked.     The  effect 
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on  the  uterus  produced  by  this  method  of  application  is  very 
much  more  pronounced  than  the  bipolar  vaginal  application, 
but  it  is  confined  mostly  to  the  uterus,  and  does  not  extend  to 
the  structures  outside  of  it  as  effectually  as  the  latter  method. 
Hence,  it  has  a  rather  limited  application.  It  is  liable  to  pro- 
duce irritation  of  the  organ,  and  for  this  reason  is  sometimes 
objectionable. 

42.  With  the  patient  in  either  the  dorsal  or  the  lateral 
position,  the  electrode  may  be  introduced  through  a  speculum, 
or  along  the  finger  in  the  vagina  as  a  guide.  The  strictest 
asepsis  must  be  observed  in  making  these  applications,  as 
already  described  under  Utero- Cervical  Applications.  After 
every  application,  the  electrode  must  be  cleaned  by  placing  it 
on  a  cake  of  sapolio  and  scrubbing  it  with  a  wet  nail-brush. 
Before  introducing  it  into  the  uterus,  it  should  again  be 
scrubbed,  and,  after  dipping  it  into  water,  the  end  to  be 
introduced  into  the  uterus  is  passed  through  the  flame  of  a 
spirit-lamp.  When  the  cervix  is  too  much  contracted  to  admit 
it  freely,  the  negative  dilating  electrode  may  be  used  with  the 
galvanic  current  first.  This  method  of  application  is  employed 
only  with  the  faradic  or  alternating  currents,  never  with  the 
galvanic. 

43.  The  static  induced  current  may  be  employed  in  the 
same  manner,  instead  of  the  faradic  or  alternating  current,  and 
is  applicable  to  the  same  conditions  as  these  currents.  Properly 
employed,  it  is  frequently  more  acceptable,  because  its  high 
voltage  and  extremely  low  volume  render  it  less  painful.  It 
can  therefore  be  used  in  extremely  sensitive  conditions  where 
it  would  be  impossible  to  use  either  the  faradic  or  the  alter- 
nating current 
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DISORDERS    OF    MENSTRUATION. 


AMENORRHEA. 


CAUSBS    AND    TREATMENT. 

44.  Causes. — Amenorrhea  is  an  abnormal  absence  of  men- 
struation, and  may  be  either  a  temporary  suppression  or  a 
permanent  arrest  of  the  function.  Suppression  may  occur, 
either  as  the  result  of  exposure  to  cold  during  menstruation, 
causing  arrest,  or  as  the  result  of  exposure  before  an  expected 
period,  preventing  that  and  subsequent  periods;  or  some  sudden 
mental  or  physical  shock  or  a  change  of  climate  may  arrest  it 
for  a  time.  Luxurious  living  and  indolent  habits,  with  lack  of 
exercise,  as  well  as  increasing  obesity,  also  appear  to  act  as 
causes.  In  wasting  constitutional  diseases,  and  after  prolonged 
malarial  attacks,  menstruation  is  also  sometimes  suppressed  for 
several  months. 

If  the  menstrual  function  has  never  been  established,  there 
may  be  absence  of  the  uterus  or  ovaries,  or  they  may  be  unde- 
veloped, or  there  may  be  occlusion  of  the  vagina  or  uterus, 
causing  retention.  It  may  also  be  attributed  to  anemia.  If 
permanent  arrest  of  the  function  occurs  after  it  has  been  once 
established,  it  may  be  due  to  atrophy  of  the  uterus  or  ovaries 
or  cystic  degeneration  of  both  ovaries,  or  to  anemia. 

45.  Establishing  Menstriiatlon.  —  Measures  directed 
toward  establishing  menstruation  when  it  has  been  suppressed 
or  has  never  made  its  appearance  should  be  instituted  only 
after  careful  inquiry  as  to  its  cause,  and  a  clear  appreciation  of 
the  condition  on  which  it  depends,  and  only  when  there  is  a 
reasonable  chance  for  success.  When  local  treatment  is  for 
any  reason  objectionable,  as,  for  instance,  in  young  girls, 
stimulating  applications  of  electricity  to  the  spine  are  often 
effectual,  by  toning  up  the  general  system  and  producing  a 
determination  of  blood  to  the  pelvic  organs. 

46.  Mode  of  Action. — The  mode  of  action  is  similar  to 
hot  sitz  baths,  but  electricity  is  stimulating  and  not  enervating. 
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A  large  felt  pad,  12  in.  X  15  in.,  is  placed  over  the  sacrum  and 
connected    with     the    negative    pole;     and    a    similar    pad, 

4  in.  X  5  in. ,  placed  on  the  nape  of  the  neck,  is  connected  with 
the  positive  pole.     The  constant  (galvanic)  current  is  used  for 

5  or  10  minutes,  a  strength  of  from  25  to  30  milliamperes  being 
employed,  according  to  the  toleration  of  the  patient.  The  pads 
are  well  wetted,  warmed,  and  the  surface  soaped  to  lessen  the 
resistance  of  the  skin  and  to  make  the  application  more  toler- 
able. This  is  followed  by  an  application  of  faradization 
through  the  same  electrodes,  using  the  current  from  the  inter- 
mediate coil  (500  yards  of  No.  32  B.  &  S.  wire).  In  using 
this  current,  the  upper  pad  is  also  made  the  positive,  and  the 
lower  the  negative,  electrode.  Daily  applications  should  be 
given  as  the  time  for  the  expected  period  approaches,  and, 
during  the  interval,  every  second  or  third  day.  To  prevent 
cutaneous  irritation,  the  surface  may  be  dusted  with  some 
bland  non-irritating  powder,  such  as  markasol,  after  each 
application.  The  applications  are  made  preferably  with  patient 
in  the  sitting  position. 

47.  lilmltatlons. — This  method  of  application  will  prove 
of  little  or  no  benefit  where  there  is  organic  derangement  of  the 
generative  apparatus,  such  as  tardy  development,  displace- 
ment, etc. ;  and  when  there  is  unmistakable  evidence  of  such 
condition,  an  examination  and  appropriate  local  treatment 
should  be  insisted  on.  It  is  too  slow  in  its  action,  and,  there- 
fore, inappropriate,  in  cases  where  applications  directly  to  the 
uterus  are  not  interdicted.  When  possible,  therefore,  the 
stimulus  should  be  applied  directly  to  the  uterus,  beca.use  it  is 
more  effectual  and  the  result  is  more  quickly  obtained.  The 
negative  pole  is  then  connected  with  the  electrode  (Plate  V) 
and  passed  into  the  uterus,  and  the  felt  pad  connected  with 
the  positive  pole  is  applied  to  the  nape  of  the  neck  or  to  the 
lumbar  region  over  the  solar  plexus.  The  constant  current, 
15  to  20  milliamperes,  is  used  for  5  minutes,  followed  by  a 
5-minute  application  of  faradization  from  800  yards  of  the 
intermediate  coil,  through  the  same  electrode,  and  with  the 
negative  pole  always  in  the  uterus. 
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48.  Frequency  of  Application.  —  These  combined 
applications  should  not  be  raade  more  frequently  than  every 
second  or  third  day,  because  the  constant  current  so  frequently 
repeated  would  result  in  cauterization  of  the  canal,  but,  as  the 
period  approaches,  the  faradic  application  can  be  made  every 
day.  The  usual  mode  of  procedure  is  to  make  combined 
applications  every  third  or  fourth  day  in  the  interval,  and  give 
daily  applications  of  faradization  as  the  time  for  the  period 
approaches.  Then,  once  menstruation  becomes  established, 
the  combined  applications  are  continued  twice  a  week  until  a 
week  before  the  next  period,  when  they  are  given  every  second 
day.  During  the  next  month  the  applications  are  continued 
once  a  week  until  a  week  before  the  next  period,  and  then 
every  second  day  until  menstruation  makes  its  appearance. 
After  this  it  will  usually  suffice  to  give  a  few  applications  of 
both  currents  for  2  or  3  days  immediately  preceding  the  period. 

49.  Imperfect  Development. — In  cases  of  tardy  or 
imperfect  development,  the  treatment  must  be  extended  over  a 
period  of  some  months,  to  be  permanent  in  result,  and  at  the 
same  time  every  effort  should  be  made  to  tone  up  the  general 
system  and  change  the  environment  for  the  better.  Give  plenty 
of  outdoor  exercise,  and  regulate  the  bowels  and  digestive 
apparatus.  The  static  spark,  combined  with  the  other  form 
of  application,  will  prove  a  valuable  auxiliary,  by  stimulating 
the  circulation  and  excretory  organs,  especially  the  kidneys  and 
perspiratory  glands. 

50.  Asepsis. — It  would  seem  unnecessary  in  this  enlight- 
ened age  to  say  that  no  application  should  ever  be  made  to  the 
interior  of  the  uterus  without  a  wholesome  regard  for  strict 
asepsis,  which  should  extend  to  every  detail.  The  vagina  and 
vulva  should  first  be  irrigated  with  an  antiseptic  solution  (a 
3-per-cent.  solution  of  synol  soap  is  to  be  preferred),  and,  above 
all,  the  hands  and  instruments  should  be  surgically  clean.  It 
will  not  be  necessary  always  to  use  a  speculum  to  introduce  the 
electrode,  since  it  can  be  done  witli  greater  ease  and  less  dis- 
comfort along  the  finger  in  the  vagina  as  a  guide.     Either  the 
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right  or  the  left  index-finger  is  inserted  (only  one  finger  should 
be  used),  and,  locating  the  cervix,  the  palmar  surface  of  the 
end  of  the  finger  is  placed  upon  the  posterior  lip  or  under  it, 
which  steadies  the  cervix.  Then,  taking  the  electrode  in  the 
other  hand,  it  is  passed  into  the  vagina,  along  the  palmar  or 
upper  surface  of  the  finger  in  the  vagina,  until  the  cervix  is 
reached,  when,  guided  by  the  vaginal  finger,  the  point  of  the 
electrode  is  slipped  into  the  external  os.  The  electrode  is  now 
held  between  the  thumb  and  the  free  fingers  of  the  hand,  the 
index- finger  of  which  is  engaged  in  the  vagina,  thus  releasing 
the  other  hand,  which  is  then  free  to  turn  on  the  current.  This 
done,  the  electrode  is  again  grasped  with  the  free  hand,  and  the 
point  is  guided  into  the  cervical  canal  up  to  the  internal  os. 
At  this  point  there  will  usually  be  encountered  some  obstruc- 
tion to  its  further  entrance,  especially  if  there  is  any  inclination 
of  the  fundus  forward,  as  is  often  the  case.  The  finger  in  the 
vagina  is  now  swept  around  to  the  front  of  the  cervix,  and, 
pressing  upward  against  the  anterior  vaginal  wall,  the  fundus  is 
lifted  up,  and  the  canal  is  thus  straightened  sufficiently  for  the 
electrode  to  enter  the  cavity.  In  cases  of  extreme  anteflexion, 
it  will  be  necessary  also  to  press  the  shaft  of  the  electrode  well 
back  against  the  perineum,  so  as  to  direct  its  point  forwards 
at  the  same  time  that  the  fundus  is  lifted  up.  An  opposite 
maneuver  will  be  required,  and  the  point  of  the  electrode,  after 
being  inserted  as  far  as  the  internal  os,  is  directed  backward 
when  there  is  a  retroflexion. 

51.  Scanty  or  Irregfular  Menstruation. — 8canty  or 
irregular  menstruation -will  usually  respond  to  stimulating  local 
applications  to  the  cavity  of  the  uterus,  as  described  above,  if 
made  for  a  few  days  during  the  week  immediately  preceding 
the  expected  period,  extending  over  several  months,  until  a 
normal  flow  has  been  established.  During  the  intervals,  only 
such  treatment  as  the  condition  indicates  should  be  employed, 
the  local  application  of  electricity  being  unnecessary.  When, 
however,  this  condition  is  associated  with  uterine  atrophy, 
which  sometimes  results  from  prolonged  lactation  or  })lastic 
operations  on  the  cervix,  the  result  will    be  more   promptly 
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reached  if  the  Btiniulating  applications  are  continued  at  least 
twice  a  week  during  the  interval  between  the  menstrual  periods. 
In  these  cases  the  bipolar  intra-uterine  applications  may  be 
employed  with  advantage. 

52.  Amenorrhea  From  Chronic  Metritis. — Amenor- 
rhea resulting  from  chronic  metritis  will  require  more  vigorous 
measures,  consequently  the  strength  of  both  the  galvanic  and 
the  faradic  applications  should  be  greatly  increased.  The 
strength  of  the  galvanic  current  with  the  negative  pole  applied 
to  the  interior  of  the  uterus  should  be  increased  to  25  or  30 
milliamperes,  and  in  some  instances  it  will  be  necessary  to 
employ  rapid  alternations  or  reversals  of  the  polarity,  to  stimu- 
late the  impaired  muscular  structure  of  the  organ.  When  this 
strength  of  current  is  to  be  employed  for  any  length  of  time, 
es{)ecially  in  these  cases,  the  exposed  metal  surface  of  the 
electrode  should  not  exceed  1 J  inches,  in  order  that  it  may  be 
passed  entirely  into  the  cavity;  the  cervical  canal  being  thus 
excluded  from  the  action  of  the  current  and  from  cauterization, 
which  would  likely  result  in  stenosis.  When  the  current  is  alter- 
nated, this  precaution  is  unnecessary.  In  employing  the  faradic 
current  in  these  cases,  it  will  be  more  effective  if  the  bipolar 
method  is  used,  both  poles  being  within  the  uterus.  It  is  very 
necessary  that  the  electrode  should  be  so  constructed  that  both 
poles  can  be  passed  wholly  within  the  cavity,  since  the  cervical 
canal,  and  especially  the  vicinity  of  the  internal  os,  is  very  sen- 
sitive, and  the  api)lication  would  be  extremely  disagreeable  if 
the  canal  were  exposed  to  contact  with  either  pole  during  the 
application.  The  stimulation  should  be  made  as  strong  as  can 
be  comfortably  borne,  the  quality  of  the  current  being  varied 
with  the  individual  susceptibility.  Some  patients  will  bear 
onlv  the  current  from  the  finest  wire  coil,  while  others  will  take 
that  from  the  intermediate,  or  even  the  total  length  of  the 
coarse  Avire,  with  little  or  no  discomfort.  The  application 
should  not  be  prolonged  beyond  4  or  5  minutes,  and  should  l»e 
repeated  only  twice  a  week,  and  in  some  cases  but  once  a  week. 
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BT8MENORRHEA. 


CAUSES    ANI>    TREATMENT. 

53.  Reasons  for  Separate  Consideration.  — The  custom 
of  considering  painful  menstruation  under  a  separate  heading  is 
almost  an  unpardonable  error,  because  it  places  temptation  in 
the  way  of  the  indifferent  or  incapable  diagnostician  who  needs 
no  encouragement  to  treat  symptoms  without  proper  regard  for 
the  pathological  condition  on  which  they  depend.  The  impor- 
tance of  this  symptom,  owing  to  the  discomfort  it  gives  rise  to, 
and  the  fact  that  it  does  sometimes  develop  where  there  is 
apparently  no  perceptible  diseased  process  to  which  it  may  be 
attributed,  is  the  only  excuse  to  be  oflfered;  and,  though  this  is 
insufficient,  it  may  be  accepted  if  one  can  be  certain  that  the 
treatment  employed  for  its  relief  will  be  in  no  way  detrimental 
to  any  pathological  condition  (especially  of  an  inflammatory 
character)  that  may  be  the  cause. 

54.  Dysmenorrhea  of  Anemia. — The  dysmenorrhea  of 
undeveloped,  poorly  nourished,  anemic  girls  seldom  requires 
local  treatment,  and  hardly  deserves  the  name  when  compared 
with  the  more  severe  types.  This  yields  readily,  as  a  rule,  to 
stimulating  applications  of  electricity  to  the  spine  applied  in 
the  manner  described  under  Amenorrhea,  using  the  static  spark 
as  a  general  tonic.  At  the  same  time,  the  patient  must  be  put 
on  a  tonic  course  of  treatment,  and  given  plenty  of  outdoor 
exercise.  The  static  spark  to  the  spine,  and  particularly  to 
the  lumbar  region  and  over  the  sacrum,  is  often  a  very  efficient 
remedy  in  those  cases. 

55.  Causes  of  Dysmenorrhea. — By  far  the  most  fre- 
quent causes  of  dysmenorrhea  are  obstruction  of  the  canal 
with  hypertrophy,  hyperesthesia  of  the  mucous  membrane  at 
the  internal  os,  pelvic  congestion,  and  endometritis.  When 
these  conditions  are  found  unassociated  with  disease  of  the 
adnexa,  they  will  yield  to  applications  of  electricity,  and 
dysmenorrhea  will  cease.      It  must  be  repeated,  for  sake  of 
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emphasis,  that  the  strictest  aseptic  precautions  must  be  observed 
ill  making  applications  into  the  cervix  and  uterus,  and  undue 
irritation  must  be  avoided.  The  negative  pole  of  the  galvanic 
current  is  applied  at  first  by  means  of  an  electrode  suflSciently 
small  to  enter  the  canal  when  the  current  is  turned  on,  without 
giving  the  least  inconvenience.  This  electrode  (the  smallest 
shown  in  Plate  V)  is  about  the  size  of  the  ordinary  uterine 
sound,  slightly  curved,  and  insulated  to  within  2^  inches  of 
the  point.  A  suitable  electrode  for  this  purpose  can  be  impro- 
vised from  the  ordinary  copper  uterine  sound,  by  having  a  hole 
drilled  in  the  handle  for  attaching  it  to  the  wire  from  the 
battery,  and  slipping  over  the  shaft  to  within  2 J  inches  of 
the  point  a  small  piece  of  soft  rubber  tubing  for  insulation. 
The  electrode  is  introduced  preferably  through  a  speculum, 
but  the  direction  of  the  canal  must  be  previously  determined 
by  bimanual  palpation,  and  the  current  must  be  turned  on  as 
soon  as  the  point  enters  the  external  os.  "No  force  should 
be  used  in  the  operation,  as  it  is  never  necessary.  Press 
the  point  of  the  electrode  gently  against  the  internal  os, 
and  the  action  of  the  current  soon  causes  it  to  slip  easily 
into  the  cavity.  Pass  it  up  to  the  fundus,  hold  it  still 
until  the  required  time  has  elapsed,  and  then  turn  oflf  the 
current  before  withdrawing  it.  This  electrode  will  answer  for 
those  cases  that  do  not  require  further  dilatation,  which  may 
become  necessary  to  favor  drainage  of  the  cavity.  When  dilata- 
tion of  the  canal  and  drainage  are  required,  the  conical  dilating 
electrodes  (Plate  V)  are  to  be  used,  as  described  in  Arts.  14 
and  1 5.  The  indifferent  positive  electrode  may  be  placed 
on  the  hypogastrium  or  over  the  sacrum,  as  found  most 
convenient. 

56.  Strength  of  Current. — The  strength  of  the  current 
for  these  applications  should  never  exceed  10  nnliiamixjres,  and 
the  duration  should  never  be  over  5  minutes.  More  than  this 
is  unnecessary  and  unwise,  since  cauterization  is  to  he  avoided. 
These  applications  may  be  repeated  every  third  day,  and  should 
be  followed  each  time  by  prolonged  bipolar  faradization  of  the 
vagina  with  the  fine-wire  coil,  to  relieve  pelvic  hyperemia  and 
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produce  sedation.  The  treatment  should  be  continued  until 
two  or  three  periods  have  passed  free  from  pain.  But,  after 
the  first  period,  the  applications  are  to  be  made  only  twice  a 
week,  and  after  the  second,  once  in  4  or  6  days,  or  once  a  week. 

57,  Such  other  local  treatment  as  the  condition  suggests 
may  be  instituted,  but  it  will  usually  suffice  to  insert  a  loose 
tampon  of  iodoform-gauze  moistened  with  glycerin,  or  a  tampon 
of  cotton  saturated  with  iodin  and  glycerin  (3i  of  tr.  of  iodin 
to  5iv  glycerin).  This  will  produce  moderate  depletion  by 
absorbing  moisture  from  the  vagina,  and  at  the  same  time 
afford  some  support  to  the  uterus.  It  would  seem  unnecessary 
to  say  that  it  is  of  the  greatest  importance  to  have  the  bowels 
move  freely  every  day,  and  to  regulate  the  liver  and  digestive 
apparatus.  Both  constipation  and  hepatic  engorgement  are 
active  factors  in  the  production  of  dysmenorrhea,  owing  to  the 
pelvic  congestion  they  induce.  Prolapse  of  the  kidney  is  also  a 
potent  factor  in  the  production  of  j)elvic  congestion. 

58.  Dysmenorrhea    as     Caused     by     Endometritis. 

When  dysmenorrhea  is  found  to  be  dependent  on  obstruction 
in  the  canal  or  endometritis,  the  same  general  plan  of  treatment 
is  to  be  instituted,  but  in  making  the  applications  of  negative 
galvanism  to  the  canal,  the  cimical  dilating  electrodes  (Plate  VI) 
are  to  be  employed.  The  first  size,  which  is  no  larger  than  the 
uterine  sound,  and  which  may  always  be  used  in  place  of  it  for 
this  purpose,  is  to  be  used  first  and  introduced  as  described  in 
Art  55.  In  most  cases,  only  the  smaller  size  should  be  used 
at  the  first  application;  at  the  second  application,  however, 
which  follows  2  days  later,  this  size  is  used  first,  and  after  it  the 
second,  or  larger,  size.  The  total  length  of  the  application  with 
both  sizes  need  not  exceed  5  minutes,  and  the  strength  of  the  cur- 
rent 10  milliamperes.  As  the  caliber  of  the  canal  yields,  the  size 
of  the  electrode  is  increased  at  sul)stM|ut*nt  sittings  until  the  larger 
of  the  small  sizes  may  be  inserted  without  producing  pain  or  dis- 
comfort. It  will  not  be  necessary  always  to  use  the  larger  size 
in  every  case.  Sufficient  dilatation  to  overcome  the  obstruction 
and  promote  free  drainage  is  all  that  is  required,  and  this  can 
frequently  be  accomplished  with  the  second  or  third  size. 
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59.  Yajgrinal  Bipolar  Faradlasatlon. — Following  each 
application  to  the  canal,  bipolar  faradization  to  the  vagina  is 
given  for  5  or  10  minutes  from  the  long  fine- wire  coil.  A  loose 
tampon  of  iodoform-gauze  is  inserted  into  the  vagina  against 
the  cervix,  to  favor  drainage.  Begin  these  applications  always 
with  the  current  from  the  coil  of  1,500  yards  of  No.  36 
(B.  <$:  S.  gage)  wire,  and  shorten  the  length  of  the  coil  by 
means  of  the  switch,  as  a  more  stimulating  current  is  required. 
In  some  cases  the  application  will  be  finished  with  the  current 
from  500  yards  of  No.  36  or  No.  32  wire  to  very  much  greater 
advantage  than  by  continuing  that  from  the  greater  length 
throughout.  If  the  canal  of  the  uterus  becomes  unduly  sensitive 
at  any  time  during  this  treatment,  discontinue  the  applications 
to  the  canal  at  once,  but  continue  the  faradization  until  it 
subsides. 

The  duration  of  treatment  required  will  vary  with  individual 
cases,  as  some  are  promptly  relieved  after  2  or  3  months,  while 
others  may  require  attention  longer,  and  it  may  be  necessary, 
for  a  while,  to  make  two  or  three  applications  during  the  week 
preceding  the  period;  during  the  interval,  however,  treatment 
may  be  suspended  when  positive  relief  is  obtained,  unless  the 
condition  producing  this  symptom  demands  further  attention. 

60.  This  same  plan  of  treatment  is  applicable  to  dysmen- 
orrhea when  it  develops  in  connection  with  uterine  flexions 
and  subacute  inflammations  of  the  tubes  and  ovaries  that  may 
depend  on  a  diseased  state  of  the  endometrium  and  defective 
drainage,  but  it  will  be  more  appropriately  considered  under 
that  heading. 

(>  1 .  Membi-anous  Dysmenorrhea. — Membranous  dys- 
menorrhea is  due  to  a  rare  form  of  endometritis  attended  with 
exfoliation  of  the  endometrium  at  tlie  menstrual  period, 
and  should  more  properly  be  considered  under  the  head  of 
endometritis.  The  most  successful  treatment  consists  of  a 
thorough  curettage  of  the  uterine  cavity  within  a  few  days 
after  the  menstrual  period,  followed  by  an  application  of  zinc 
electrolysis  to  the  whole  endometrium  except  the  cervix.     A 


§  iO  ELECTRICITY  IN  GYNECOLOGY.  35 

zinc  electrode  sufficiently  long  and  large  to  fill  the  cavity  of 
the  uterus  is  inserted  after  the  canal  has  been  dilated  and  the 
cavity  has  been  curetted  and  irrigated  freely  to  remove  all  debris 
and  blood  from  the  surface.  The  electrode  can  then  come  in 
direct  contact  with  the  diseased  surface.  The  positive  pole  is 
employed,  and  a  current  of  25  to  30  milliamperes  is  turned 
on  for  5  minutes.  A  strip  of  iodoform-gauze  1  inch  wide  is 
then  passed  up  to  the  fundus,  and  packed  loosely  into  the 
cavity  and  canal  of  the  cervix,  permitting  the  lower  end  to 
project  into  the  vagina,  which  is  then  tamponed  with  wider 
strips  (3  inches)  of  the  same  gauze  to  promote  drainage  by 
capillary  action.  This  should  be  removed  after  24  hours,  the 
cavity  freely  irrigated  with  a  warm  1- per- cent,  solution  of  lysol 
through  a  double-current  irrigator  (Plate  XI),  and  fresh  gauze 
packing  reapplied.  This  is  repeated  for  3  or  4  days,  when 
the  gauze  may  be  dispensed  with,  but  daily  irrigation  of  the 
cavity  should  follow  until  the  second  cauterization,  with  zinc 
electrolysis,  a  week  after  the  first.  This  time  a  current  of 
15  milliamperes  is  used  for  5  minutes,  and,  during  the  week 
following,  the  cavity  is  irrigated  every  day,  or  every  second 
day,  as  required  to  preserve  cleanliness  and  a  patulous  state 
of  the  canal  for  drainage.  In  another  week  a  third  similar 
cauterization,  with  a  current  of  10  milliamperes,  is  made,  fol- 
lowed by  irrigation  at  longer  intervals,  as  recj aired.  During  the 
first  week,  the  patient  must  be  confined  to  bed,  and  she  is  not 
permitted  to  get  up  until  24  hours  have  elapsed  after  the  second 
cauterization,  but  the  treatment,  including  the  third  cauteriza- 
tion, may  be  carried  out  at  the  physician's  oflSce. 

62.  This  plan  of  treatment  is  usually  successful,  but  in 
obstinate  cases  it  may  be  found  necessary  to  repeat  the  cauteri- 
zation after  the  second  menstrual  period.  When  this  is  to  be 
done,  the  application  is  to  be  made  2  days  after  nienstrujition 
has  ceased,  and  the  cavity  must  first  be  irrigated  freely,  to 
remove  all  secretion  from  the  surface.  The  same  care  must  be 
observed  afterward  to  preserve  cleanliness  and  drainage  of  the 
cavity  by  repeated  irrigations.  The  first  cauterization  following 
menstruation  is  done  with  25  milliamperes  of  current,  and  the 


36  THERAPEUTIC  USES  OF  §  10 

canal  of  the  cervix  should  be  gently  dilated  first.  Subsequent 
applications  are  to  be  made  in  accordance  with  the  directions 
just  given. 

MENORRHAGIA  AND  METRORRHAGIA. 


TREATBfJBHT. 

63,  liocal  Electrolysis. — Hemorrhage  from  the  non- 
I)arturient  or  non-pregnant  uterus  is  a  symptom  of  some 
diseased  state  of  the  uterus  or  its  adnexa,  or  both;  or  it  may 
have  its  origin  in  hyperemia,  maintained  by  prolapse  of  one  or 
both  kidneys.  It  may  be  satisfactorily  controlled  by  local 
electrolysis  of  the  endometrium,  though  this  method  of  treat- 
ment is  not  wholly  unattended  with  risk,  and  is  positively  pro- 
hibited when  there  is  inflammation  of  the  adnexa,  pelvic 
exudation,  or  pus  accumulation  in  the  tubes  or  ovaries,  or  when 
it  proceeds  from  an  hematosalpinx,  ectopic  gestation,  hematoma 
or  hematocele.  When  the  diseased  condition  on  which  it 
depends  is  confined  to  the  endometrium,  menorrhagia  or 
metrorrhagia  may  be  successfully  combated  with  electricity; 
yet  it  is  doubtful  if  it  should  constitute  the  chief  or  only  remedy 
in  all  cases,  not  because  it  is  ineffective,  but  because  it  is  slower 
and  less  certain  than  curettage  in  these  conditions.  Where  its 
application  is  practicable,  it  is  unquestionably  of  great  value. 

64.  Curettage. — Curettage,  as  is  well  known,  does  not, 
unaided,  always  permanently  control  hemorrhage  from  the 
uterus,  but  when  there  is  reason  to  suspect  disease  of  the 
adnexa,  or  pus  accumulations  in  the  pelvis,  it  is  very  unwise 
to  apply  an  astringent  or  caustic  to  the  endometrium,  and  when 
a  first  curettage  is  not  successful,  we  must  be  content  with  a 
rej)etition  of  the  procedure,  unless  some  radical  operation  is 
indicated.  The  cases  are  few  where  electrolysis  of  the 
endometrium  may  be  employed  alone  to  control  hemorrhage 
from  the  uterus,  even  in  fibroids,  for  the  result  would  always 
be  more  certain  and  more  prompt  when  curettage  preceded  it. 
Yet  there  are  cases  where  curettage  would  be  unnecessary,  or 
where  an  anesthetic  would  be  o})jectionable,  and  m  these  cases 
electricity  could  be  employed  alone. 
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65.  When  electricitr  is  to  be  employed  without  preWous 
curettage,  the  canal  should  be  fairly  patulous  to  admit  an 
electrode  of  sufBdent  size,  and  to  permit  subsequent  drainage 
of  the  cavity.  When  the  canal  is  not  patulous,  it  should  be 
fiist  dilated,  either  with  the  steel  dilator  or  hv  means  of  the 
negative  pole  and  the  conical  dilating  electrodes  (Plate  VI). 
The  largest  that  will  pass  through  the  canal  without  force 
should  be  introduced  first,  a  current  of  10  milliamperes  being 
used  while  it  is  being  introduced,  and  for  a  minute  or  two 
after,  while  the  electrode  remains  stationary  in  the  canal.  The 
current  is  then  turned  oflf,  and  the  next  larger  size  is  inserted  in 
the  same  manner,  and  so  on  until  sufficient  dilatation  has  been 
secured. 

66.  Irrigation. — When  the  dilatation  is  completed,  the 
cavity  should  be  thoroughly  irrigated,  by  means  of  the  double- 
current  irrigator  (Plate  XI),  with  some  solution  that  aVIII 
remove  the  secretion,  blood,  and  partially  looseneil  shreds  from 
the  surface.  (A  1-per-cent.  solution  of  lysol  will  answer  the 
purpose  well.)  This  is  very  essential,  since  otherwise  the 
electrode  cannot  come  into  direct  contact  with  the  diseased 
mucous  membrane,  and  the  best  result  is  not  obtained. 

67.  I>ry  Cauterization.  — For  a  time,  a  platinum  or 
carbon  electrode  was  employed,  the  positive  pole  being  used. 
A  positive  electrolysis  was  thus  obtained,  which  resulted  in  dry 
cauterization  of  the  surface  brought  thus  in  contact  with  tlie 
exposed  electrode.  Later,  it  was  ascertained  that  a  metallic 
electrolysis  was  more  energetic,  and  penetrateil  to  a  greater 
distance  beneath  the  surface,  which  was  a  decided  advantage; 
hence,  it  has  almost  entirely  superseded  positive  electrolysis 
in  these  conditions,  one  of  its  chief  advantages  being  that  a 
more  energetic  action  is  obtained  from  a  current  of  very  much 
less  strength.  Either  cupric  or  zinc  eleotn^lysis  may  he  made 
use  of  in  this  manner.  Cupric  electrolysis  is  more  energetic 
and  more  astringent  with  the  same  strength  of  current,  thou«^h 
it  is  more  irritating,  and  for  this  reason  is  sometimes  objection- 
able. Zinc  electrolysis  cauterizes  with  the  least  possible  irrita- 
tion, and  is  not  followed  l)y  the  profuse  discharge  that  results 
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from  cupric  electrolysis.     It  is  therefore  applicable  in  a  greater 
number  of  cases. 

68.  The  Electrode  Used.—An  electrode  is  selected  that 
will  fill  the  cavity  as  completely  as  possible;  but  when  the 
cavity  is  longer  than  usual,  it  will  be  necessary  to  act  on  it  in 
sections,  each  section  from  the  fundus  down  to  the  internal  os 
being  submitted  to  the  same  strength  of  current  and  for  the 
same  length  of  time.  The  cervical  canal  should  always  be 
excluded  from  the  action.  A  current  of  from  15  to  30  milli- 
amperes  used  for  5  or  10  minutes  will  usually  suffice,  though  a 
strength  of  50  milliamperes  may  be  used,  if  necessary.  The 
positive  pole  is,  of  course,  employed,  and  the  current  is  not 
turned  on  until  the  electrode  is  in  position.  The  electrode 
should  remain  stationary  throughout  the  application,  or  while 
acting  on  each  section,  and  the  current  is  turned  off  before  it  is 
withdrawn.  If  the  electrode  sticks,  as  it  will  always  do  when 
cupric  electrolysis  is  used,  the  current  may  be  reversed  and  the 
negative  pole  employed  for  a  short  time  before  attempting  to 
withdraw  it,  so  as  to  loosen  it.  At  the  same  time,  the  electrode 
is  twisted  or  rotated  gently  on  its  long  axis,  to  aid  in  detaching 
it  from  the  surface.  When  zinc  electrolysis  is  used,  the  elec- 
trode may  be  rotated  or  moved  from  time  to  time  during  the 
application,  to  prevent  sticking. 

69.  After  the  application,  a  tampon  of  plain  absorbent,  or 
iodoform-gauze,  is  placed  against  the  cervix  to  favor  drainage. 
This  is  removed  after  24  hours,  and  another  inserted  if  found 
necessary.  Thereafter,  the  cavity  is  irrigated  at  least  every 
48  hours.  The  application  is  repeated  on  the  third  or  fourth 
day,  or  at  the  expiration  of  a  week,  as  the  necessity  of  the 
case  demands.  The  bleeding  will  not  always  be  controlled  by 
the  first  application  where  curettage  has  not  preceded  it,  and 
in  some  cases — especially  where  the  bleeding  is  active  at  the 
time  of  the  application,  interfering  with  eflective  cauterization 
— many  applications  may  be  necessary,  extending  over  a  period 
of  several  weeks  (particularly  in  fibroid  cases),  before  it  can 
be  effectually  controlled. 
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The  cavity  must  be  thoroughly  irrigated  before  each  applica- 
tion, and,  when  the  applications  are  a  week  apart,  the  case 
must  be  seen  and  the  cavity  washed  out  at  least  every  48  hours 
in  the  interval,  The  result  will  be  more  promptly  obtained  if 
rest  is  enjoined  and  the  patient  is  kept  off  her  feet;  yet  some 
of  these  cases,  especially  fibroids,  may  be  treated  successfully 
at  the  office,  and  the  patient  may  be  allowed  to  attend  to  her 
usual  duties. 

70,  When  Curettage  Precedes  Electrolysis. — When 
curettage  precedes  the  application  of  electrolysis,  the  cavity 
is  irrigated  with  hot  water  until  all  oozing  is  checked  before 
the  electrode  is  inserted.  Unless  we  are  dealing  with  malignant 
disease,  it  is  not  necessary  to  make  the  cauterization  so  ener- 
getic as  when  curettage  has  not  been  done.  A  current  of  from 
15  to  20  milliamperes  will  be  sufficient  if  it  is  used  for  8  or  10 
minutes.  A  tampon  is  placed  against  the  cervix  as  before 
described,  and  on  the  third  day  the  cavity  is  washed  out  and 
another  application  is  made  if  there  is  still  some  oozing.  As 
soon  as  the  oozing  stops,  the  applications  should  cease,  but 
they  should  be  repeated  every  second  or  third  day  until  this 
is  accomplished. 

71.  When  positive  electrolysis  is  employed  for  the  control 
of  uterine  hemorrhage,  from  50  to  100  milliamperes  will  some- 
times be  required,  and  it  will  be  necessary  to  continue  the 
applications  for  a  considerable  time.  In  fibroid  cases,  where  the 
hemorrhage  depends  chiefly  on  hyperemia  of  the  endometrium 
when  it  is  not  diseased,  and  there  is  engorgement  of  the  uterine 
vessels,  resulting  from  the  pressure  of  the  tumor  and  its  attach- 
ment to  adjacent  structures,  vagino-abdominal  or  vagina-lumbai 
applications,  with  the  positive  pole  in  the  vagina,  against  the 
cervix,  will  often  prove  effectual  in  controlling  the  bleeding. 
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DISEASES    OF    THE    UTERUS, 


ENDOMETRITIS. 


CLASSIFICATION. 

72.  Clinically,  inflammation  of  the  endometrium  may  be 
classified  as  follows:  (1)  Catarrhal  endometritis^  which  may  be 
either  subacute  or  chronic;  (2)  septic  endcmietritis,  due  to  septic 
infection,  which  is  either  acute  or  chronic;  (3)  gonorrheal 
endomeiriiiSf  a  species  of  septic  endometritis,  due  to  a  spe- 
cific infection,  either  acute  or  chronic;  (4)  senile  endometritis 
(so-called),  which  is  ahcays  chronic.  This  latter  is  not  a 
distinct  inflammation,  but  rather  a  process  of  degeneration 
coincident  with  the  atrophic  changes  following  the  menopause. 


CATAUHIIAL    KNDOMETIIITIS. 

73,  The  Subacute  8ta|>:e. — Catarrhal  inflammation  of 
the  endometrium  is  seldom  seen  in  the  subacute  stage,  because 
it  does  not  produce  suflTicient  inconvenience  per  se  to  cause 
the  patient  to  seek  relief;  but  it  may  be  encountered  in  connec- 
tion with  some  other  condition — displacement  of  the  uterus, 
for  instance — and  should  receive  attention,  or  it  may  progress 
and  l^ecome  chronic.  It  is  dependent  mainly  on  conditions 
that  produce  hyperemia  of  the  uterus — constipation,  an  over- 
loaded or  inactive  liver,  exposure  to  cold,  especially  before, 
during,  tind  immediately  after  menstruation,  etc.  The  correc- 
tion of  such  irregularities  will,  of  course,  constitute  the  chief 
feature  of  the  treatment.  When  local  treatment  is  recjuired, 
faradic  stimulation  of  the  pelvic  circulation  is  the  rational 
course.  The  well-known  action  of  the  faradic  current  of  high 
tension,  from  the  long  fine-wire  coil,  0!i  the  capillary  vessels 
would  lead  us  to  anticipate  the  effect  it  will  produce  in 
this  and  similar  conditions  (see  Technique  and  Physiohtgy  of 
Coil- Currents). 
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74.  It  will  be  unnecessary  to  apply  the  remedy  directly  to 
the  endometrium,  and  it  would  be  most  injudicious  to  make 
local  applications  of  any  kind.  Remove  the  conditions  on 
which  the  hyperemia  and  hypersecretion  depend  and  they  will 
disappear.  The  current  applied  by  the  bipolar  method  to  the 
vagina  by  means  of  the  electrode  (Plate  XXVI),  with  both  poles 
t^rnjinating  in  the  vagina,  acts  on  the  entire  pelvic  circulation, 
and  especially  in  the  immediate  vicinity  of  the  uterus,  produ- 
cing an  effect  otherwise  unattainable.  The  applications  must  be 
given  with  the  patient  in  the  recumbent  posture,  with  the  waist 
free  from  the  constriction  of  corsets  and  bands,  and,  when  possi- 
ble, she  should  remain  quiet  for  an  hour  or  two  afterwards. 
The  current  is  applied  as  strong  as  it  can  comfortably  be  borne 
without  inconvenience,  beginning  with  a  moderate  strength, 
increasing  it  very  gradually,  and  continuing  it  for  10  or  15 
minutes.  It  is  repeated  every  day  until  diminution  or  cessa- 
tion of  the  discharge  is  noted.  There  can  be  no  doubt  that  the 
adnexa  frequently  participate  in  this  hyperemia,  and  that  it  is 
the  origin  of  subsequent  ills  that  give  rise  to  serious  incon- 
venience; hence  the  importance  of  prompt  and  appropriate 
treatment  when  it  is  detected. 

75.  The  Chronic  Stag:e. — Chronic  catarrhal  endometritis 
results  from  repeated  and  prolonged  attacks  of  the  subacute 
form  when  neglected.  Continued  hyperemia  and  infiltration  of 
the  mucous  membrane  lead  to  hypertrophy,  which  forms  an 
obstruction  at  the  narrowest  part  of  the  canal — the  internal 
OS — and  prevents  free  drainage  of  the  secretion  from  the  cavity. 
The  discharge  in  these  cases  may  be  mucous  or  mucopurulent, 
but  it  is  never  purulent  except  in  advanced  cases  where 
infection  from  some  source  has  occurred.  The  indication  in 
this  condition  is  clearly  defined.  The  uterus,  which  in  its 
normal  stat^  is  an  open  secreting-cavity,  has  become  closed, 
or  partially  closed,  and  the  secretion,  abnormally  increased,  is 
confined,  and  becomes  a  source  of  irritation.  Drainage  is  the 
only  chance  for  restoration  to  a  normal  condition.  In  elec- 
tricity we  have  a  remedy  that  will  fulfil  the  indication  with 
the  least  possible  inconvenience  to  the  patient.     The  negative 
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pole  of  the  con:>tant  galvanir  current,  i>n>i)erly  applieil,  will 
open  the  mouths  of  the  secret inir-glands,  reduce  the  hy{)er- 
trophy  of  the  mucous  meml»nine,  thin  the  secretion,  and 
relax  the  canal  of  the  cer\'ix,  permitting  it  to  drain  freely 
into  the  vagina. 

m 

76.  StrongrtU  of  Current  Employed. — The  strength  of 
the  current  employed  ii>  of  great  importance,  and  care  must  be 
taken  not  to  use  it  strong  enough  or  l«>ng  enough  to  produce 
cauterization,  wliich  is  hoth  unnecessarv  and  unwise.  The  use 
of  10  millia!n|>eres  for  3  or  5  minutes  every  set*ond  day  at 
first,  and  every  thin.1  day  later,  will  accom[»li^•h  all  that  is 
desired,  without  danger  of  cauterization.  It  must  be  remem- 
bered that  the  negative  pole  cauterizes  very  readily — more 
readily,  in  fact,  than  the  positive — because  it  thins  the  secretion, 
which  is  forced  out  ol  the  canal  by  the  evolution  i>f  hydrogen 
bubbles  around  the  elei.*tn>de,  and  leaves  the  bare  electrode 
in  contact  with  the  mucous  membrane.  The  ix>sitive  pole 
thickens  and  ct>agulat«  the  secretion  around  the  electrode,  and 
this  serves  as  a  pn^tcction  ict  the  mucous  membrane  beneath, 
preventing  cauterization  or  rt^tarding  it.  The  electrode  used 
for  this  purpose  with  the  negative  |H>le  is  a  brass  or  copi>er  tip 
2\  inches  long,  on  an  insulated  shaft  •  Plate  V  •.  This  electrode 
is  made  in  live  sizes,  ronical  at  the  point,  and  curved  to  suit 
the  normal  curve  at  the  canal.  The  rule  is  to  select  in  the 
bt^ginning  the  smallest  size,  or  thr  size  that  will  enter  the  canal 

passing  the  internal  os )  without  reiiuiring  force  and  without 
L'iving   pain.      It    is   inserted    either   through    a    speculum,  in 

vhich  case  it  is  important  to  avoiil  contact  of  the  metal 
portion  of  the  electrode  with  the  speiHilum,  or  along  the 
tinger  as  a  nuide.  When  the  i^nnt  of  the  i  !ivtn>de  enters 
the  external  ns.  the  current  «  10  milliani[»iTv>  •  i-  r:riR'd  on,  and 
remains  on  during  thr  passage  of  the  eKvindf  :::  .!  until  it  is  to 
be  withdrawn;  1  or  :>  minutes  will  suthie.  The  indifferent 
electrode  •  i>*>sitive  ■  is  a  tlat  ftli  juid.  plaod  either  on  the 
al)domen  or  ovt-r  the  sacrum,  as  is  found  ni.wt  convenient. 

77.  FaradU-  Stimulation.  — Followinix  this  a[)pli<.'iUion 
faradic  stimulation  with  the  bipolar   eUninKK'  .J^Iaie  XXVI) 
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in  the  vagina  is  employiKl  for  5  or  10  minutes,  for  the  pur- 
pose of  overcoming  the  attendant  hyperemia  of  the  uterus  and 
surrounding  structures,  and  to  produce  contraction  of  the 
uterus,  which  aids  expulsion  of  the  secretion.  The  quality 
of  the  current  employed  for  this  purpose  will  depend  on  the 
sensitiveness  of  the  individual  condition,  and  should  he  as 
strong  as  can  he  comfortably  borne  without  producing  incon- 
venience or  pain.  The  current  from  the  fine-wire  coil  is 
of  course  to  be  used,  and  it  will  be  best  to  begin  with  that 
from  the  longest  coil  (1,500  yards  of  No.  36  wire),  and 
increase  the  stimulating  quality  of  the  current  l)y  selecting 
shorter  lengths  of  wire  (set*  Technique  and  Physiology  of  Coil- 
ChirrmW)  until  the  tolerance  of  the  individual  condition  is 
manifested. 

78.  I^equency  of  Application.-  In  the  beginnmg, 
these  applications  are  to  be  made  every  second  day,  and  each 
time  an  application  is  made,  the  electrode  used  on  the  previous 
day  is  inserted  first,  then  a  size  larger  afterwards,  thus  increasing 
the  dilatation  each  time  until  the  caliber  of  the  canal  is  deemed 
sufficient  for  satisfactory  drainage.  It  will  be  by  no  means 
necessary  to  use  the  larger  sizes  of  the  set  of  dilating  electrodes 
in  every  case.  The  third  size  will  be  quite  sufficient  in  the 
majority  of  cases.  When  sufficient  dilatation  is  accomplished, 
and  the  discharge  has  become  thin  and  altered  in  character,  the 
applications  are  repeated  only  every  third  day.  Then,  as  the 
condition  improves,  the  interval  is  lengthened  to  once  a  week, 
though  it  is  best  to  repeat  the  faradic  a})})lication  more 
fre<juently  (twice  or  three  times  a  week)  for  awhile.  Later, 
when  the  negative  galvanic  applications  to  the  canal  are  discon- 
tinued, tho  faradic  applications  are  continued  twice  or  three 
times  a  week,  for  1,  2,  or  3  weeks,  as  the  case  demands.  The 
necessity  for  this  will  be  evidenced  by  a  continuation  of  a 
thin  mucous  discharge  that  is  draining  freely  from  the  uterus. 
The  character  and  amount  of  the  discharge  is  always  a  guide 
for  the  application  of  the  galvanic  current  to  the  canal.  When 
the  discharge  persists  after  it  becomes  thin  and  drainage  is  free, 
the  application  should  be  discontinued,  as  its  continuance  may 
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be  irritating;  but  the  faradic  applications  to  the  vagina  are 
continued  at  frequent  intervals  to  relieve  irritation.  It  is  pos- 
sible, therefore,  to  continue  the  galvanic  applications  too  long. 
After  the  appHcations  to  the  canal  have  been  discontinued, 
these  cases,  under  faradic  stimulation,  progress  very  rapidly  to 
a  cure.  After  each  application,  a  loose  tampon  of  iodoform- 
gauze  or  plain  sterile  absorbent  gauze  is  inserted  into  the  vagina 
against  the  cervix.  This  serves  a  very  useful  purpose  by  sup- 
porting the  uterus  at  a  higher  plane  in  the  pelvis,  thus  favoring 
the  return  circulation,  and  promoting  drainage  by  absorption  or 
capillary  action. 


SEPTIC    ENDOMETRrnS. 

79.  The  Acute  Stag^e. — In  the  acute  stage,  septic  endo- 
metritis reijuires  active  antiseptic  treatment,  but  of  such  a 
character  that  electricity,  though  possessing  antiseptic  proper- 
ties, cannot  be  utilized  to  advantage  for  this  purpose.  It  may, 
however,  be  made  to  occupy  the  r6le  of  an  auxiliary  remedy. 
The  cervical  canal  in  this  stage  is  usually  patulous  and  suf- 
ficiently so  to  permit  drainage.  When  it  is  not,  however, 
it  will  be  necessary  to  dilate,  and  the  steel  dilator,  if  it  is  used 
carefully  and  the  dilatation  is  effected  very  gradually  and  is  not 
pushed  too  far,  is  the  best  means  of  accomplishing  this.  Then 
daily  irrigations  through  the  double-current  irrigator  (Plate  XI) 
with  a  non-irritating  antiseptic  solution  must  be  carried  out 
in  such  a  manner  as  to  cleanse  thoroughly  the  whole  surface 
of  the  cavitv  and  the  cervical  canal. 

80.  Antiseptics. — In  the  beginning,  it  is  best  not  to 
employ  an  astringent  antiseptic  that  would  coagulate  the  secre- 
tion, but  ratliLT  one  that  will  aid  in  the  removal  of  the  discharge 
by  softening  it  or  making  it  thinner.  A  1-per-cent.  solution  of 
lysol,  quite  warm,  is  probably  the  best.  To  aid  the  cleansing 
j)roperty  of  this  solution,  the  negative  pole  of  the  galvanic 
current  may  be  connected  \\\i\\  the  irrigator  (Plate  XI),  which 
has  an  attachment  for  this  purpose,  and  10  milliamperes  of  the 
current  used  through  the  cannula  or  irrigator  as  an  electrode 
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while  the  irrigation  is  going  on.  The  indiflFerent  positive  elec- 
trode in  the  form  of  a  felt  pad  (Plate  I)  may  be  placed  on  the 
lower  abdomen  or  over  the  sacrum,  as  found  most  convenient. 

81.  When  the  canal  will  admit  this  irrigator  readily — the 
current  being  turned  on  while  it  is  being  introduced — it  will 
not  be  necessary  to  employ  the  steel  dilator,  and  the  canal  will 
be  rendered  more  patulous  by  the  action  of  the  current,  which 
is  then  not  irritating.  But,  obviously,  when  the  canal  is  not  so 
free,  dilatation  with  the  graduated  negative  electrodes  w^ould  be 
painful  and  too  slow;  and,  if  an  anesthetic  is  to  be  employed, 
the  steel  dilator  will  serve  the  purpose  better,  because  it  is  more 
convenient  and  the  result  is  more  quickly  reached. 

82.  Use  of  L.ysol  Solution. — From  1  to  2  quarts  of  the 
solution  should  be  used,  and  the  reservoir  should  be  elevated 
5  or  6  feet  above  the  level  of  the  couch.  The  tubing  leading 
from  the  reservoir  should  have  a  large  caliber  (at  least  twice 
the  size  of  that  usually  found  on  a  fountain-syringe),  so  that 
the  stream  will  have  sufficient  volume.  An  ordinary  2-quart 
percolator  rigged  up  with  a  pulley  for  raising  and  lowering  it 
will  make  a  convenient  apparatus,  and  can  be  easily  kept  clean. 

83.  These  irrigations  may  be  followed  by  faradization,  with 
advantage.  The  bipolar  method  to  the  vagina  is  employed,  the 
current  from  the  long  fine- wire  coil  being  used  for  10  minutes. 
It  acts  by  relieving  the  pain  and  congestion  and  reducing  the 
edematous  infiltration  of  the  uterine  structure.  The  irrigations 
must  be  repeated  every  day  at  first,  and  then  every  second  day 
until  all  evidence  of  infection  and  its  result  have  disappeared  and 
the  endometrium  has  resumed  a  normal  condition.  Examina- 
tion of  the  discharge  under  the  microscope  will  be  the  best  guide, 
but  the  macroscopical  character  of  the  secretion  and  the  wash- 
ings from  the  uterus  through  the  irrigator,  as  well  as  the 
condition  of  the  uterus,  which  is  at  first  edematous,  will  be 
sufficient  in  the  absence  of  the  conveniences  for  microscopical 
examination. 

84.  The  Chronic  8ta^e. — The  chronic  stage,  which  is  a 
progression  from  the  acute  stage  either  unobserved  or  neglected. 


lid 
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is  the  form  most  frequently  encountered.  Here  the  mucous 
membrane  has  become  hypertrophied  particularly  at  the 
internal  os,  obstructing  the  canal  and  preventing  drainage  of 
the  purulent  secretion,  which  is  retained  in  the  cavity  and  is 
only  discharged  at  intervals.  A  chronic  metritis  nearly  always 
coexists,  the  walls  of  the  uterus  l>eing  thickened  from  infiltra- 
tion, and  the  organ  is  increased  in  size.  After  the  infection  has 
spread  to  the  tubes  through  continuity  of  the  mucous  mem- 
brane, there  is  a  salpingitis  as  a  complication.  In  these  cases, 
electricity  cannot  always  be  employed  to  advantage  unaided, 
chiefly  because  it  irritates  if  used  strong  enough  to  overcome 
the  hyi>ertrophy  at  the  internal  os.  But  where  there  is  no 
involvement  of  the  tubes,  it  can  be  employed  with  satisfaction 
when,  for  any  reason,  curettage  is  objectionable. 


TREATMENT. 

85.  The  proper  treatment  in  these  cases,  because  it  is  more 
prompt  and  radical,  is  to  dilate  the  canal  under  anesthesia,  and 
curette  the  cavity  thoroughly  with  the  dull  curette,  and  the 
internal  os  and  canal  of  the  cer\'ix  with  the  sharp  curette;  then 
irrigate  daily  until  the  pus  secretion  is  arrested,  and  then  ever}' 
second  dav  imtil  the  endometrium  has  resumeil  a  normal  con- 
dition.  When  the  tubes  are  involved,  the  cornua  must  be  care- 
fully curetteil  with  a  sjx'cial  small  curette,  to  free  the  mouths 
of  the  tubes,  and  the  cavity  packed  with  ioiloform-gauze,  to 
distend  the  cavity  and  the  tube-o|H>ninjrs  and  promote  depletion 
and  drainage.  As  the  gauze  cciises  to  drain  after  it  l^ecomee 
saturated,  it  should  be  removeil,  and  the  cavity  irrigated  every 
day  and  fresh  gauze  inserteil. 

8(3.  When  the  condition  has  progre^iseil  so  the  j>atient  can 
]ye  up  and  alnjut,  the  negative  ]H>le  of  the  galvanic  current 
attached  to  the  irrigiitor  will  prove  an  excellent  auxiliary  and 
will  hasten  the  cure.  Through  the  nK-diuni  of  the  water  pix> 
jected  from  the  irrigator,  the  current  is  applieil  in  a  Siitisfactory 
manner  to  the  whole  cavity.  To  Ik*  ilToctual,  the  cannula 
should  l>e  insulated  as  it  passes  through  the  cervical  canal; 
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otherwise,  the  whole  action  will  be  exerted  on  the  mucous 
membrane  of  the  canal,  where  there  is  metallic  contact  and  less 
resistance.  When  the  cannula  is  insulated,  a  current  of  25  to 
30  milliamperes  is  used  to  best  advantage,  as  it  is  dispersed 
over  the  whole  interior  of  the  cavity.  Insulation  of  the 
cannula  may  be  improvised  for  the  occasion  by  heating  it  and 
rubbing  the  surface  with  a  stick  of  hard  rubber,  and  when  cool 
smoothing  it  down  with  fine  sandpaper. 

87.  This  negative  galvanic  application  to  the  interior  of 
the  uterus  stimulates  and  frees  the  submucous  glands  and 
removes  the  infiltration  of  the  uterine  walls.  Followed  by 
stimulating  faradic  applications  by  the  bipolar  method  to  the 
vagina,  absorption  of  the  infiltration  is  promoted  and  the 
engorgement  is  relieved.  These  applications  may  be  repeated 
every  second  or  third  day,  as  the  case  demands.  No  better  or 
surer  method  than  this  can  be  found  for  overcoming  metritis, 
which  may  be  termed  a  gynecological  bugbear. 


GONORRHEAL.    ENDOMETRITIS. 

88.  Electricity  can  only  be  employed  in  the  chronic  stage, 
and  then  only  in  the  manner  outlined  under  the  previous 
heading,  Chronic  Septic  Endometritis.  It  cannot  be  considered 
either  good  or  safe  practice  to  employ  metallic  electrolysis  as 
has  been  suggested.  It  involves  too  much  risk  of  spreading 
the  infection  to  the  tubes  when  it  does  not  already  exist  there, 
or  of  intensifying  the  inflammatory  action  by  defeating  drainage 
when  the  tubes  are  involved.  Antiseptic  irrigation  is  the  best 
method  in  these  cases. 

SENILE    ENDOMETRITIS. 

89.  Causes* — In  the  whole  range  of  gynwological  disorders 
there  is  none  where  electricity  is  employed  to  greater  advantage 
or  with  better  results  than  in  senile  endometritis.  The  condition 
is  a  degeneration  rather  than  an  inflammatory  process,  due  to 
atrophic  changes  coincident  with  the  menopause.  The  mucous 
membrane   is   either   partially  or  completely  efTaced,  and  the 
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cavity  is  filled  with  an  irritating  excoriating  secretion.  The 
canal  is  constricted  by  bands  of  cicatricial  tissue,  resulting  from 
destruction  of  the  mucous  membrane,  hence  drainage  is  defective. 
The  retention  of  this  secretion  in  the  uterus,  besides  provoking 
irritation  and  its  consequent  symptoms,  results,  through  absorp- 
tion, in  a  gradual  and  slow  form  of  general  sepsis  that  is  some- 
times quite  apparent,  the  skin  being  dry,  irritable,  yellow,  and 
shriveled,  and  the  digestive  apparatus  and  nervous  system 
being  much  disturbed.  Not  infrequently  patients  will  deny 
the  existence  of  any  discharge,  yet  examination  will  reveal  a 
characteristic  senile  vaginitis  (so  called),^  or  even  a  vulvitis  due 
to  the  irritating  character  of  the  discharge,  a  little  of  which 
escapes  from  the  uterus  from  time  to  time. 

90.  Importance  of  Brainagre. — It  is  obvious  that 
drainage — persistent  and  prolonged — is  the  thing  required. 
Curettage  can  accomplish  nothing,  because  there  is  nothing  to 
remove,  the  endometrium  in  some  cases  being  as  smooth  as  the 
palm  of  the  hand.  Dilatation  with  the  steel  dilator  is  both 
unwise  and  unsafe,  because  rupture  is  almost  certain  to  result. 
The  cicatricial  tissue  will  not  stretch,  consequently  the  inter- 
vening soft  tissue  tears.  Dilatation  with  the  negative  pole  of 
the  galvanic  current  by  means  of  the  conical  dilating  electrodes 
(Plate  V)  is  both  satisfactory  and  safe.  Not  more  than  10 
milliamperes  should  be  employed,  and  the  size  of  the  electrode 
must  not  be  increased  too  rapidly;  it  is  needless  to  dilate 
beyond  the  i)oint  where  good  drainage  is  secured. 

91.  The  first  application  will  sometimes  be  extremely 
painful,  even  when  the  smallest  electrode  is  used,  owing  to  the 
narrow  caliber  of  the  canal  and  the  extremely  sensitive  state  of 
the  tissue  at  the  internal  os.  Tliis  is  soon  overcome,  however, 
and  is  more  than  counterbalanced  by  the  relief  it  affords,  which 
can  confidently  be  j)romised.  The  condition  must  be  explained 
to  the  patient,  and  she  must  be  made  to  realize  its  importance 
and  the  necessity  of  continuing  under  observation  until  posi- 
tively cured.  She  must  be  made  to  understand  that  the  con- 
dition is  chronic  and  dependent  on  the  changes  in  the  organ 
following  the  menopause,  which  are  progressive,  and  that  she 
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cannot  l)e  cured  in  a  short  time,  though  there  may  be  marked 
improvement  Improvement  and  relief  of  symptoms  does  not 
always  indicate  a  cure,  which  applies  particularly  in  this 
condition. 

92.  Use  of  the  Irrlgrator. — When  the  secretion  is  con- 
siderable, the  irrigator  should  be  used  as  an  electrode  as  soon 
as  the  canal  has  become  sufficiently  dilated  to  admit  it,  and 
the  cavity  is  thus  cleansed  at  the  same  time.  This  is  employed 
until  all  evidence  of  discharge  has  disappeared,  when  the  dila- 
ting electrode  is  used  subsequently.  The  rule  is  to  make  these 
applications  every  second  day  for  the  first  two  weeks,  every 
third  or  fourth  day  for  the  third  and  fourth  week,  then  once  a 
week  for  the  second  month.  After  this  they  are  continued  once 
or  twice  a  month,  as  the  condition  demands,  for  several  months 
or  a  year.  But  the  frequency  and  continuance  of  the  applica- 
tions will  vary  with  the  individual  case.  Following  the 
applications,  the  vagina  and  vulva  are  dusted  with  some  bland, 
non-irritating,  antiseptic  powder,  such  as  markasol,  and  the 
patient  is  directed  to  irrigate  the  vagina  and  vulva  with  a 
1-per-cent.  solution  of  the  same  once  or  twice  a  day,  as  the 
observation  of  the  attendant  deems  necessar}^  and  to  keep  the 
vulva  dusted  with  the  dry  powder. 


METRITIS. 

93.  This  condition,  which  has  been  designated  chronic 
areolar  hyperplasia,  msLy  persist  after  the  inflanmiatory  condition 
of  the  endometrium  has  disappeared,  and  is  sometimes  most 
intractable,  so  much  so  that  the  uterus  has  been  removed 
owing  to  the  belief  that  it  is  never  cured.  This  is  a  niistake 
in  a  large  majority  of  cases,  though  there  are  cases  that  are 
only  improved  by  treatment.  More  will  be  accoinj)lished  by 
electricity  than  by  anything  else,  but  it  sometimes  fails  to  })ro- 
duce  more  than  a  slight  improvement  of  the  local  condition, 
and  a  relief  of  the  symptoms.  This  relief  even  is  not 
always  permanent,  especially  in  women  that  are  approach- 
ing   the   menopause,    but  in   these  cases  we  may  tide   th(;m 
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over  the  intervening  period  with  a  hope  that  tliis  may 
bring  relief.  Pregnancy,  if  it  can  be  brought  about,  is  the 
most  efTective  remedy. 

94.  Where  electricity  is  employed  for  this  condition,  it 
should  be  used  through  an  insulated  irrigator,  the  water  acting 
as  the  medium  of  communication  to  the  interior  of  the  uterus. 
A  stimulating  effect  of  the  negative  pole  is  thus  produced 
without  cauterization,  and  as  much  as  40  or  50  milliamperes 
may  be  used  for  a  short  time — 3  or  5  minutes — at  each  appli- 
cation. The  frequency  of  the  applications,  and  their  c<m- 
tinuance,  must  depend  on  the  individual  condition  encountered, 
and  the  effect  manifested.  If  the  application  provokes  undue 
irritation,  it  would  be  best  to  suspend  treatment  for  a  time 
and  renew  it  later. 


SUBINVOIiUTION. 

95.  Causes  and  Conditions. — In  this  condition  there  is 
an  infiltration  between  the  bundles  of  muscular  fibere  that 
impairs  their  action.  There  is  alno  a  venous  stasis,  owing  to 
the  relaxed  state  of  the  blood-vessels  and  surrounding  struc- 
tures. This  infiltration  and  venous  stasis  can  be  overcome  if 
the  muscles  can  be  made  to  contract,  but  vigorous  stimulation 
is  required  to  produce  contraction.  The  faradic  current  from 
the  short  coarse- wire  coil  is  required,  because  it  possesses  more 
volume  than  that  from  the  longer  and  finer  wire,  and  it  is  the 
current  of  volume — sometimes  improperly  designated  quantity — 
that  i>roduces  more  effective  muscle-gtimulation.  Impaired 
muscle-structure  usually  responds  poorly,  if  at  all,  to  faradic 
stimulation,  because  the  current  cmj)loye<l  has  insufficient 
volume;  hence,  the  interrupted  ^^alvanic  current  is  selected,  and 
the  volume  or  anii)erage  is  increased  until  response  is  elicited. 

96.  Bipolar  Vaginal  Treatment. — The  bipolar  method 
applied  to  the  vagina  is  used  at  first,  because  the  action  is  more 
diffused  than  when  api)lied  to  the  interior  of  the  uterus.  The 
application   should    be   of  short   duration   (not   more   than  5 
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minutes),  to  avoid  tiring  the  muscles,  and  tlie  interruptions 
should  be  made  sufficiently  slow  to  permit  physiological  con- 
traction and  relaxation.  Rapid  interruptions  would  produce 
tetanic  contraction,  which  is  exceedingly  painful,  and  would 
defeat  the  object  desired  by  rapidly  exhausting  the  muscular 
contractility.  With  slow  interruptions,  a  current  sufficiently 
strong  to  produce  effective  contraction  is  borne  without  dis- 
comfort, if  the  nervous  apprehension  of  the  patient  has  been 
previously  overcome. 

97.     Frequency  of  Application. — Application  should  be 
made  at  first  every  day,  and  it  is  necessary  to  avoid  everything 
that  will  tend  to  increase  engorgement  of  the  pelvic  vessels. 
The  liver  and  bowels  must  be  made  active,  and  the  jDressure  of 
corsets  and  clothing  at  the  waist  must  l)e  removed.     A  properly 
fitting  abdominal   bandage   will   afford   necessary   support  to 
relaxed   abdominal   walls,  and  will   be  a  material  aid.     The 
effort  must  also  be  made  to  support  the  uterus  at  a  higher 
level  in  the  pelvis,  but  this  must  be  gained  without  distending 
the  vagina.     A  loose    tampon   of    gauze    inserted   while  the 
patient  is  in  the  knee-chest  position,  and  after  the  vagina  has 
been   dusted  thoroughly  with   markasol,  will  accomplish  the 
desired  purpose.     This  ])o\vder  dusted  freely  over  the  surface 
of  the  vagina  and  tampon  keeps  it  from  becoming  foul,  and  the 
tampon  can  be  retained  longer.     After  10  days  or  2  weeks, 
every  alternate  application  may  be  made  to  the  interior  of  the 
uterus,  using  the  bipolar  uterine  electrode  (Plate  XIII).    Then, 
after  a  week  more,  both  uterine  and  vaginal  applications  may 
be  made  at  the  same  sitting  every  second  or  third  day.     With 
improvement  of  the  condition  and  increase  of  muscular  con- 
tractility, the  volume  of  the  current  employed  may  with  advan- 
tage be  diminished   by  using  the  current  from  a  longer  coil 
of  smaller-sized  wire.     When  hemorrhage  or  profuse  menstrua- 
tion occurs  in  connection  with  subinvolution,  and  it  is  not  due 
to  the  retained  products  of  conception,  it  may  be  controlled  by 
applications  of  zinc  electrolysis  to  the  interior  of  the  uterus  once 
or  twice  a  week.     A  current  of  25  to  80  milliamperes  used  for 
5  minutes  will  be  sufficient.     . 
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UTERIXE  DISPI^ACEMKSTS. 


CI^VSSIFICATION. 

98.  The  treatmeDt  of  uterine  dlsplacementB  must  be 
directtd  against  the  conditions  that  are  operating  to  produce  or 
maintain  them,  and  tlie  success  of  treatment  will  hinge  on  the 
nbilitv  of  the  runie^lv  to  overcome  such  conditions.  When  due 
to  an  endometritis  and  metritis,  which  are  amenable  to 
eleinriciiy.  and  the  uterine  supports  have  not  become  peima- 
nenily  imj^aiivd,  its  use  will  be  attended  with  succefls,  provided 
the  uterus  can  be  n^aintaintxl  in  a  correct  position  bv  a  vaginal 
j^e^sary  that  can  l»e  worn  without  discomfort  or  inconvoiience. 
Such  artificial  sup}x>rt  must  l>e  iMMitinued  imtil  the  maintiiining 
rause  of  the  mal|Hisition  has  l^een  overcome,  and  the  nattiral 
uterine  si:]*}i«<rt^  have  s*>  far  regained  their  tone  as  to  be  able  to 
retain  the  i.tenis  in  a  n>>nt^il  pi>siuon  unaided.  This  only,  and 
nothing  it>>.  o>x':siiti:ti'S  a  ouT>e. 

CMr-:oa*/.v\  v.:or::.e  disp'iuxments  mav  be  divided  into  the 
io.loxK'ir.c  I'assi-s:  1  Movable  or  fixed;  i,2)  complete  or 
i ; : i >  ^: r.  i  •  *  ^ :  * :      -^     \ y«<:  orl v^r  or  ar. t or: or. 


S>*>,  T:.v  :\»s>:M>.:y  .^:  vV.t^  ::  a  r.i^-vaKe  displacement 
\^  i : : . .  ^r. :  ^ :  ^  v.; :  i  i  v.  ^^ : '. '  il t*  vh  :■  i  v  •:;  w  ht :  :>.  r  it  is  xvcent«  without 
vh  r:v„;v.i :  :  .:'.yo.:'.:.i  v;  ^  f  :':  .^  <usv»:r.;r.c  -:^r;in:en:s^  or  if  it  is  of 
'  Vi:  >:;-,v.vV.Vi:.  ..'.s.\  >x :  r.icr  ::.o  loviiv.t  :  :-.5  or  has  not  l«ome 
v-V^'. ;:■;•■,  .^:  'hi  v.  :  v;-*;:  ..v;  >\-.:-  ::\  ;',  >'.  .::  y<rl>.;.  If  there  has 
:vx".  .\  v.Av:  y-iVii-.w  x\.  •.:  >  iv^ss^  "o  :■;;:  tV.e  supjx^ns,  like 
•   -     -r- *  ^      * V  ,  N...  .    \ »_  Az.vi  tiivir  tonicitv 

r^  s.v...    .X  .:  .  \.n;  ...-^  ,;*.  ,  v:s\x    '  /It  vnr.d  on  whether 

^^.^  K\  .,  ,-^    -  ,:..,'  ;.^  .^  \  ^  .v;  .;.;:.>      <  ::-•  ^i^xi  only  be 

,^\.-A\^".' ,'  '.'x    V.  .',;•.    ..  ,*  .   .  v-.xV.   :.:•;  :\.v'..  r.-.v.-</.  or  Vaginal 

■•-  ^■'^■•.  '  •    -  ^  .,.-«M  .  \        *  .  .,'  X  ,  \.  ,'.:i:-,  v.s  ;hit  mav  l^ 
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COMPLETE    ANI>    IXCOMPLETE    DISPLACEMENTS. 

100.  Complete  displacement,  which  signifies  a  dislocation 
of  the  whole  organ,  such  as  anterior  or  posterior  version,  is 
more  often  curable  than  incomplete  displacement  (flexions), 
where  only  the  fundus  is  displaced,  resulting  in  the  change  of 
the  normal  curve  of  the  organ,  with  alternation  in  the  structure 
of  its  anterior  or  posterior  wall — anterior  or  posterior  flexion. 
This  latter  class  of  displacements  is  often  a  most  intractable 
condition,  because  it  is  difficult  to  adjust  an  artificial  support 
to  overcome  it  completely,  and  the  structural  impairment  of 
the  uterine  wall  is  not  readily  restored  by  any  plan  of  treatment 
when  the  condition  is  one  of  long  standing.  Electricity, 
when  properly  applied,  is  perhaps  the  most  effective  method 
of  treatment. 

POSTERIOR    AND    ANTERIOR    DISPLACEMENTS. 

101.  Anterior  displacements,  because  they  are  mostly 
exaggerations  of  the  normal  anterior  position,  are  more  readily 
amenable  to  treatment  than  posterior  displacements,  which 
always  constitute  a  pathological  deviation,  and  are  more  often 
attended  by  permanent  impairment  of  the  natural  supports. 
Besides  the  thickening  and  shortening  of  the  utero-sacral  liga- 
ments, pointed  out  by  Schultze,  and  relaxation  and  elongation 
of  the  round  ligaments,  both  of  which  occur  in  connection 
with  anterior  as  well  as  posterior  displacement,  there  is,  in  the 
case  of  posterior  flexion,  an  overstretched  condition  of  the 
anterior  uterine  wall  and  a  contraction  of  the  posterior  wall, 
with  serious  impairment  of  the  nutrition  thereof,  resulting 
frequently  in  a  condition  of  sclerosis  in  which  no  other  part  of 
the  uterine  structure  participates.  In  the  case  of  anterior 
flexions,  the  reverse  prevails;  the  posterior  wall  is  overstretched, 
and  the  anterior  is  contracted  and  sclerotic. 


TREATMENT. 

102.  Object  of  Treatment. — Obviously,  in  adapting 
treatment  for  overcoming  these  displacements,  it  must  have 
for  its  object  the  removal  of  the  conditions  just  enumerated, 
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which  are  active  in  inaintaining  the  i>ermanency  of  the  malpo- 
sition, else  it  will  surely  result  in  failure.  Attention  must  be 
directed  firj>t  toward  overconiinjg  the  metritis  or  endometritis, 
hy  removing  obstruction  in  the  canal,  and  by  securing  free 
drainage  of  the  secretion  fn>ni  the  cavity,  as  descril>ed  in 
Art.  72  et  seq.  When  the  uterus  is  renderetl  immovable  by 
intlammatory  deposits  in  the  cellular  tissue  surrounding  it,  this 
must  l)e  removed  by  fre<juently  repeated  vaginal  applications  of 
bijK)lar  faradization.  When  the  uterus  is  freely  movable,  but 
restrained  by  thickening  and  contraction  of  the  utero-sacral 
ligaments  an<l  alteration  in  the  structure  of  the  uterine  wall, 
appropriate  treatment  must  l»e  instituted  for  overcoming  these 
conditions.  To  overcome  the  fonner  (contraction  of  the  utero- 
sacral  ligaments),  the  negative  pole  of  the  galvanic  current 
is  applied  by  means  of  a  cotton- covered  ball  electrode 
(Plate  XXIV),  well  wetted  and  8oai)ed,  and  introduced  well 
up  into  the  posterior,  cul-de-sac  behind  the  cervix.  The 
I>ositive  pole  is  applieil  by  means  of  a  felt  pad  of  the  most 
convenient  size,  placed  over  the  sacrum.  A  current  of  from  26 
to  40  milliamperes  is  used  for  5  minutes,  and  is  followed  by 
bip<»lar  vaginal  faradization  for  5  or  10  minutes,  using  the 
current  from  the  line-wire  coil,  but  making  it  as  stimulating  as 
can  be  comfortably  borne.  This  promotes  rapid  al>sorption 
after  the  softening  eflFect  prtxluced  by  the  application  of 
ne^^ative   galvanism. 

3  03.  I'se  of  Tampons. — After  each  application  of  this 
kind,  which  may  be  repeated  every  stvt)nd  day,  the  patient  is 
placed  in  the  knee-chest  po-jition,  a  perineal  retractor  is  inserted 
well  up  behind  the  cervix  (see  Plate  XXII),  and,  while  the 
vagina  is  distended  with  air,  it  is  carefully  tamponed  with 
elastic  tamj)ons  of  sterilized  wool,  in  a  manner  to  support  the 
uterus  at  a  higher  plane  in  the  julvis  and  j»ut  the  utero-sacral 
ligaments  on  the  stretch.  These  tampons  are  inserted  in  the 
following  manner:  One  is  tirst  ]»laced  behind  the  cervix  cross- 
wise of  the  vagina,  then  one  to  either  side  of  the  cer\4x 
lengthwise  of  the  vagina,  and  as  many  more  are  placed  upon 
these,  crosswise  *>f    the  vagina,  to  till    it   comfortably.     Care, 
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however,  must  be  taken  not  to  Imve  them  crowd  upon  the 
urethra,  which  would  cause  serious  discomfort  and  demand 
their  too  early  removal.  If  the  vagina  is  dusted  freely  with 
some  bland,  non-irritating,  antiseptic  powder,  such  as  markasol, 
or  if  the  tampons  are  rolled  in  it  previously,  irritation  of  the 
surface  of  the  vagina  will  be  avoided,  and  they  may  be  retained 
for  several  days  without  becoming  foul. 

In  some  cases,  too  frequently  repeated  applications  of 
galvanism  to  the  vagina  and  the  subsequent  pressure  of  the 
tampon  placed  posterior  to  the  cervix  will  produce  surface 
irritation,  and  it  may  become  necessary  to  suspend  the 
galvanic  applications  for  a  time  and  even  to  dispense  with 
the  post-cervical  tampon;  biit  the  faradic  applications  may  be 
proceeded  with,  and  the  other  tampons  used  until  the  irritation 
has  subsided. 

104.  Structural  Cliangres  In  Uterine  Wall. — Struc- 
tural changes  in  the  uterine  wall  occurring  in  connection  with 
long-standing  flexions  of  the  uterus  are  best  overcome  by 
n^ative  galvanic  applications  of  moderate  strength  to  the  canal 
passing  the  flexion.  The  external,  or  indifferent,  electrode 
(positive)  is  placed  over  the  sacrum  in  case  of  posterior  flexion, 
and  over  the  hypogastrium  in  anterior  flexion,  so  as  to  direct  the 
current  through  thact  portion  of  the  uterine  wall  which  is  in 
a  state  of  contraction.  The  strength  of  the  current  should  not 
exceed  10  milliamperes,  and  should  not  be  continued  for  more 
than  5  minutes,  which,  with  a  bare  unprotected  electrode,  is 
essential  to  avoid  cauterization.  Should  the  condition  not  yield 
to  this  strength  of  current,  and  a  stronger  current  be  required, 
a  cotton- wrapped  applicator,  well  moistened  and  dip])ed  in 
glycerin,  is  inserted  into  the  uterus  beyond  the  flexion,  and 
the  current  applied  through  this  as  an  electrode.  Through  this, 
a  current  of  from  20  to  30  milliamperes  may  be  used  for  a  short 
time  (5  minutes)  without  serious  or  objectionable  cauterization. 
Were  it  not  for  the  fact  that  the  cotton  protective  must  be 
limited  in  thickness,  on  account  of  the  small  size  of  the  canal, 
surface  irritation  could  be  entirely  obviated  with  the  strongest 
current  mentioned.     The  applications  are  repeated  every  second 
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or  third  day,  according  to  the  requirements  of  the  case  and  the 
irritation  provoked,  and  they  are  followed  by  bipolar  faradiza- 
tion of  the  vagina,  and  tampons  are  inserted  when  the  indi- 
cations therefor  exist,  as  pointed  out  before,  ^^^le^  shortening 
of  the  utero-sacral  ligaments  is  encountered  in  connection  with 
posterior  flexion  of  the  uterus,  separate  applications  through 
tlio  vagina,  as  described,  are  unnecessary,  since  the  current 
applied  to  the  canal  exerts  the  desired  effect. 

105.  Tonic   Effect  of  Faradization. — In  addition  to 

the  effect  already  credited  to  vaginal  bipolar  faradization  in 
these  cases,  it  is  active  in  bringing  about  renewed  tonicity  of 
the  round  ligaments,  and  removing  pelvic  congestion  and 
uterine  engorgement,  which  tend  to  increase  the  weight  of  the 
organ.  The  improvement  of  the  general  health  of  the  patient, 
always  noticeable  during  the  employment  of  this  method  of 
faradization,  may  l)e  of  secondary  significance,  but  is  neverthe- 
less an  important  factor  in  the  cure  of  the  condition.  Associ- 
ated disease  of  the  adnexa,  when  not  too  grave  to  admit  of 
palliative  treatment  of  this  character  being  instituted  impioveB 
very  rapidly  when  the  malposition  of  the  uterus  has  been 
satisfactorily  corrected. 

106.  Indications  for  Vajjrlnal  Pessary. — As  early  as 

possible  in  the  course  of  treatment,  a  vaginal  pessary  must  be 
inserted  to  replace  tlie  tampons,  a  long  continuance  of  which  is 
obviously  objectionable;  yet  the  pessary  should  not  be  used 
until  all  sensitiveness  has  been  overcome,  all  exudation  has 
been  removed,  and  the  uterus  can  be  retained  in  place  by  a 
properly  adjusted  tampon.  After  this  nmch  is  accomplished, 
the  condition  is  not  to  be  considered  cured,  but  such  further 
treatment  as  is  found  to  be  indicated  should  be  continued. 
This  may  perliaps  be  limited  to  galvanic  applications  to  the 
canal  and  bipolar  vaginal  faradization  once  or  twice  a  week. 

It  is  not  the  contention  that  dislocations  of  the  uterus  are 
always  curable  by  the  method  of  treatment  here  outlined. 
Often  this  is  possible,  but  there  are  many  cases  of  movable  as 
well  as  fixed  posterior  displacements  that  are  curable  only  by 
an  operation  which  will  afford  permanent  support.     In  the 
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case  of  movable  posterior  displacement  (if  the  sustaining  liga- 
ments have  become  permanently  overstretched),  where  the 
uterus  may  be  replaced  and  maintained  in  an  anterior  position 
by  means  of  a  pessary,  the  round  ligaments  may  be  shortened 
to  afiFord  permanent  support.  When  the  uterus  is  fixed  in  a 
posterior  position  by  adhesions,  the  abdomen  should  be  opened 
and  the  uterus  suspended  by  the  fundus  from  the  anterior 
abdominal  wall.* 

PROLAPSE    OF    THE    UTERUS. 

107.  Tlie  Stages  of  Prolapse. — Prolapse  of  the  uterus, 
another  form  of  complete  dislocation,  occurs  in  three  stages; 
firdty  where  the  uterus  has  descended  sufficiently  to  rest  on  the 
rectum  and  sacrum ;  second^  where  it  has  descended  lower,  and 
the  cervix  makes  its  appearance  at  the  vulva;  and  third, 
where  the  cervix  and  in  some  instances  the  uterus  are  out- 
side the  vulva. 

When  the  prolapse  is  not  due  to  the  pressure  of  a  tumor 
within  the  pelvis  or  abdomen,  or  the  uterus  is  not  permanently 
increased  in  size  and  weight,  as  by  the  presence  of  a  fibroid 
within  its  wall,  and  the  tone  of  the  sustaining  ligaments  is  not 
completely  lost,  if  the  uterus  can  l)e  maintained  at  or  about  a 
normal  plane  in  the  pelvis  by  a  vaginal  pessary,  a  cure  may  be 
eflfected  by  electricity  without  operation,  other  than  the  restora- 
tion of  a  normal  perineum  or  the  repair  of  a  lacerated  cervix. 
The  restoration  of  the  perineum  and  a  normal  vulvar  orifice  is 
essential,  because  it  affords  support  for  the  relaxed  vaginal 
wall,  which  prolapses  with  the  uterus,  and  also  for  the  pessary. 
The  repair  of  a  lacerated  cervix  is  important  because  it  reduces 
the  size  and  weight  of  the  organ.  When  such  injuries  exist, 
the  use  of  electricity,  previous  to  their  rectification  by  the 
operations  just  named,  would  be  useless  so  far  as  affecting  a 
cure  is  concerned,  though  it  may  be  employed  to  advantage  as 
a  temporary  expedient,  in  conjunction  with  vaginal  tampons, 
to  sustain  the  uterus  while  the  patient  is  being  prepared  for 


*  For  a  description  of  both  of  these  operations  and  their  indications, 
the  student  is  referred  to  "Technique  of  Surgical  Gynecology,**  by 
AuguBtin  H.  Goelet,  M.  D. 
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operation.  The  method  of  ])rocediire  is  then  as  follows:  The 
uterus  is  re])laced,  the  bipolar  vaginal  electrode^,  Plate  XII, 
is  introdueed,  and  with  it  the  uterus  is  pushed  up  in  the 
pelvis  as  far  as  i)ossible.  The  electrode  is  then  connected 
with  the  (faradic)  intermediate  coil,  No.  32  wire,  using  at  first 
the  current  from  the  whole  length  of  800  yards.  As  soon  as 
this  ceases  to  stimulate  vigorous  contraction,  the  600-yard 
length  is  employed,  and  later  the  300-yard  length.  The 
application  need  not  consume  over  5  or  6  minutes  in  all,  and 
must  he  brought  to  a  close  before  the  current  has  exhausted 
the  muscular  contractilitv.  The  electrode  is  then  with- 
drawn,  the  patient  is  placed  in  the  knee-chest  posture  (Plate 
XXII),  a  perineal  retractor  is  -inserted,  the  vagina  is  dusted 
freely  with  markasol,  and  then  tamponed  with  prepared  non- 
absorbent  cotton,  or  prepared  aseptic  wool,  in  a  manner  to 
support  the  uterus  with  the  least  possible  distention  of  the 
vagina.  This  tamponade  may  be  retained  for  2  or  3  days, 
when  the  application  is  repeated  and  the  tampon  renewed. 
When  such  injuries  to  the  cervix  and  j^erineum  do  not  exist, 
or  after  they  have  been  repaired,  the  treatment  of  prolapse  by 
electtricity  is  as  given  in  the  following  articles : 

108.  First  Sta^e  of  Descensus. — In  the  first  stage  of 
descensus,  a  pessary  is  adjusted  to  support  the  uterus  at  a 
normal  plane  in  the  j)elvis,  and  daily  applications  of  vaginal 
bipolar  faradization  are  given  for  5  minutes  each  time,  making 
them  sufficiently  stimulating  to  produce  vigorous  contraction 
of  the  vaginal  walls.  This  produces  also  vigorous  stimulation 
of  the  uterine  supports,  n()ta])ly  the  round  ligaments  that  no 
doubt  play  some  part  in  the  support  of  the  uterus,  assertions 
to  the  contrary  notwithstnnding.  But,  in  addition,  this  vigor- 
ous stimulation  is  very  active  in  removing  uterine  congestion 
and  engorgement  (see  Technique  muJ  Physiology  of  CoU-Cur- 
rents),  thereby  lessening  the  weight  of  the  organ  and  its 
tendency  to  sag  in  the  pelvis.  At  the  same  time,  any  con- 
dition (like  endometritis,  for  instance)  that  may  be  the 
cause  or  result  of  the  prolapsus  must  receive  appropriate 
treatment. 
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109.  Frequency  of  Application. — The  applicatioiiB, 
which  are  given  at  first  every  day,  are  later  made  less  fre- 
quently, three  times  or  twice  a  week  being  all  that  is  necessary 
as  improvement  becomes  manifest;  but  the  pessary  must  be 
worn  for  a  considerable  time  (6  months,  at  least)  after  the 
necessity  for  the  electrical  applications  has  ceased.  Uncom- 
plicated prolapsus  in  this  stage  should  alw^ays  be  cured  by  the 
method  of  treatment  outlined  here;  and,  when  it  fails,  either 
the  remedy  has  been  misapplied,  or  some  complication  has 
been  overlooked.  If  a  heavy,  engorged,  prolapsed  uterus  is 
maintained  at  a  normal  plane  in  the  pelvis  for  a  sufficient 
length  of  time,  by  a  properly  adjusted  vaginal  support,  a  cure 
will  result  without  the  aid  of  electricity,  provided  the  associated 
endometritis  is  permanently  overcome  by  appropriate  treat- 
ment.    But  the  judicious  use  of  electricity  will  hasten  the  cure. 

110.  Second  StAg:e  of  Descensus. — In  the  second  stage, 
the  treatment  to  be  followed  is  verv  much  the  same  as  that 
described  for  the  first  stage,  but  it  is  often  best  to  support  the 
uterus  with  vaginal  tampons  for  2  weeks  before  inserting 
the  pessary.  This  i)lan  lessens  the  engorgement  and  weight  of 
the  organ,  and  when  the  pessary  is  introduced  there  is  less 
strain  on  it,  and  conseipiently  a  better  chance  for  it  to  support 
the  uterus  successfully.  The  tampons  are  ins<'rted,  aftrr 
stimulating  vaginal  bipolar  faradic  applications,  in  the  manner 
de8cril>ed  in  Art.  107  for  the  preparation  for  operations  on  the 
cervix  and  perineum.  After  the  insertion  of  the  pessary,  the 
faradic  applications  are  made  daily  to  the  vagina  at  first, 
the  interval  being  lengthened  as  the  condition  improves,  as 
described  for  the  first  stxige.  As  there  is  greater  relaxation  of  the 
vaginal  walls  and  other  uterine  supports,  more  vigorous  stimu- 
lation will  be  re<|uired,  and  the  treatment  must  be  continued 
for  a  longer  period  than  in  the  first  stage.  In  some  cases  there 
is  a  very  pronounced  subinvolution  of  the  vagina  and  uterus, 
when  the  current  from  the  coarse-wire  coil  is  to  be  employed 
in  the  manner  described  under  the  head  of  Subinvolution. 

111.  The  associated  endometritis  and  probable  complica- 
tions must  not  be  overlooked  or  neglected.      When   there   is 
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a  very  considerable  chronic  endometritis,  it  will  be  wiser  to 
submit  the  uterus  to  a  curettage  as  a  preliminary  measure, 
because  it  can  be  more  quickly  overcome  by  this  method  of 
procedure.  Treatment  in  this  stage  of  prolapse  is  not  always 
attended  with  the  same  success  as  in  the  first  stage,  yet,  when 
no  irremediable  complication  exists,  and  the  uterus  can  be 
maintained  at  a  normal  plane  in  the  pelvis  by  a  vaginal  pessary, 
a  cure  will  result  if  the  details  of  treatment,  as  just  outlined, 
are  carefully  followed,  provided  the  patient  has  not  passed 
the  menopause. 

112.  Third  8ta^e  of  Descensus. — In  the  third  stage, 
when  the  ulcrus  is  prolapsed  outside  the  vulva,  treatment  is 
seldom  successful,  partly  because  of  the  exaggerated  relaxation 
of  the  uterine  supports  and  the  inefficiency  of  artificial  support, 
and  because  the  uterus  is  frequently,  in  these  cases,  in  a 
condition  of  sclerosis  or  chronic  metritis,  and  is  more  or  less 
permanently  enlarged.  Under  the  most  favorable  conditions, 
chronic  metritis  is  a  most  intractable  condition,  and  in  these 
cases  the  success  of  treatment  is  necessarily  more  than  doubtful. 
If  it  is  possible  to  retain  the  uterus  in  anything  like  a  normal 
position  by  a  j)essary  after  a  preparatory  tamponing  of  the 
vagina,  it  may  be  worth  while  to  try  treatment  by  electricity, 
as  described  for  the  second  stage;  otherwise  it  will  be  waste 
of  time.  Then  the  only  course  that  will  promise  success  is  to 
open  the  abdomen  and  attach  the  fundus  firmly  to  the  anterior 
abdominal  wall. 

FIBROID    TITMORS    OF    THK    UTERUS. 


C  I. ASSIFTC AT  rON . 

113.  Orijufin. — Fibroids  of  tlie  uterus  are  of  two  varieties; 
viz.,  when  muscular  tissue  predominates — myoma — and  when 
the  structure  is  made  up  of  fibrous  tissue — fibroma.  Classified 
according  to  their  situation  and  development,  they  are  divided 
as  follows:  Subperitoneal,  sessile,  interstitial,  and  submucous. 
These  tumors  originate  within  the  uterine  wall  or  on  the 
peritoneal  surface,  or  under  the  mucous  membrane  lining  the 
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cavity.  They  may  develop  wholly  within  the  uterine  wall  if 
the  resistance  is  equally  distributed  (interstitial);  but  if  the 
resistance  is  less  toward  the  peritoneal  surface,  they  project 
finally  in  that  direction  (subperitoneal);  if  the  resistance  is  less 
on  the  side  toward  the  cavity,  they  project  into  it  (submuoinis). 
Sometimes  these  tumors  are  connected  with  the  uterine  wall  by 
a  narrow  pedicle,  when  they  are  nourished  by  blood-vessels 
running  through  this  pedicle,  usually  on  its  [>eriphery,  and  in 
the  subperitoneal  variety  by  new  vessels  that  have  formed 
through  adhesion  with  other  structures,  princij^lly  the  omen- 
tum and  intestines.  These  new  vessels  are  sometimes  quite 
large,  and  furnish  the  chief  blood-supply  to  the  growth. 
Tumors  of  this  variety  are  often  very  vascular,  and  when  they 
develop  into  the  cavity  are  sometimes  soft  and  pulpy,  and 
bleed  verv  freelv  from  the  siu^ace. 

114.  IXevelopment  of  Growth. — With  the  develop- 
ment of  these  growths  the  uterus  increases  in  size  and  the 
uterine  canal  becomes  lengthened.  This  increase  in  size  of  the 
organ  is  greater  when  the  tumor  is  interstitial  and  in  the  sub- 
mucous variety,  and  not  so  much  when  it  is  sub|>eritoneal, 
especially  where  the  tumor  is  pedunculated.  In  the  sub- 
mucous variety,  the  development  is  symmetrical,  closely 
resembling  pregnancy.  In  the  interstitial  variety,  the  contour 
of  the  uterus  is,  as  a  rule,  irregular,  though  in  some  cases  it  is 
quite  impossible,  even  by  careful  bimanual  manipulation,  to 
decide  in  what  part  of  the  uterine  wall  the  tumor  is  located, 
owing  to  the  uniform  development  of  the  organ.  This  is  more 
often  the  case  when  there  are  two  or  more  points  of  develop- 
ment in  different  parts  of  the  wall  of  the  uterus. 

115.  liiability  of  Tumors  to  Degreueration. — These 
tumors  are  liable  to  calcareous  or  carcinomatous  degcnerati(^n, 
and  those  within  the  uterine  cavity  may  break  down  and 
become  a  suppurating  mass.  Their  development  is  usually 
gradual,  and  only  seldom  do  they  attain  sutlicient  size  to 
endanger  life  thereby.  By  pressure  upon  the  rectum  and 
bladder,  however,  when  they  develop  within  the  pelvic  cavity, 
they  cause  serious  interference  with  their  function,  and  give  rise 
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at  times  to  considerable  pain.  If,  however,  they  develop 
upward  into  the  abdominal  cavity,  and  attain  a  considerable 
size,  they  may  cause  serious  interference  with  the  function  of 
the  kidneys  and  liver.  Tlie  mucous  membrane  lining  the 
uterine  cavity  luidergoes  a  marked  hyperplasia  in  connection 
with  these  tumors,  especially  in  the  interstitial  and  submucous 
varieties,  probably  owing  to  the  irritation  occasioned  by  the 
growth  within  the  wall,  and  also  to  the  increased  vascularity  of 
the  whole  organ.  This  increased  vascularity,  in  which  the 
mucous  membrane  i)articipates,  gives  rise  freijuently  to  excessive 
bleeding  from  the  surface,  espciaally  at  the  menstrual  period, 
which  constitutes  one  of  the  chief  symptoms  of  these  tumors. 

1 1 G.  Kelation  to  Meuopause. — It  is  a  prevalent  belief 
that  after  the  menopause  these  tumors  cease  to  grow  and 
undergo  atrophy ;  hence,  when  they  are  discovered  within  a  few 
years  of  the  period  in  a  woman's  life  when  permanent  cessation 
of  menstruation  is  usually  anticipated,  it  is  customary  to 
encourage  her  in  this  belief.  But  it  not  infrequently  happens 
that  the  menopause  is  greatly  delayed,  and  the  patient  con- 
tinues to  menstruate  sometimes  quite  freely  for  5  and  even  10 
years  after  the  usual  j>eriod,  while  the  tumor  does  not  undei^o 
any  diminution  in  size.  This  is  es|>ecially  true  in  hemorrhagic 
Ciises.  Then  ag:\in,  with  the  cessiUion  of  menstruation,  the 
tumor  may  go  on  increasing  in  size  even  more  rapidly  than 
In^fore;  conseijuently,  the  largest  tumors  may  be  found  in 
women  long  paj*t  the  menopause.  This  may  occur  when  the 
tumor  is  nourishtnl  thnnigh  adlu^sions  with  adjacent  organs, 
ihouijh  it  has  btvn  notoil  when  no  appreciable  adhesion  could 
U^  disoovoreil.  Yet,  on  opening  the  alnlomen  for  the  removal 
of  the  tumor,  it  is  not  unusual  to  tind  extensive  adhesions 
wlun*  none  had  bivn  vlotivtixl  before.  Heniv,  non-interference, 
in  antiv  i|v{\tion  oi  atrv^phy  vKvurritii:  sulisse<|uent  to  the  meno- 
|M\iso,  is  U^th  unwise  and  unwarranitxi,  if  the  symptoms  are 
sutVunenlly  anuiwinjj:  to  oause  the  i^cuieiit  to  apply  for  reliet 

117.  lurtainuiatlon  of  A\luo\n«  —  Asci^vialeil  with  these 
tumor*  of  the  xtti  rus,  tlio  avliu  \a  may  W  iuvolvt\l  in  a  process 
ixf  inthunm;itiv.M\»  iiud  ivlU\'tivn\5i  \vf  pus  ar^*  svMiieciiues  found  in 
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the  tubes.  Likewise,  from  time  to  time  there  may  be  attacks 
of  periuterine  inflammation  or  peritonitis,  giving  rise  to  plastic 
exudation,  and  causing  extensive  adhesions  with  the  intestines 
and  abdominal  Avail.  This  may  and  often  does  occur  where  no 
treatment  whatever  has  been  instituted,  and  is  quite  as  likely 
to  result  from  improper  manipulation,  especially  from  the 
introduction  of  the  sound  for  diagnosis,  as  from  the  use  of 
electricity — an  argument  that  has  been  advanced  against  its  use. 

118.  Etlologry. — Little  or  nothing  is  known  of  the  cause 
of  these  growths.  The  different  theories  that  have  been 
advanced  seem  plausible  enough,  but  have  no  substantiation 
in  facts,  and  teach  nothing  in  the  way  of  prevention.  They 
are  found  more  frequently  in  women  that  are  sterile,  but  the 
sterility  may  be  a  result  rather  than  a  cause.  The  former 
belief  that  the  negro  race  was  especially  predisposed  has  been 
disproved.  A  history  of  prolonged,  unalleviated  dysmenorrhea 
in  early  life  is  often  elicited  from  patients  with  these  tumors, 
which  teaches  tliat  this  symptom  should  never  ]>e  disregarded 
or  permitted  to  continue  unremedied,  whatever  its  cause. 


DIAGNOSIS. 

1  UK  IJasls  of  Dlaf^nosis. — The  chief  i)()ints  on  which  a 
diagnosis  rests  are  a  distinct  enlargement  of  the  uterus,  with  an 
increase  in  the  lengtli  of  its  canal  without  other  cause  therefor, 
such  as  pregnancy  or  subinvolution,  with  the  discovery  of  a 
tumor  firm  or  hard  to  the  touch,  more  or  less  intimately  con- 
nected with  the  uterus,  or  growing  within  its  wall.  The  intro- 
duction of  the  sound  into  the  cavity  to  its  whole  depth, 
when  the  possibility  of  pregnancy  can  positively  be  excluded, 
is  the  very  best  aid  to  diagnosis,  by  accurately  determining  the 
direction  of  the  canal  and  the  position  of  the  uterine  body 
proper,  thus  jxTuiitting  any  deviation  from  the  normal  to  be 
detected.  The  introduction  of  the  sound  nmst  always  be  done 
with  the  greatest  care,  having  constantly  in  mind  tlie  danger  of 
perforating  the  uterine  wall,  which  in  places  is  extremely  thin. 
The  strictest  asepsis  must  be  observed,  including  the  vulva, 
vagina,  hands,  and  instrument.     The  sound  is  best  introduced 
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along  the  finger  in  the  vagina  as  a  guide  (without  a  speculum 
in  the  vagina),  since  in  this  way  it  can  be  more  safely  and 
surely  guided  past  the  irregularities  sometimes  encountered  in 
the  canal,  and  can  be  manipulated  with  greater  freedom. 

120.  History. — The  history  of  the  case  will  naturally 
throw  much  light  on  the  diagnosis,  enabling  us,  in  connection 
with  the  absence  of  the  usual  well-known  signs,  to  exclude 
pregnancy — a  condition  with  which  these  tumors  have  often 
been  confused  even  by  men  of  not  a  little  experience.  The 
fibroid  uterus  is  hard,  while  the  pregnant  uterus  is  soft,  and 
there  is  no  blue  discoloration  of  the  cervix  and  vagina.  The 
cervical  canal  is  usually  closed  in  the  fibroid  uterus,  while,  even 
as  early  as  3|  or  4  months,  it  is  frequently  sufficiently  patu- 
lous and  soft  to  permit  the  introduction  of  the  finger  for  a 
short  distance. 

121.  A  uterus  having  within  it  a  submucous  fibroid,  dis- 
tending the  cavity,  is  less  readily  distinguished  from  a  pregnant 
uterus,  especially  in  the  absence  of  bleeding.  By  keeping  the 
case  imder  observation  for  a  time,  the  difference  in  rapidity  of 
development  would  be  a  guide.  A\Tien  the  cavity  can  be 
explored  with  the  finger  introduced  through  the  cervix,  even  if 
only  for  a  short  distance,  the  character  of  the  uterine  contents 
would  be  unmistakable  if  pregnancy  existed. 

122.  A  pedunculated  subperitoneal  fibroid  may  be  mis- 
taken for  an  ovarian  cyst,  but  its  intimate  connection  with  the 
uterus,  and,  if  it  cannot  be  reached  through  the  vagina,  its 
firmness  to  touch  through  the  abdominal  wall — relaxed,  if 
need  be,  by  anesthesia — should  be  sufiicient  to  distinguish  it 
The  size  of  the  uterus,  which  is  increased  even  with  this  variety 
of  fibroid,  furnishes  an  additional  clew.  Fibrocystic  tumors 
are  not  readily  distinguished  from  solid  pedunculated  tumors 
of  the  uterus,  and  frequently  a  differentiation  is  not  made  until 
the  abdomen  is  opened. 

123.  Pus-collections  in  the  tubes  associated  with  fibroids 
of  the  uterus  are  difficult,  even  im})ossil)lo,  to  recognize  unless 
the  suggestion  of  Apostoli  to   use  electricity  to  establish  or 
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exclude  its  presence  is  utilized.  He  has  pointed  out  that 
the  application  of  the  galvanic  current  to  the  cavity  or  canal 
of  the  uterfas,  in  a  strength  usually  employed  in  the  treatment 
of  fibroids,  is  followed  by  sharp  febrile  reaction  when  pus  is 
present  in  the  tubes  or  when  they  are  the  seat  of  chronic 
inflammatory  action. 

TREATMENT. 

124.  lilmitations. — The  result  of  treating  these  tumors 
of  the  uterus  by  electricity  is  not  what  was  at  first  anticipated 
for  it  by  those  that  misunderstood  the  claims  of  its  originator. 
The  actual  disappearance  of  the  tumor  under  this  treatment 
is  seldom  attained,  and  is  never  to  be  expected,  yet  it  does 
sometimes  occur.  Though  the  same  thing  has  been  observed 
without  treatment,  yet,  when  it  occurs  after  electricity  has  been 
used  in  a  scientific  manner,  the  result  must  be  attributed  to 
the  treatment.  This  is  only  fair.  It  must  be  remembered  that 
the  method  has  been  applied  to  all  kinds  of  cases,  both  where 
it  was  appropriate  and  where  not — even  in  cases  where  it 
should  not  have  been  expected  to  produce  any  material  result, 
but  always  with  the  desire  to  better  the  condition  of  the 
patient  and  put  her  beyond  the  necessity  of  an  operation  for 
the  removal  of  a  tumor  that,  until  very  recently,  carried  with 
it  a  mortality  which  placed  it  in  the  list  of  operations  only 
justifiable  under  conditions  of  dire  necessity.  Failures  were 
to  be  expected,  aiul  little  wonder  is  it  that  there  were  not 
more  disappointments.  The  truth  is,  some  improvement  is 
obtained  in  almost  all  cases  where  the  agent  is  applied  prop- 
erly, and  this  affords  considerable  satisfaction  in  the  face  of 
so  perplexing  an  alternative. 

125.  The  limitations  of  electricity  are  fortunately  more 
clearly  defined  than  they  were  10  years  ago;  hence,  when  the 
treatment  is  undertaken  now  by  one  that  has  mastered  the 
subject,  it  is  always  with  more  certainty  of  success  and  with 
more  satisfaction  to  the  patient,  l>ecause  she  has  not  been  led  to 
expect  too  much.  A  symptomatic  cure  may  be  confidently 
promised  for  certain  cases,  which  may  or  may  not  be  permanent, 
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according  to  circumstances;  yet  many  would  infinitely  prefer 
a  repetition  of  the  treatment  than  submit  to  an  operation  of  so 
grave  a  character.  The  operations  of  myomectomy  and  hys- 
terectomy, since  they  have  been  made  comparatively  safe,  are 
not  to  be  discredited,  for  often  they  are  absolutely  unavoidable, 
and  they  have  saved  many  lives  and  much  Buffering.  The 
environment  of  individual  cases  must  necessarily  be  an  impor- 
tant factor,  influencing  a  decision  in  favor  of  one  or  the  other 
method  of  procedure.  If  the  patient  is  obliged  to  earn  her 
living,  she  perhaps  cannot  afford  the  time  and  expense  of 
prolonged  treatment,  and  we  may  be  forced  to  decide  in  favor 
of  an  operation  that,  if  successful,  will  remove  all  impediments; 
whereas,  if  she  were  more  fortunately  situated,  she  could  b}' 
the  use  of  electricity  be  so  far  relieved  as  to  be  able  to  enjoy  a 
comparative  d^ree  of  comfort  throughout  the  remainder  of  her 
existence. 

126.  Results     Under    Favorable    Conditions.  —  In 

appropriate  cases  under  favorable  conditions,  some  considerable 
rciluction  in  the  size  of  the  growth,  with  a  cessation  of  the 
symptoms,  results  from  the  use  of  electricity,  and  complete  or 
almost  complete  disappearance  of  the  growth  in  some  instances 
has  been  often  observed.  It  is  best  not  to  promise  more  than 
relief  of  the  symptoms,  and  some  reduction  of  the  size  of  the 
tumor  in  any  case,  and  not  restrict  the  treatment  to  electricity 
alone,  but  employ  other  measures  in  conjunction  with  it  that 
may  reasonably  be  expected  to  aid  in  effecting  the  desired 
result;  as,  for  instance,  curettage  when  indicated,  and  the 
administration  of  ergot. 

127.  Results  Witli  Myomata.— Of  the  two  varieties  of 

tumor  structure,  the  myoma  is  more  amenable  to  this  method 
of  treatment  than  the  tibnniui,  and  it  is  probable  that,  where 
complete  disiippeamnee  has  bivn  effaneil,  the  tumor  was  of 
this  character.  The  subperitoneal  growths,  particular! v  where 
they  are  peilieulat^Ml,  are  little  if  at  all  intluenetnl  bv  electricitv. 
Vagini>-alHlonunal  applieations  of  either  or  U>th  the  galvanic 
and  famdic  currents  will  often  rt^lieve  the  ci>ngestion,  and  in 
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this  manner  afford  temporary  relief,  but  the  intra-uterine 
applications  are  of  no  benefit,  and  often  add  to  the  discomfort 
by  irritating  and  increasing  congestion.  The  positive  pole  in 
the  vagina  (Plate  XXIII)  and  the  negative  on  the  abdomen,  so 
placed  as  to  include  as  much  of  the  tumor  as  possible  between 
the  two,  has  proved  the  best  method  of  application  in  these 
cases.  From  50  to  60  milliamperos  of  the  galvanic  current  for 
5  minutes,  followed  by  the  fine-wire  faradic  current  for  10 
minutes  through  the  same  electrodes,  should  be  given  every 
second  day.  In  the  majority  of  these  cases,  myomectomy  is 
so  easy  of  accomplishment  and  so  comparatively  safe  that  it 
should  be  given  the  preference,  except  where  there  is  some 
positive  contraindication  to  an  oj)eration,  or  the  patient  is  not 
within  reach  of  an  expert  o})erator. 

128.  Interstitial  Growtlis. — Interstitial  growths  of 
moderate  size  are  those  that  respond  more  readily  to  electricity. 
One  electrode  is  inserted  in  the  cavity  of  the  uterus,  and  the 
other  is  placed  on  the  abdomen  (hypogastrium)  or  the  back 
(lumbar  or  sacral  region),  whichever  is  best  calculated  to 
include  the  tumor  between  them.  The  negative  pole  is  used 
in  the  uterus  when  the  tumor  is  hard  and  when  hemorrhage  is 
not  a  symptom.  From  50  to  150  milliamperes  may  be  used 
for  5  minutes  every  third  or  fourth  day,  and  the  applications 
are  continued  until  improvement  or  a  satisfactory  result  is 
obtained.  It  is  sometimes  wise  to  suspend  treatment  for  a 
month,  and  note  what  has  been  gained  after  the  subsidence  of 
the  irritation  produced  by  the  treatment,  resuming  it  afterw^ards, 
when  necessarv. 

The  exposed  metallic  portion  of  the  electrode  should  be 
applied  only  to  the  surface  of  the  cavity  of  the  uterus,  and  the 
cervical  canal  should  be  excluded  from  the  action  of  the  cur- 
rent, to  obviate  cauterization  and  subsequent  contraction  of  the 
canal,  which  would  j)revent  proper  drainage  of  the  cavity. 
The  electrode  (Plate  V),  insulated  to  within  21-  inches  of  the 
end,  will  answer  in  the  majority  of  cases,  ])ut  where  the 
canal  is  longer,  an  electrode  with  a  longer  metallic  tip  should 
be  used. 
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129.  Mode  of  Operating:. — The  vagina  and  vulva 
should  be  cleansed  by  irrigating  with  an  antiseptic  solution, 
and  the  (»lectrode  and  hands  of  the  operator  must  be  surgically 
cl(»nn.  The  electrode  is  more  conveniently  introduced  along 
the  finger  in  the  vagina  as  a  guide,  and  the  current  is  turned 
on  after  the  complete  introduction  of  the  instrument,  unless 
some  obstruction  to  its  entrance  is  encountered,  when  a  mild 
current  of  10  or  15  milliamp^res  (negative)  is  employed  until 
the  obstruction  is  overcome  and  the  electrode  has  entered 
the  cavity.  The  period  over  which  this  treatment  should  be 
extended  will  vary  with  individual  cases  from  2  to  6  months, 
and  in  some  cases  it  may  be  continued  with  advantage  for  a 
yoar.  After  the  first  2  or  3  months,  or  where  the  maximum 
strength  of  the  current  is  employed,  it  is  well  not  to  repeat  the 
applications  oftener  than  once  a  week,  thus  giving  the  endome- 
trium suflicient  time  to  recover  from  the  cauterization  to  which 
it  has  been  subjected  before  repeating  it. 

130.  Kelievlng:  Pain. — When  pain  is  great  enough  to  be 
annoying  and  is  not  produced  by  pressure,  it  is  relieved  by 
using  the  fine-wire  faradic  current  through  the  same  electrodes 
after  each  galvanic  application  is  finished.  Bipolar  applications 
to  the  vagina  in  these  cases  do  not  relieve,  because  there  is  not 
suflioient  diffusion  of  the  current  to  reach  the  tumor  or  whole 
uterus.  When  the  uterus  is  particularly  sensitive  to  this 
current,  the  uterine  eUx^trode  may  be  withdrawn  after  com- 
pleting iho  galvanic  application,  the  metallic-ball  electrode 
v^rialo  VI n  inserted  in  the  vagina  against  the  cervix,  and  the 
fanulie  ;ipplieativ»n  given  in  this  manner.  When  possible,  how- 
evrr,  it  is  belter  to  give  the  tanulio  applications  in  these  cases 
thnnigh  tlie  eUvtrxnle  it\  the  uterus,  bivaus<^  it  stimulates  more 
iiep.eral  \N»r.traelion  i»f  the  uterit\e  wall,  which  exerts  a  favorable 
inil\;et>v  \M\  tiie  gj\^\\th,  Treatir.ei\l  is,  of  i\Hxr?e,  suspended 
vlurirg  t^e  nunstrual  [vrivsl,  av.vi  it  is  a  ginni  rule  not  to  make 
an  ii\tra  v.tevine  aiu^lvativ^;*.  wiiViit  tV.e  .  viays  pr^w^Hng  or 
tV^V.v^MVii  tv\».^stv,iativ»v  Sbv^v.M  il-e  av^lieaiivv^s.  .-^i  ai.v  time, 
pt>»\v^ke  bUwi'.Hii^  wJwii  •>  i^^t  \:>v,a\  tr.ey  arx'  sv.>jHi>ifvi  until 
it  v^\isex 
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131.  Use  of  the  Positive  Pole. — When  hemorrhage 
occurs  as  a  symptom  in  connection  with  these  tumors,  or  if  the 
growth  is  a  myoma,  the  positive  instead  of  the  negative  pole 
is  employed  within  the  uterus.  It  was  formerly  considered 
necessary  to  use  a  platinum  or  carbon  electrode  with  the 
positive  pole  in  these  cases,  thus  producing  a  positive  elec- 
trolysis; but  it  has  been  found  that  the  action  is  intensified  by 
using  a  metallic  electrode,  the  oxidation  and  decomposition  of 
which,  by  the  action  of  the  current,  liberates  an  astringent 
salt  of  the  metal  on  the  surface.  Copper  and  zinc  have 
both  been  used.  Copper  has  been  found  objectionable,  owing 
to  the  extremely  irritating  character  of  the  liberated  oxychlorid 
of  the  metal,  and  has  consequently  fallen  into  disfavor.  Zinc  is 
free  from  this  objection,  and  is  now  employed  almost  altogether 
where  the  astringent  action  of  the  positive  pole  is  desired.  An 
electrode  with  sufficient  metallic  exposure  (zinc)  at  the  end 
to  include  the  whole  length  of  the  cavity  of  the  uterus  from 
internal  os  to  fundus  is  introduced  in  the  same  manner  as  when 
the  negative  pole  is  to  be  employed.  Before  inserting  the 
electrode,  however,  if  the  cervical  canal  is  not  sufficiently 
patulous  for  drainage,  which  is  essential  after  these  applications, 
it  is  made  so  by  negative  applications  to  the  canal.  The 
cavity  is  previously  irrigated  also,  to  remove  adherent  clots 
and  secretion  from  the  surface,  in  order  that  the  electrode  may 
come  directly  in  contact  with  the  endometrium.  This  permits 
more  effective  action  and  produces  better  results.  In  some 
instances  it  is  better  to  curette  the  cavity  thoroughly  first,  and 
make  the  applications  subsequently,  and  sometimes  this  will  be 
necessary  before  the  hemorrhage  can  be  effectually  controlled. 

132.  Strengtli  of  Current  Required. — The  strength 
of  the  current  required  with  the  zinc  electrode  is  from  60  to 
100  milliamperes,  used  for  5  minutes.  The  applications  may  be 
repeated  every  day  or  every  second  day,  until  the  bleeding  is 
checked;  then  they  are  continued  at  longer  intervals — once 
or  twice  a  week — until  the  desired  effect  on  the  tumor  is 
observed;  viz. ,  shrinkage  and  permanent  disappearance  of  the 
symptoms.     After  this  form  of  application,  it  is  well  to  insert 
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a  loose  absorbent  gauze  tampon  in  the  vagina  against  the 
cervix,  which  favors  drainage  by  capillary  action.  This  is 
removed  in  24  hours,  or  before,  if  it  becomes  saturated,  as  it 
then  ceases  to  drain. 

133.  When    Hemorrhage    Is    Not    Controlled. — In 

some  conditions  of  hemorrhagic  endometritis  associated  with 
fibroids  of  tlie  uterus,  the  hemorrhage  is  not  arrested  until  the 
cavity  is  thoroughly  curetted  and  the  diseased  endometrium  is 
removed.  Then  the  application  of  zinc  electrolysis  afterwards 
will  be  effectual  where  it  had  failed  before.  Therefore,  when 
these  applications  do  not  arrest  the  bleeding  promptly,  the 
curette  should  be  used,  and  they  may  be  repeated  afterwards 
for  a  permanent  effect  on  the  endometrium  and  the  tumor. 
Curettage  alone  will  not  always  be  permanently  effectual  in 
controlling  the  bleeding,  for  when  the  endometrium  is  repro- 
duced, if  no  change  has  been  effected  in  the  condition  of  the 
uterus  and  tumor,  there  will  be  a  recurrence  of  the  same 
condition  of  the  mucous  membrane  that  first  caused  it  to 
bleed;  viz.,  an  exaggerated  hyperemia,  for  which  the  pressure 
of  the  tumor  and  the  irritation  of  its  presence  in  the  uterine 
wall  is  responsible.  The  application  of  electricity,  by  removing 
the  general  hyperemia  of  the  uterus  and  producing  shrinkage 
of  the  tumor,  removes  this  to  a  great  extent;  hence  the  advan- 
tage of  employing  these  applications  to  the  endometrium  in 
conjunction  with  curettage.  The  administration  of  ergot  in 
these  cases  for  the  same  reason  often  proves  a  valuable  auxil- 
iary measure. 

134.  When    Ilemorrhagre    Hji.s    Been    Controlled. 

When  the  hemorrhage  has  been  permanently  controlled,  if  no 
other  progress  is  ol)served  in  the  direction  of  retrogression  of  the 
tumor,  it  is  permissible  to  substitute  the  negative  pole  for  a 
time,  always  taking  care  to  suspend  treatment  if  at  any  time 
the  discharge  from  the  uterus  becomes  tinged  with  blood.  If 
slight  oozing  continues  after  thorougli  action  on  the  endome- 
trium has  been  obtained,  it  is  well  to  stop  the  apj)licati()ns  for 
a  week  or  even  two  weeks,  to  permit  the  surface  to  heal,  as 
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repeated    cauterization    will    retard    it       It    is    particularly 
important  to  observe  this  precaution  after  curettage. 

1 3  5  •  Use  of  Gal  vanopuneture. — The  methods  of  appli- 
cation of  the  galvanic  current  just  described,  which  are  essen- 
tially the  methods  of  Apostoli,  though  modified  as  to  the 
strength  of  the  current  employed,  have  entirely  superseded  the 
application  by  puncture  into  the  substance  of  the  tumor, 
the  chief  reasons  for  which  is  the  risk  that  the  procedure 
involves  and  the  fact  that  it  produces  no  better  result. 
Tumors  that  are  most  favorably  influenced  by  the  applica- 
tion of  electricity — interstitial  growths — are  rarely  situated 
conveniently  for  puncture  through  the  vagina,  and,  for  obvious 
reasons,  abdominal  puncture  has  also  been  abandoned.  If  it 
could  be  shown  that  the  application  directly  to  the  tumor 
mass  by  puncture  was  more  effective  than  the  intra- uterine 
application,  puncture  through  the  vagina  would  have  a  limited 
application,  owing  to  the  situation  of  these  tumors  and  the 
risk  of  wounding  the  ureters  or  blood-vessels  supplying  the 
uterus.  It  will  be  unnecessary,  therefore,  to  describe  in  detail, 
the  technique  of  puncture.  As  formerly  practiced,  it  con- 
sisted in  selecting  the  location  for  puncture  by  means  of  the 
index-finger  in  the  vagina,  and  then  passing  along  the  finger 
a  piece  of  hard-rubber  tube  and  holding  the  open  end  against 
the  point  selected,  wliile  the  needle  was  passed  through  the 
tube  and  plunged  into  the  mass  for  a  distance  of  half  an  inch 
or  an  inch.  The  current  was  turned  on  through  this  needle 
as  an  electrode,  the  other  pole  being  placed  on  the  abdomen. 
Of  course,  the  strictest  asepsis  was  necessary  to  prevent  the 
introduction  of  sepsis,  but  even  then  suppuration  frequently 
resulted,  and  sometimes  a  serious  peritonitis  followed. 

136.  Submucous  Fibroids. — Submucous  fibroids  are 
not  treated  by  electricity,  because  they  can  usually  })G  easily 
removed  through  the  dilated  cervix,  and  because  its  application 
would,  in  all  probability,  convert  the  tumor  into  a  suppurating 
mass.  There  are,  however,  cases  on  record  where  a  large  tumor 
projecting  partly  into  the  cavity  has  been  so  treated,  and  as  the 
result  of  the  application  of  the  current  the  intervening  covering 
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or  wall  has  broken  down  and  the  tumor  has  been  delivered 
through  the  cervix,  with  the  result  that  the  patient  has  com- 
pletely recovered.  The  risk  of  almost  certain  sepsis  would  be 
altogether  too  great  to  permit  this  method  being  practiced 
intentionally.  In  the  cases  referred  to,  the  application  was 
made  with  the  understanding  that  the  growth  was  interstitial, 
and  the  result  produced  was  accidental  or  unintentional.  If 
used  in  a  proper  manner,  electricity  does  not  produce  adhesions, 
as  has  been  asserted,  but,  on  the  contrary,  tends  to  free  the 
mass  by  producing  shrinkage  and  consequent  stretching  or  loos- 
ening of  any  adhesions  that  existed  previously.  If  it  is 
improperly  used,  or  applied  where  it  is  positively  oontraindi- 
cated,  suppuration  or  peritonitis  may  result  with  adhesions, 
but  this  is  not  the  fault  of  the  remedy.  On  the  whole,  it  may 
be  considered  a  satisfactory  agent  in  conditions  where  it  is 
appropriate,  and  if  employed  in  an  intelligent  manner. 


DISEASES    OF    UTERINE    APPENDAGES. 


SAIiPlNGITIS. 

137.  Inflammation  of  the  uterine  (Fallopian)  tubes  is 
seldom  disassociated  from  ovaritis;  hence,  they  are  generally 
described  under  the  same  head  (salpingo-oophoritis),  though 
they  sometimes  occur  independently  of  each  other.  For  the 
sake  of  clearness  and  convenience,  however,  they  will  be  taken 
up  separately.  There  are  two  chief  varieties  of  salpingitis: 
catarrhal  and  septic;  and  the  associated  conditions:  hydro- 
salpinx, pyosalinnx,  and  hematosalpinx,  hematoma  and 
hematocele  and  pelvic  exudation  are  complications  or  sequelse. 

CATARRHAL   SALPINGITIS. 

138.  Catarrhal  salpingfitis  is  either  acute  or  chronic, 
and  niav  or  mav  not  resuU  from  extension  of  a  similar  inflam- 
mation  from  the  endometrium.  Usually  it  occurs  coincidentally 
with  it,  being  excited  by  the  same  causes  that  produce  catarrhal 
inHanmiation  of  the  uterine  mucosa;  such  as  exposure  to  cold 
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are  affected,  though  it  is  more  frequently  the  left),  with 
tenderness  on  pressure  upon  the  abdomen  in  the  same  locality, 
and  there  is  often  a  moderate  rise  of  temperature.  The  pain 
may  radiate  upwards  toward  the  epigastrium,  and  down  the 
thighs.  Digital  examination  reveals  great  tenderness,  but  it  is 
seldom  possible  in  this  stage  to  map  out  the  swollen  tubes. 
There  is  usually  an  associated  endometritis,  and  the  character 
of  the  discharge  from  the  uterus,  together  with  the  history  of 
the  case,  will  ordinarily  be  sufficient  to  determine  the  nature  of 
the  tubal  inflammation,  by  eliminating  a  suppurative  process. 

141  •  When  the  acute  attack  has  subsided  and  the  condi- 
tion has  become  chronic,  the  diagnosis  is  usually  less  difficult, 
and  in  subjects  with  moderately  thin  abdominal  walls,  the 
tubes  may  be  mapped  out.  Instead  of  sharp  pain,  there  is  a 
sensation  of  dragging,  with  dull  aching  in  one  or  both  ov^arian 
regions,  and  occasionally  sharp  attacks  of  pain  without  eleva- 
tion of  temperature.  These  symptoms  are  much  aggravated  by 
the  erect  position,  walking,  or  exertion  of  any  kind.  Some- 
times it  produces  discomfort  to  stand  erect,  and,  in  conse- 
quence, the  patient  will  bend  forward  when  walking.  The 
vaginal  discharge  is  also  less  profuse,  and  resembles  the  white 
of  an  egg. 

142.  Dysmenorrhea  is  constant  and  of  a  peculiar  charac- 
ter, usually  preceding  or  following  the  actual  flow.  The  period 
is  sometimes  followed  by  marked  prostration,  generally  lasting 
for  several  days.  The  left  side  is  more  apt  to  be  affected  on 
I  account  of  the  greater  blood-supply  on  that  side,  and  on 
account  of  the  proximity  of  the  left  tube  to  the  upper  part  of 
the  rectum ;  hence  defecation  is  often  painful,  as  constipation  is 
the  rule.  There  is  not  permanent  fixation  of  the  pelvic  con- 
tents in  catarrhal  salpingitis,  but  tumefaction  of  the  surround- 
ing structures  may  give  rise  to  some  evidence  of  incomplete 
mobility.  This,  however,  disappears  on  subsidence  of  the 
tumefaction.  Distention  of  the  tubes  from  obstruction  and 
retention  of  the  secretion  give  rise  to  localized  tender  swel- 
lings tliat  are  often  mistaken  for  more  serious  conditions,  and 
submitted  to  operation.       But  these  will  disappear  with  the 
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be  a  controller  in  the  secondary  circuit  for  very  gradually 
turning  on  the  current,  or  the  secondary  coil  should  slide 
smoothly  over  the  primary;  and  the  application  should  start 
with  the  secondary  completely  uncovering  the  primary,  and 
should  then  be  very  slowly  advanced  over  it  as  tolerance  to  the 
current  is  established.  The  current  is  always  more  sedative  when 
the  whole  of  the  secondary  coil  is  submitted  to  the  influence  of  (he 
primary y  that  is,  when  the  secondary  completely  covers  the  primary. 
But  this  point  must  be  gradually  reached  when  there  is  not  a 
controller  in  the  secondary  circuit  with  the  patient. 

6.  The  application  must  always  be  grateful  to  the  patient, 
and  never  uncomfortable;  hence,  the  vibrations  of  the  inter- 
rupter must  be  made  smooth  by  careful  adjustment  beforehand. 

7.  Each  application  must  be  continued  until  relief  is  expe- 
rienced and  sedation  is  produced. 

8.  The  applications  must  be  repeated  suflSciently  often  to 
maintain  quiescence,  which  should  be  every  day  at  least. 

9.  The  application  must  not,  however,  be  repeated  if  it  is 
not  well  borne,  or  if  a  feeling  of  relief  is  not  experienced,  unless 
the  patient  manifests  an  unwarranted  fear  of,  or  prejudice 
against,  its  use,  in  which  case  her  expressed  sensations  are  not 
to  be  relied  on.  The  attendant  must  then  judge  for  himself, 
and  act  accordingly.  A  little  tact  will  usually  remove  both 
fear  and  prejudice,  for  which  both  patient  and  attendant  will 
have  reason  to  be  thankful.  Though  once  a  day  will  be 
sufficiently  often  for  repeating  the  appUcations,  good  will 
result  from  applying  it  twice  a  day  in  acute  conditions,  and  a 
second  application  should  be  made  when  the  period  of  sedation 
is  not  prolonged  sufficiently  after  the  first  to  continue  during 
the  interval. 

Employed  in  this  manner,  electricity  takes  the  place  of 
opium  and  the  local  application  of  hot  water,  and  is  very 
much  more  satisfactory.  The  patient  must,  of  course,  be 
confined  to  bed  in  the  recumbent  posture  until  the  acute 
symptoms  have  subsided  and  the  temperature  has  dropped  to 
normal.  Fortunately,  this  plan  of  treatment  exerts  a-favorable 
influence  on  the  associated  endometritis,  and  it  subsides  with 
the  salpingitis. 
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manner  described  under  the  head  of  Chronic  Catarrhal  Endo- 
metritis. The  treatment  in  this  stage  may  be  supplemented  by 
vaginal  tampons  saturated  with  glycerin  for  its  depleting  effect; 
or,  the  vagina  may  be  tamponed,  loosely  at  first,  with  elastic 
wool  or  gauze  (the  patient  is  placed  in  the  knee-chest  position 
for  their  introduction),  for  the  purpose  of  supporting  the  uterus 
at  a  higher  plane  in  the  pelvis,  thus  relieving  the  engorgement 
by  aiding  the  return  circulation. 

A  strip  of  gauze  2J  or  3  inches  wide  and  1  yard  long,  with  a 
string  attached  at  one  end,  makes  the  best  tampon  for  applying 
glycerin  in  these  cases,  as  it  may  be  so  adjusted  against  the 
vaginal  vault  as  not  to  exert  pressure  on  painful  or  sensitive 
spots  in  the  pelvis,  or  where  the  electrode  conveying  the 
galvanic  current  has  rested.  Pressure  of  a  carelessly  adjusted 
tampon  in  the  vagina  after  galvanic  applications  may  produce 
local  excoriations,  and  compel  discontinuance  of  treatment  until 
they  have  healed. 

When  the  cystic  accumulation  in  the  tube  cannot  be  drained 
into  the  uterus,  and  the  obstruction  in  the  tube  remains  perma- 
nent in  spite  of  treatment,  there  is  no  other  alternative  but 
resort  to  surgery.  Even  then,  however,  the  organs  may  be 
preserved  by  a  conservative  operation. 


INTERSTITIAI^,   OR    PARENCHYMATOUS,   SALPIXGITI8. 

148.  Xature  of  Interstitial  Salplngritis. — If  a  catarrhal 
endosalpingitis  persists  for  a  long  time,  or  exists  in  an  aggra- 
vated form  that  is  unrelieved  by  proper  treatment,  or  is 
exaggerated  l>y  improper  treatment  of  the  endometrium,  suph 
as  astringent  and  caustic  applications,  an  interstitial  salpingitis 
may  result.  It  may  or  may  not  be  septic,  depending  on  the 
character  ot  the  assoi^iated  endometritis,  which,  though  it  may 
not  have  been  originally  septic,  is  rendered  so  by  improper 
treatment  or  unclean  instrumentation.  Interstitial  salpingitis 
may  be  regjinltnl  as  an  intlanunatory  hypertrophy  of  the 
muscular  structurt^  of  the  tube,  or  it  may  l>e  a  condition  of 
hyperplasia  of  the  musiular  layer  and  connective  tissue.  The 
tube  is  enlarginl,  in  some  ii\stances,  to  the  size  of  the  litUe 
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frequently.  They  are  often  confounded,  but  a  careful  distino- 
tion  is  important,  since  the  one  is  a  much  more  serious  and 
obstinate  condition  than  the  other.  In  the  acute  stage,  this  is 
frequently  impossible,  unless  the  history  of  the  case  furnishes 
some  aid  to  a  differential  diagnosis.  Sometimes  it  is  even 
necessary  to  wait  for  the  subsidence  of  the  acute  process  before 
a  satisfactory  conclusion  can  be  reached. 

152.  In  the  chronic  stage,  or  when  the  acute  process  haa 
subsided,  it  should  not  be  diflBcult  to  map  out  by  careful  con- 
joined manipulation  the  thickened,  indurated,  cord-like  tubes, 
often  tortuous  and  immobilized  by  adhesions  that  give  to  the 
touch  a  sensation  very  different  from  the  moderately  enlarged, 
softened  tubes  of  a  catarrhal  endosalpingitis.  When  there  is 
any  doubt  in  this  stage,  examination  under  anesthesia  will  aid 
materially  in  establishing  a  diagnosis.  Menorrhagia  and 
premenstrual  pain  are  important  symptoms  on  which  to  base  a 
diagnosis,  since  they  are  apt  to  be  more  pronounced  in  this 
form  of  salpingitis  than  in  the  catarrhal  variety,  especially  if 
the  latter  is  of  recent  date.  Interstitial  salpingitis  resulting 
from  a  cured  pyosalpinx  usually  involves  both  tubes,  whereas 
the  other  form  may  be  unilateral. 


TKEATMENT. 

153.  The  Acute  Stagre. — In  the  stage  of  acute  exacer- 
bation, the  treatment  should  be  the  same  as  that  outlined  for 
acute  catarrhal  salpingitis,  the  chief  object  being  to  allay  the 
acute  inflammatory  process  and  lessen  its  duration,  if  possible, 
and  also  to  diminish  the  pain  and  congestion  of  the  chronic 
stage.  Properly  a])plied,  vaginal  bipolar  faradization,  with  the 
current  from  the  longest  length  of  wire,  will,  if  persisted  in, 
undoubtedly  produce  the  desired  result  much  more  speedily 
and  satisfactorilv  than  anv  other  plan  of  treatment. 

154.  The  Chronic  Condition.— The  treatment  of  the 
chronic  condition  diffors  little  from  that  outlined  for  chronic 
catarrhal  sal])ingitis,  ])ut  it  must  be  made  more  vigorous,  and 
more  attention   must  be  given  to  the  uterus,  because  of  the 


§  10  ELECTRICITY  IN  GYNECOLOGY.  81 

chronic  endometritis,  which  is  almost  invariably  found 
associated  with  it.  The  hypertrophied  condition  of  the 
endometrium,  especially  about  the  entrance  of  the  tubes, 
furnishes  a  formidable  barrier  to  drainage  of  tlie  tubes,  and 
can  best  be  removed  by  a  careful  curettage  with  a  small  curette 
especially  adapted  for  clearing  out  the  comua.  Therefore,  as 
soon  as  the  acute  sensitiveness  has  been  overcome  by  the  appli- 
cation of  faradization  in  the  manner  referred  to  in  Art.  153, 
this  operation  should  be  done  as  described  in  Art.  75  et  aeq. 
The  after-treatment  will  consist  of  irrigation  of  the  cavity, 
when  necessary,  and  the  application  of  negative  electrolysis 
(10  milliamperes  for  5  minutes)  to  .the  canal  with  the  conical 
metallic  electrode  (Plate  V)  every  second  or  third  day.  This 
will  promote  drainage  from  the  uterus,  and  drainage  from  the 
tubes  as  well,  since  the  action  of  the  current,  conveyed  through 
the  muscular  structure,  which  is  continuous,  extends  to  the 
tubes.  These  applications  to  the  uterine  canal,  though  the 
strength  of  the  current  used  is  more  moderate,  are  far  more 
effectual  in  these  conditions  than  when  made  through  the 
vagina  directly  against  the  tube.  It  has  the  advantage  also 
of  acting  on  both  tubes  when  l)oth  are  the  seat  of  disease, 
whereas  the  vaginal  application  influences  chiefly  that  side  to 
which  it  is  applied.  When  the  disease  is  confined  to  one  tube, 
it  is  best  to  direct  the  point  of  the  uterine  electrode  toward 
that  side. 

155.  Vagrlnal  Bipolar  Faradization. — Vaginal  bipolar 
faradization,  made  as  stimulating  as  the  individual  condition 
permits,  is  em})loyed  each  time  after  the  galvanic  applications 
to  the  canal,  and  they  are  to  be  repeated  in  the  interv^al  every 
second  day  at  least,  if,  for  any  reason,  the  galvanic  applica- 
tions are  made  only  every  4  days  or  once  a  week,  the 
necessity  for  which  might  arise  if  undue  irritation  were  pro- 
duced, or  there  were  anv  evidence  of  cauterization  from  too 
frequent  application. 

156.  Intra-Ut^rlne  Applications. — Despite  the  asser- 
tion of  Apostoli  that  intra-uterine  applications  are  contra- 
indicated  in  inflammatory  conditions  of  the  appendages,  such 


( 
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applications  for  the  purpose  of  securing  drainage  are  not  only 
well  borne,  but  are  productive  of  much  good.  He  no  doubt 
refers  to  caustic  applications  to  the  endometrium,  and  the  use 
of  the  positive  pole,  which  has  erroneously  been  applied  to 
the  interior  of  the  uterus,  with  the  mistaken  idea  that  an 
astringent  application  is  required  for  overcoming  inflammation 
of  its  mucous  lining.  We  can  conceive  nothing  more  harmful 
than  such  applications  when  there  is  an  associated  tubal 
disease.  But  the  application  of  the  negative  pole,  with  a 
moderate  strength  of  current,  under  proper  conditions  and  a 
properly  executed  technique,  can  only  prove  beneficial. 

157.  Time  Required. — As  to  what  constitutes  a  cure 
and  the  time  required  for  it,  very  much  will  depend  on  the 
individual  case.  Simple  thickening  of  the  tube,  which  is 
patulous  at  the  uterine  end  and  free  (without  adhesions),  may 
be  considered  cured  when  the  diseased  process  has  been  so  far 
subdued  as  to  give  rise  to  no  symptoms  or  inconvenience,  and 
this  may  be  brought  about  in  a  few  months  by  judicious  treat- 
ment. The  abdominal  ostium  will  remain  sealed  if  it  is  so, 
but  this  is  not  significant,  since  it  will  give  no  trouble,  though 
the  tube  may  remain  functionally  useless. 

158.  If  the  tube  is  distorted  or  displaced  and  confined 
by  adhesions,  electricity  alone  is  powerless  to  remove  them. 
Judicious  manipulations  under  anesthesia  from  time  to  time, 
as  the  condition  improves,  combined  with  the  use  of  electricity 
in  the  interval,  will  often  remove  the  necessity  for  more  grave 
operative  interference,  whicli  latter  should  consist  in  forcible 
separation  of  the  adhesions,  or  their  division  with  the  knife 
through  an  abdominal  incision,  in  preference  to  sacrificing  the 
tube,  as  is  often  done  needlessly. 

The  treatment  of  such  conditions  will  necessarily  be  extended 
over  a  considerable  period.  It  is  understood,  of  course,  that 
these  views  apply  in  the  absence  of  any  complicating  condition, 
such,  for  instance,  as  incurable  ovarian  disease,  which  would 
preclude  the  possibility  of  a  cure. 
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end  of  the  tube  remains  patulous,  the  tube  will  drain  into  the 
uterus,  and,  under  favorable  conditions,  resolution  may  occur, 
but  this  end  may  also  become  obstructed  as  the  result  of 
inflammatory  hypertrophy.  The  secretion  is  then  retained, 
the  tube  becomes  distended,  and  a  pyosalpinx  is  the  r^ult. 
Obstruction  of  the  uterine  end  may  also  occur,  from  the  tube 
being  bent  on  itself  and  fixed  by  adhesions  or  exudations. 

162.  Dlagrnosis. — Purulent  salpingitis  gives  rise  to  a 
burning  sensation  and  dragging  pains  in  the  region  of  the 
affected  tube,  which  are  aggravated  by  standing  or  walking. 
Premenstrual  dysmenorrhea  is  more  pronounced  than  in  the 
other  varieties  of  salpingitis,  and  menorrhagia  is  frequent. 
Evidence  of  a  slow  general  sepsis  may  exist,  but  it  is  not  the 
rule.  A  purulent  or  mucopurulent  discharge  from  the  uterus 
would  be  significant,  indicating  a  septic  endometritifi,  which 
could  not  exist  long  without  involving  one  or  both  tubea 
When,  therefore,  such  discharge  is  discovered,  associated  with 
the  above  symptoms,  and  examination  reveals  tenderness  in 
the  region  of  one  or  both  tubes,  with  thickening  and  enlarge- 
ment, salpingitis  of  a  purulent  charcwjter  may  be  strongly 
suspected.  But  in  some  cases  it  will  not  be  possible  to  make 
an  accurate  diagnosis  unless  the  patient  is  anesthetized.  If  the 
tube  is  distended  or  much  enlarged,  or  the  uterus  is  displaced 
posteriorly,  it  will  be  less  diflBcult.  When  the  inflammation 
has  existed  for  any  length  of  time,  there  may  be  agglutination 
with  adjacent  structures,  or  fixation  from  organized  effusion, 
resulting  from  a  perisalpingitis,  and  it  is  frequently  impossible 
to  map  out  the  tubes.  Again,  both  tube  and  ovary  may  be 
surrounded  by  a  mass  of  exudation,  and  they  cannot  be  found, 
even  when  the  patient  is  anesthetized,  so  that  in  some  cases 
it  will  be  impossible  to  determine  the  extent  of  the  inflamma- 
tory process  in  the  tube  itself.  It  can  then  only  be  surmised. 
But,  if  the  tube  is  much  distended,  it  is  not  usually  difficult  to 
make  it  out  as  an  elongated,  tender,  fluctuating  swelling, 
occupying  a  position  posterior  to  the  uterus,  or  low  down,  to  one 
side  of  Douglas's  pouch.  Recurrent  attacks  of  i>el\'ic  peritonitis 
are  frequent,  and  often  endanger  the  life  of  the  patient. 
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TREATMENT. 

163.  Currents  Used. — When  the  tubes  are  in  a  condi- 
tion to  permit  drainage  into  the  uterus  by  removal  of  a  tempo- 
rary obstruction  at  the  uterine  end,  resulting  from  hypertrophy 
or  thickening  of  the  mucous  membrane,  either  in  the  tube  or 
around  its  orifice  in  the  uterine  cavity,  electricity  may  be 
employed  with  advantage  to  promote  this  end.  Its  application 
will  consist  in  moderate  negative  electrolysis  to  the  canal  of 
the  cervix  and  endometrium,  directed  particularly  toward  the 
affected  tube,  followed  by  bipolar  faradic  stimulation  through 
the  vagina,  which  promotes  discharge  of  accumulated  secretion 
from  the  tube  by  stimulating  contraction  of  the  surrounding 
structures,  producing  temporary  compression.  If  the  muscular 
structure  of  the  tube-walls  has  not  entirely  lost  its  tone,  which, 
however,  may  be  the  case  in  consequence  of  the  infiltration 
separating  the  muscular  bundles  becoming  organized,  faradic 
stimulation  will  induce  contraction,  and  thus  aid  materially  in 
emptying  the  tube  into  the  uterus.  Since  the  abdominal  ostium 
is  always  closed — actually  sealed — by  the  inflammatory  process 
early  in  the  course  of  the  disease,  there  is  no  chance  of  causing 
the  pus  to  be  forced  out  into  the  peritoneal  cavity.  In  these 
cases,  faradic  stimulation  cannot  be  relied  on  so  confidently  to 
relieve  pain  as  in  the  other  forms  of  salpingitis,  except  that  it 
may  cause  an  abatement  of  the  pain  by  emptying  a  distended 
tube  and  promoting  absorption  of  infiltration,  which  may  be 
producing  pain  by  pressure  or  distention. 

164.  Galvanic  Applications. — The  galvanic  application 
to  the  canal,  which  is  only  to  be  made  in  the  absence  of  any 
active  or  acute  inflammatory  action,  and  when  there  is  no 
elevation  of  temperature,  must  be  of  moderate  strength,  not 
more  than  from  5  to  10  milliamperes  for  5  minutes,  repeated 
only  every  third  day,  at  first,  and  the  electrode  sh6uld  be  of 
moderate  size,  so  as  not  to  produce  irritation  by  undue  disten- 
tion of  the  candl.  In  beginning  treatment,  it  is  always  best  to 
begin  with  faradic  stimulation  alone,  applying  it  every  day, 
and  not  begin  the  galvanic  applications  to  the  canal  until  the 
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case  has  been  under  observation  and  treatment  for  a  week. 
Thus,  much  of  the  infiltration  is  removed,  the  congestion  and 
extreme  sensitiveness  is  greatly  relieved,  and  there  is  less 
chance  of  the  application  provoking  irritation,  while  the  con- 
dition  is  more  favorable  for  it  to  promote  drainage. 

165.  Faradic  Applications. — The  faradic  applications 
are  to  be  made  in  the  same  manner  as  described  before,  taking 
care  to  produce  sedation  and  not  to  overstimulate  in  the 
banning;  but,  as  the  case  progresses  and  improves,  the  appli- 
cations are  made  more  stimulating.  There  is  no  doubt  that 
in  many  instances  it  is  best  to  institute  first  a  moderate  dilata- 
tion of  the  cervical  canal  and  careful  curettage  of  the  uterine 
cavity,  with  irrigation  as  a  preliminary  measure,  and  then 
follow  with  the  electrical  applications  to  maintain  and  prolong 
drainage  until  a  cure  is  accomplished  or  the  suppurative 
process  has  ceased. 

166.  Dralnasre. — Drainage  cannot  always  be  established 
in  these  cases;  indeed,  the  majority  of  pus-accumulations  in  the 
tube  have  already  perhaps  advanced  so  far  before  we  see  them 
that  nothing  short  of  a  radical  operation  will  afford  permanent 
relief;  but  we  cannot  always  be  certain  at  first  that  the  condi- 
tion is  such,  and  the  treatment  here  outlined  for  their  possible 
relief  will  certainly  put  the  patient  in  a  better  condition  for 
operation,  even  if  it  fails  of  the  other  object  sought.  Infiltra- 
tions and  even  firm  exudations  are  removed  in  whole  or  in  part, 
and  a  condition  more  favorable  for  an  operation  is  brought 
about.  Pus-accumulations  may  be  evacuated  through  the 
vagina  as  a  temporary  expedient. 

167.  Some  cases  manifest  an  absolute  intolerance  to  intra- 
uterine applicationi?,  which,  as  pointed  out  by  Apostoli,  is  of 
diagnostic  significance.  In  these  cases  the  application  is  fol- 
lowed by  pain  and  marked  evidence  of  irritation,  showing 
positive  contraindication  for  its  use,  and  the  application  should 
never  be  repeated.  These  cases,  however,  nearly  always  bear 
the  faradic  applications  well.  In  the  acute  stage,  and  in 
recurrent  attacks  of  acute  inflammation,  electricity  can  be  of 
little  value  in  these  cases  of  suppurative  salpingitis,  and  therefore 
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PAXnOLOCiY. 

169.  Where  infection  is  transmitted  from  the  tube,  the 
inflammatory  process  begins  as  a  perioophoritis,  and  later 
involves  the  deeper  structures;  but,  when  the  infection  is  trans- 
mitted through  the  lymphatics,  an  interstitial  oophoritis  is 
usually  the  initial  lesion.  When  the  disease  begins  as  a  peri- 
oophoritis, the  surface  is  covered  with  a  serous,  plastic,  or 
purulent  exudate,  according  to  the  character  of  the  inflam- 
matory process,  and  the  organ  is  enlarged.  In  the  plastic  and 
serous  type,  the  cortex  is  infiltrated  with  the  small  round  cells 
common  to  similar  inflammatory  processes  in  other  organs. 
In  the  purulent  variety,  pus-cells  predominate.  When  the 
inflammatory  action  begins  within,  the  same  elements  pervade 
the  organ,  their  character  depending  on  the  nature  of  the 
inflammatory  process,  whether  simple  or  septic.  Whether 
the  beginning  is  from  without  or  from  within,  the  whole  organ 
is  eventually  involved;  hence,  it  is  unusual  to  encounter  a  peri- 
oophoritis or  an  interstitial  oophoritis  separately.  When 
the  infiltration  is  non-purulent,  complete  resolution  may  take 
place,  or  sclerosis  may  result,  leading  to  atrophy,  or  the 
enlarged  follicles  may  be  converted  into  cysts  varying  greatly 
in  size. 

1 70.  Chronic  ovaritis  may  therefore  exist  as  a  condition  of 
hyperplasia,  atrophy,  or  cystic  degeneration.  In  the  hyper- 
plastic variety,  the  ovary  is  enlarged,  smooth,  and  hard.  It  is 
this  form  usually  that  is  found  prolapsed  from  increased  weight. 
In  the  atro])liic  variety,  the  ovary  is  small,  hard,  and  nodular, 
the  tunic  albuginea  })cing  thickened.  In  the  cystic  variety,  the 
stroma,  as  well  as  the  follicles,  is  involved.  The  surface  of  the 
ovary  is  studded  with  cysts,  and  presents  an  uneven  surface, 
the  cysts,  which  vary  in  size,  j)rojecting  above  the  surface. 

Purulent  infiltration  develops  into  abscesses  that  may  coalesce, 
converting  the  ovary  into  a  pus-sac.  Tlie  pus  may  be  trans- 
formed into  cheesy  masses  and  become  encysted,  or  suppuration 
may  continue  until  the  pus  finds  its  way  to  the  surface  and 
escapes  into   the   peritoneal  cavity.      If  it  escapes  slowly,  it 
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will  become  encapsulated  and  shut  oflf  from  the  general  peri- 
toneal cavity.  If  it  escapes  freely,  general  peritonitis  may 
supervene. 


l>IAGNOSIS. 

171.  Acute  Ovaritis. — The  diagnosis  of  acute  ovaritis  is 
extremely  difficult  and  frequently  impossible,  inasmuch  as  it  is 
so  intimately  associated  with  salpingitis  and  so  closely  resem- 
bles localized  peritonitis  in  its  clinical  characteristics.  There 
may  be  sharp  pain  in  one  or  both  ovarian  regions,  radiating  to 
the  back,  and  aggravated  by  the  erect  position  or  defecation. 
As  distinguished  from  that  of  peritonitis,  the  pain  is  more 
neuralgic  in  character,  and  is  apt  to  be  associated  with  pain 
down  the  thigh  on  the  corresponding  side.  Sympathetic  pains 
in  the  breast  are  frequent,  and  painful  menstruation  is  common. 
If  the  pain  is  localized  in  the  ovarian  region  and  is  unilateral, 
it  is  significant,  but  may  indicate  salpingitis  as  well.  Digital 
examination  will  elicit  nothing  definite,  on  account  of  the 
exquisite  sensitiveness.  An  accurate  diagnosis  of  the  actual 
scat  of  the  lesion  is  fortunately  unnecessary,  since  the  treatment 
would  be  the  same  in  any  one  of  the  conditions  likely  to  be 
confounded  with  it. 

172.  S^Tnptoms  of  Simple  Hyperemia. — In  simple 
hyperemia  with  enlargement,  and  in  the  chronic  form,  the 
symptoms  are  usually  less  marked.  There  is  a  dull  aching 
pain  in  one  or  both  ovarian  regions,  increased  by  standing 
or  walking.  The  j)ain  sometimes  radiates  down  the  thighs,  into 
the  hip  and  rectum,  and  sympathetic  pains  in  the  breast  are 
often  complained  of.  Intercourse  is  apt  to  be  painful,  especi- 
ally if  the  ovary  is  prolapsed,  acute  pain  being  set  up  and  lasting 
for  some  time  after,  even  when  the  ovary  is  not  prolapsed.  The 
pain  is  produced  by  the  acute  congestion  incident  to  the  act, 
and  continues  because  it  is  not  completed.  Defecation  is  often 
painful,  and  is  sometimes  followed  by  exhaustion.  There  is 
a  marked  tendency  to  hysteria.  Menstruation  is  irregular  and 
painful,  and  the  pain  is  apt  to  precede  and  follow  the  menstrual 
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discharge.  A  feeling  of  prostration  continuing  for  several  days 
after  the  discharge  has  ceased  is  not  an  uncommon  sequence, 
and  sterility  is  common. 

173.  Characteristics. — Physical  examination  will  dis- 
cover the  ovary  enlarged  and  sensitive,  either  at  the  side  of  the 
uterus  or  prolapsed  at  one  side  of  Douglas's  pouch.  Pressure 
upon  it  may  provoke  a  sickening  sensation.  In  stout  subjects, 
with  thick  abdominal  walls,  examination  under  anesthesia  will 
afford  a  more  satisfactory  diagnosis.  An  enlarged  ovary  is  to 
be  distinguished  from  tubal  enlargement  due  to  distention, 
by  its  being  more  globular  in  shape  and  occupying  a  position 
somewhat  more  removed  from  the  uterus,  and  there  is  no 
fluctuation  unless  there  is  an  abscess.  An  enlarged  ovary  is 
distinguished  from  exudation  in  the  broad  ligament  by  its 
being  more  circumscribed,  less  closely  related  to  the  vaginal 
vault,  and  there  is  less  fixation  of  the  uterus.  An  inflamed 
ovary  may  be  mistaken  for  a  small  lateral  fibroid  of  the  uterus 
or  fibroid  of  the  ovary  or  tube,  but  it  is  softer  and  morje  sensitive 
to  pressure,  and  gives  rise  to  more  discomfort.  Feces  in  the 
rectum  may  be  a  source  of  confusion,  but  it  usually  indents 
upon  pressure,  is  not  sensitive,  and  disappears  on  emptying 
the  rectum. 


TREATMENT. 

174.  Acute  Non-Suppuratlve  Ovaritis. — In  acute 
non-suppurative  ovaritis,  vagmo-abdominal  faradization  with 
the  positive  pole  in  the  vagina,  and  with  the  current  from  the 
total  length  of  both  fine- wire  coils  applied  in  a  manner  to 
produce  sedation  (see  Technique  and  Physiology  of  OoU-Our- 
rents),  affords  marked  relief  of  the  pain  and  hyperemia, 
acting  in  the  same  manner  as  does  faradization  for  orchitis. 
Perfect  quiet  in  bed  must  he  enjoined,  and  the  bowels  must 
be  kept  relaxed.  The  applications  are  made  twice  a  day, 
and  are  continued  for  15  or  20  minutes  each  time.  In 
the  interval,  ice  may  be  applied  to  the  abdomen  over  the  seat 
of  the  ovary. 
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provided  the  cause  of  congestion  and  impaired  circulation  is 
discovered  and  removed.  If  the  ovary  is  prolapsed,  it  must  be 
replaced  with  the  patient  in  the  knee-chest  position,  and  soft 
elastic  tampons  must  be  arranged  in  the  vagina  to  support  it. 
This  is  done  immediately  after  each  application,  and  the 
tampons  must  remain  in  position  until  the  next  application. 
If  there  is  backward  displacement  of  the  uterus,  this  must  be 
permanently  corrected,  by  operation  if  necessary.  If  the  uterus 
is  movable,  and  can  be  retained  in  proper  position  by  a  pessary, 
the  round  ligaments  should  be  shortened.  If  it  is  fixed  by 
adhesions,  the  abdomen  should  be  opened,  the  adhesions  about 
the  uterus  and  ovary  separated  so  as  to  free  them  perfectly, 
and  the  uterus  suspended  from  the  anterior  abdominal  wall.* 
The  great  majority  of  patients  suffering  from  chronic  ovaritis 
and  ovarian  neuralgia  can  be  restored  to  a  life  of  comfort, 
happiness,  and  usefulness  by  the  plan  of  treatment  outlined, 
and  unless  degenerative  structural  changes  have  taken  place,  a 
radical  cure  may  be  effected. 

179.  Hyperplastic  Chronic  Ovaritis. — In  the  hyper- 
plastic variety  of  chronic  ovaritis,  it  will  be  necessary  to  employ 
galvanism  in  conjunction  with  faradization.  The  positive  pole, 
connected  with  the  carbon- ball  electrode  and  well  protected  by 
a  thick  covering  of  cotton,  and  wetted,  is  placed  against  the 
ovary  in  the  vagina.  The  negative  is  attached  to  a  felt-pad 
electrode  and  placed  on  the  lower  abdomen  over  the  seat  of  the 
diseased  ovary.  A  current  of  from  15  to  30  milliamperes  is 
used  for  10  minutes  every  second  day,  and  is  followed  by 
faradization  given  through  the  same  electrodes.  When  struc- 
tural changes,  such  as  atrophy  or  cystic  degeneration,  have 
occurred,  the  prognosis  is  by  no  means  encouraging. 

180.  Atrophic  Chronic  Ovaritis. — In  the  atrophic 
variety,  the  negative  pole  of  the  galvanic  current  is  applied 
against  the  ovary  in  the  vagina  by  means  of  a  cotton-protected 
electrode,  and  the  positive  is  applied  over  the  lumbar  region. 


*For  a  description  of  boili  of  these  operations,  soe  "Technique  of 
Surgical  Gynecology,"  by  Augustin  H.  Goelet,  M.  D. 
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A  current  of  from  30  to  50  milliamperes  may  be  employed 
every  second  or  third  day,  and  the  faradic  current  following  it 
applied  through  the  same  electrodes  with  the  same  direction  of 
current — that  is,  with  the  negative  pole  in  the  vagina,  and  the 
positive  on  the  back.  A  5-  to  10-minute  application  will 
sufiQce,  and  the  current  should  be  made  as  stimulating  as  can 
be  comfortably  borne,  the  object  being  to  stimulate  increased 
nutrition  of  the  organ  without  provoking  undue  irritation. 
Many  of  these  cases  improve  greatly  under  this  plan  of  treat- 
ment, but  it  is  doubtful  if  anything  like  a  cure  can  be  brought 
about.  In  view  of  the  fact,  however,  that  the  diagnosis  in 
these  cases  is  always  doubtful,  it  is  worthy  of  trial  before 
resorting  to  radical  measures.  The  same  holds  good  of  cystic 
degeneration,  though  the  treatment  will  dififer  somewhat  from 
that  used  for  the  atrophic  variety. 

181.     Cystic    Begreneration    of   the    Ovary.  —  When 

cystic  degeneration  of  the  ovary  can  be  diagnosed,  the  positive 
pole  of  the  galvanic  current  should  be  applied  against  the 
ovary  in  the  vagina,  and  the  negative  over  the  lumbar  region. 
A  comparatively  strong  current  should  be  employed..  In  the 
beginning,  not  more  than  30  to  40  milliamperes  will  be 
tolerated,  and  this  is  applied  for  5  minutes  every  second  or 
third  day.  Later,  the  strength  of  the  current  may  be  increased 
to  50  or  60  milliamperes.  Faradization  by  the  bipolar  method 
in  the  vagina  should  follow  these  applications  always,  and 
tampons  to  support  the  ovary  when  necessary  should  be 
employed.  The  static  induced  current,  applied  in  the  same 
manner  as  the  fariulic,  with  one  pole  in  the  vagina  and  the 
other  over  the  lumbar  region,  will  sometimes  afiford  relief 
when  the  faradic  fails,  or  is  not  well  borne.  These  applica- 
tions may  be  given  every  day  for  awhile,  when  necessary  to 
relieve  persistent  pain.  Finally,  if  these  measures  fail  of  relief, 
the  ovary  may  be  brought  down  through  a  vaginal  incision 
posterior  to  the  cervix,  the  cysts  punctured,  and  the  ovary 
returned  into  the  peritoneal  cavity.  Then  electricity  may  l>e 
employed  in  the  manner  described  above,  with  better  chance 
for  success. 
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This  procedure  is  always  of  doubtful  utility.  In  many 
instances,  nothing  short  of  exsection  of  the  whole  or  a  part 
of  the  ovary  will  suffice. 


OVARLAJN'  NEURAIiGIA. 

182.  It  is  doubtful  if  it  is  often  possible  to  demonstrate  a 
true  neuralgia  of  the  ovary  apart  from  congestion  or  actual 
inflammation  of  the  organ,  or  cystic  degeneration,  yet  there  are 
cases  where  it  is  impossible  to  designate  the  unaccountable, 
excessive,  and  harassing  pain  localized  in  the  ovary  by  any 
other  name.  It  seems  to  have  a  purely  neurotic  origin,  and  is 
observed  chiefly  in  subjects  of  highly  nervous  temperament, 
being  called  forth  by  such  conditions  as  exposure  to  cold  and 
dampness,  and  malarial  influences  that  are  well-recognized 
causes  of  neuralgia  in  other  parts  of  the  body.  Very  often 
pain  in  the  region  of  the  ovary  is  produced  by  adhesions  pro- 
ducing constriction  or  dragging  upon  it. 


ETIOLOGY. 

183.  Neuralgia  of  the  ovary  is  apt  to  occur  in  hysterical 
subjects  and  those  that  are  susceptible  to  emotional  excitement, 
which,  as  is  often  observed,  will  precipitate  an  attack  in  those 
that  have  suffered  with  it.  Exposure  to  cold  and  dampness,  as 
well  as  malarial  influences,  are  also  exciting  causes.  There  can 
be  no  doubt  that  conditions  tending  to  provoke  sudden  hyper- 
emia of  the  ovary,  as  unrelieved  sexual  excitement,  and  exces- 
sive, prolonged,  and  too  frequent  coition,  act  as  exciting  causes. 
When  an  active  sexual  life  is  suddenly  terminated,  as  by  death 
or  absence,  the  enforced  sexual  inactivity  will  frequently  pro- 
duce neuralgia  of  the  ovary  of  a  most  annoying  character,  the 
cause  of  wliich  is  most  often  wholly  unrecognized  and  unsus- 
pected by  the  subject. 

Neuralgia  is  produced  also  by  pressure  upon  the  ovary  of  a 
tumor  or  the  contents  of  the  rectum  when  the  feces  are  hard, 
and  the  uterus  is  displaced  posteriorly  if  the  ovary  is  prolapsed 
and  becomes  compressed  between  them.  When  the  ovary  is  con- 
fined by  adhesions,  especially  in  cases  of  fixed  retrodeviations 
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of  morphin  (J  grain)  and  sulfate  of  hyoscyamin  (j^-^  grain). 
Under  the  influence  of  this  anod3nie,  galvanism  and  faradism 
may  be  administered  to  ward  off  a  return  of  the  pain  when  the 
effect  of  the  medicine  wears  off,  otherwise  it  would  not  be  tol- 
erated during  the  acute  attack.  This  is  not  always  the  case, 
and  in  many  cases  faradization  may  be  employed  during  the 
height  of  the  pain  or  nerve-storm,  and  galvanism  may  be  used 
also  if  a  mild  current  (10  to  15  milliamperes)  is  applied. 

186.  Galvanic  Treatment. — In  applying  galvanism,  the 
carbon- ball  electrode,  wrapped  with  cotton  and  thoroughly  wetted 
and  soaped,  is  passed  gently  into  the  vagina,  and  placed  against 
the  ovary;  while  the  external  electrode,  a  pad  the  size  of  the 
hand,  is  placed  over  the  ovary  on  the  affected  side,  or  on  the 
lumbar  region.  The  positive  pole  is  connected  with  the  electrode 
in  the  vagina,  and  the  strength  of  the  current  must  be  sufficient 
to  produce  an  agreeable  warmth  under  the  external  electrode, 
without  the  slightest  ache  or  uneasiness  within,  at  the  location 
of  the  other  pole.  The  amperage  that  may  be  employed  will 
vary  from  10  to  30  or  40  milliamperes,  according  to  the  indi- 
vidual susceptibility.  The  current  is  turned  on  very  gradually, 
until  the  maximum  is  reached;  it  is  continued  for  5  minutes,  and 
is  then  turned  off  as  gradually  as  it  was  turned  on.  Through  the 
same  electrodes,  without  disturbing  them,  the  faradic  current  is 
used  afterwards.  A  very  sedative  current  must  be  employed, 
and  it  must  be  continued  for  10  or  15  minutes,  at  least.  These 
applications  may  be  repeated  once  or  twice  a  day,  as  will  be 
found  to  be  required  for  keeping  the  pain  in  subjugation. 
When  relief  is  obtained,  the  intervals  may  be  lengthened. 

187.  Strength  of  Current  Used. — In  chronic  neural- 
gia, where  the  attacks  of  pain  are  not  of  an  acute  character, 
the  strength  of  the  galvanic  current  may  be  25  to  40  milli- 
amperes to  ])egin  with,  and  the  applications  may  be  made  only 
every  second  day.  But  sometimes  during  the  acute  attack, 
only  the  faradic  current  will  be  tolerated,  and  then  it  will  be 
best  to  employ  the  bipolar  method  of  application  to  the  vagina, 
connecting  the  positive  ])ole  with  the  extremity  of  the  electrode 
placed  against  the  ovary. 
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The  same  treatment  may  be  adopted  also  when  the  neuralgia 
is  due  to  pressure  of  a  tumor  or  to  adhesions,  until  the  neces- 
sary preparation  can  be  made  for  obviating  the  condition  by 
operation.  The  relief  obtained  by  freeing  the  ovary  from  con- 
stricting adhesions,  and  bringing  a  retrodisplaced  uterus  for- 
wards and  suspending  it  properly  from  the  anterior  abdominal 
wall,  is  often  truly  wonderful.  Cases  with  a  most  unfavorable 
outlook,  when  the  patient  has  had  years  of  the  most  severe 
torture,  are  immediately  restored  to  perfect  health  and  comfort 
even  where  it  would  appear  that  the  ovary  must  be  hopelessly 
enlarged.  The  organ  regains  its  normal  size,  functionates 
properly,  and  sterility  is  overcome. 


SEQUELS    OF    SALPINGITIS. 


HYDROSA  L.PINX. 

188,  When  the  tube  ceases  to  drain  into  the  uterus,  in 
catarrhal  salpingitis,  owing  to  obstruction  at  the  uterine  end, 
the  abdominal  ostium  being  previously  occluded,  the  secretion, 
which  is  greatly  increased  by  the  inflammatory  process,  is 
retained,  and  the  tube  gradually  becomes  distended.  This 
cystic  distention  of  the  tube  with  fluid  is  designated  hydro- 
salpinx. Some  authorities  believe  that  hydrosalpinx  occurs 
likewise  from  a  long-standing  pyosalpinx,  the  pus  having 
become  disintegrated,  being  of  a  mild  infective  character  from 
the  start.  Most  frequently,  however,  it  results  from  catarrhal 
salpingitis.  The  obstruction  at  the  uterine  end  may  be  caused 
by  simple  infiltration  of  the  mucous  membrane,  or  from  a  more 
permanent  thickening  due  to  hypertrophy,  or  the  tube  may  be 
bent  upon  itself  and  confined  by  adhesions  in  an  abnormal 
position  behind  the  uterus,  where  it  is  usually  found  when 
much  distended.  The  distention  causes  the  walls  to  be  greatly 
stretched  and  thinned  out,  so  much  so  that  they  are  sometimes 
very  easily  ruptured  l»y  manipulations. 
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DIAGNOSIS. 

189.  The  diagnosis  is  usually  easy,  particularly  when 
there  is  much  distention,  the  tube  being  made  out  as  an  oblong 
fluctuating  tumor,  usually  occupying  a  position  posterior  to  the 
uterus.  The  fluctuation  is  of  a  different  character  from  that  of 
a  pus  accumulation,  convepng  the  impression  to  the  practiced 
touch  of  the  presence  of  a  thin  fluid  within  the  cyst.  The 
history  of  the  case  and  the  condition  of  the  endometrium  should 
also  furnish  a  clue  to  the  character  of  the  accumulation  in 
the  tube.  A  hydrosalpinx  is  very  much  less  apt  to  be  adherent 
than  a  pyosalpinx,  and  when  so,  the  adhesions  are  less  firm, 
owing  to  the  absence  of  perisalpingitis,  which  is  so  frequent 
in  suppurative  salpingitis. 


TREATMENT. 

190.  Wheri  the  tube  is  only  temporarily  obstructed,  as  by 
infiltration  or  hypertrophy  of  the  mucous  membrane,  there  is 
a  considerable  chance  that  drainage  into  the  uterus  may  be 
reestablished  and  a  cure  of  the  condition  brought  about. 
Of  course,  the  tube  would  remain  functionally  useless,  because 
the  abdominal  ostium  is  permanently  sealed.  If,  however,  it  is 
bent  upon  itself  and  bound  down  by  adhesions,  treatment  will 
avail  nothing  except  perhaps  to  give  temporary  relief,  unless 
the  adhesions  are  slight  and  they  can  be  separated;  this  is 
seldom  possible  without  opening  the  peritoneal  cavity  either 
through  the  abdomen  or  the  vagina.  The  treatment  to  be 
instituted  for  establishing  drainage  in  these  cases,  when  it  is 
possii)le,  has  already  been  outlined  under  Chronic  Catarrhal 
Salpingitis  aud  consists  of  negative  galvanic  applications 
to  the  whole  uterine  canal,  directed  toward  the  diseased 
side,  followed  by  bipolar  faradization,  in  the  manner  already 
outlined. 

PYOSAT.PINX. 

191.  When  the  tube  is  distended  by  pus  it  is  designated 
pyosalpinx.  This  distention  occurs  as  the  result  of  obstruc- 
tion of  the  uterhie  end  of  the  tube  in  the  course  of  a  suppurative 
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carefully,  especially  at  the  comua  where  the  tubes  enter,  with 
the  dull  curette,  treat  the  external  os  with  the  sharp  curette  to 
remove  hypertrophied  granulations  that  form  a  barrier  to 
drainage,  and  irrigate  with  a  mild,  warm,  antiseptic  solution 
that  is  not  astringent  (a  1-per-cent.  solution  of  lysol  will  serve 
the  purpose  well).  Then  insert  a  strip  of  sterile  iodoform- 
gauze,  pack  it  carefully  into  each  comu,  and  loosely  into  the 
remainder  of  the  cavity,  and  in  the  canal  of  the  cervix,  and  let 
one  end  project  into  the  vagina,  which  is  filled  loosely  with 
another  piece  of  the  same  gauze.  This  should  be  permitted  to 
remain  for  24  or  36  hours  only,  because  it  ceases  to  drain  when 
it  becomes  saturated,  and  pus  discharged  from  the  tube  may 
accumulate  above  it  and  become  absorbed  or  provoke  irritation.. 
It  is  then  removed,  the  cavity  is  irrigated  with  the  same  solu- 
tion as  before,  and  fresh  gauze  is  inserted.  This  should  be 
repeated  every  day  for  a  week,  when  the  gauze  may  be  omitted 
'  and  the  irrigation  continued  as  long  as  there  is  any  discharge 
of  pus  from  the  uterus.  Negative  galvanic  applications  to  the 
canal  (not  exceeding  10  milliamperes  for  3  or  5  minutes)  may 
then  be  used  to  maintain  drainage  from  both  the  tube  and  the 
uterus,  if  drainage  of  the  tube  has  been  established;  and 
bipolar  faradization  applied  to  the  vagina  will  promote  the 
absorption  of  exudates,  remove  infiltration  and  congestion,  and 
promote  drainage  as  an  auxiliary  agent  by  stimulating  con- 
traction of  the  tube-walls  and  uterus. 

194.  When  this  [)lan,  to  begin  with,  is  not  always  permis- 
sible, since  it  may  be  objected  to  or  cannot  be  conveniently 
arranged  for,  much  may  be  accomplished  in  the  way  of  prelim- 
inary treatment,  which  sometimes  results  in  establishing 
drainage  from  the  tube,  and  may  even  remove  the  necessity  of 
the  procedure  contemj)lated.  Bipolar  faradization  to  the 
vagina  should  first  he  employed,  to  remove  as  much  of  the 
congestion  an<l  infiltration  as  possible,  and  prepare  the  way  for 
the  negative  galvanic  applications  to  follow.  These  latter  may 
be  employed  as  early  as  we  can  reasonably  be  certain  that  they 
will  not  provoke  irritation,  and  they  should  at  first  be  made 
every  third  or  fourth  day.     Meantime  the  use  of  glycerin  in 
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the  vagina,  with  carefully  adjusted  tampons  to  lift  and  support 
the  uterus  and  prolapsed  tubes  without  exerting  undue  pressure 
upon  sensitive  points,  will  be  a  material  aid.  They  may  be 
inserted  immediately  after  every  electrical  application,  the 
patient  being  placed  in  the  knee-chest  position  for  their 
better  adjustment. 

195.  At  first  the  tampon  should  consist  only  of  a  strip  of 
absorbent  gauze,  about  2J  or  3  -inches  wide  and  a  yard  long, 
with  a  string  attached  at  one  end.  The  glycerin  (from  3iii 
to  3iv)  is  poured  into  the  vagina,  and,  on  account  of  the  position 
of  the  patient,  it  collects  at  the  vaginal  vault  about  the  cervix, 
just  where  it  is  wanted.  The  gayze  is  then  inserted  and 
adjusted  carefully  about  the  cervix  so  as  not  to  exert  pressure. 
Glycerin  employed  in  this  manner  effects  considerable  depletion, 
owing  to  its  power  to  absorb  moisture,  by  causing  a  watery 
transudation  through  the  vaginal  wall.  It  also  favors  drainage 
from  the  uterus  when  applied  upon  absorbent  gauze. 

When  improvement  of  the  condition  permits,  the  quantity  of 
gauze  inserted  into  the  vagina  is  increased  so  as  to  furnish  more 
and  more  support.  The  lifting  up  of  these  prolapsed  tubes, 
while  the  application  of  electricity,  as  outlined  in  Art  193, 
is  being  made,  is  a  further  aid  in  establishing  drainage.  If 
drainage  of  the  tube  cannot  be  brought  about  in  this  manner, 
it  should  be  removed  through  an  abdominal  or  vaginal  incision. 


IIEMATDSAIiPINX. 

196.  When  blood  accumulates  in  the  tube  and  is  retained, 
distending  it,  the  condition  is  designated  hematosalpinx. 
Some  authorities,  notably  Bland  Sutton,  believe  that  retained 
hemorrhage  within  the  tube  nearly  always  results  from  tubal 
gestation;  yet  such  distention  of  the  tube  may  occur  as  the 
result  of  retained  menstrual  blood,  or  from  hemorrhage  into 
the  tube  occurring  in  the  course  of  salpingitis.  According 
to  Garrigues,  certain  exanthematous  and  infectious  diseases, 
phosphorous  poisoning,   extensive  burns,  and  diseases  of  the 
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heart,  lungs,  and  kidneys  may  cause  slight  hemorrhage  into 
the  tube.  The  term  is  rather  loosely  employed,  but  should  be 
limited  to  designate  accumulated  hemorrhage  into  the  tube  other 
than  that  associated  with  tubal  gestation. 

197.  In  some  instances  the  blood  is  not  coagulated,  but 
retains  its  fluid  character  because  of  the  admixture  of  alkaline 
secretion  from  the  tube;  in  other  instances,  it  forms  a  firm 
coagula,  or  is  formed  in  fibrinous  layers  due  to  successive 
hemorrhages.  Then  again  it  may  be  a  thick  sirupy  mass,  or 
may  be  mixed  with  pus.  This  condition  is  very  often  mistaken 
for  hematoma  or  hemorrhage  between  the  layers  of  the  broad 
ligament,  but  it  is  very  much  more  clearly  defined,  and  does 
not  as  a  rule  displace  the  uterus  laterally,  as  does  hematoma, 
because  its  expansion  upwards  is  unimpeded.  When,  however, 
it  develops  in  a  tube  posterior  to  the  uterus,  that  organ  is  dis- 
placed forwards.  But  the  condition  in  this  location  should 
never  be  confused  with  hematocele — hemorrhage  into  the  pelvic 
peritoneal  cavity  represented  by  Douglas's  pouch  as  the  lowest 
portion — which  is  never  a  well-defined  tumor,  and  is  always 
considerably  larger  than  a  hematosalpinx. 


TREATMENT. 

198.  Positive  Galvanic  Applications. — When  the 
hemorrhage  terminates  before  producing  rupture  of  the  tube- 
wall,  and  there  is  no  purulent  contamination,  the  blood  will, 
in  time  and  under  favorable  conditions,  be  absorbed  unaided, 
though  absorption  nmy  be  stimulated  and  hastened  by  appro- 
priate treatment.  Where  there  is  evidence,  when  the  case 
comes  under  observation,  that  hemorrhage  is  still  in  progress, 
it  may  be  arrest al  by  confining  the  patient  to  the  recumbent 
posture  and  using  positive  vagino-abdominal  galvanic  applica- 
tions, 20  to  40  niillianiperes,  for  o  minutes  every  day  for  3  or 
4  davs,  then  everv  sev^'ond  dav  for  a  week,  when  measures 
may  be  instituted  to  slinuilaie  absorption,  as  will  he  described 
further  on.     The  positive  pole  is  applied  against  the  mass  in 
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H4M,  UAUpwihg  it;  f«irii(ii<;  iiiimuliUion  with  the  positive  pole 
i'j}nhtiiU:ti  with  ihi$  vttginiil  electrod<^  i«  employed,  as  already 
i|AM<;rilK'<i.  Whi^n  iUtt  galvanic  ciirrenU  provokes  irritation 
ot  tht)  vagiiml  siirfai'^,  iiM;i^Miitating  its  temiKirary  diacon- 
IJnuaiM:«i,  fai'ttdii:  MtJMiulatiort  may  he  continues!  with  both 
\ni\iin  in  iUii  vagiiiii  (hi|H>lar  method).  If  there  is  evidence 
uf  iUti  ttdmixturH  of  puti  with  i\u^  hlood  in  the  tube,  which 
ijonlii  only  \m  Munpeitttid  if  a  small  quantity  is  discharged 
into  tlia  uUtriiM  from  time  to  time,  the  attempt  should  be 
mmiu  to  promote  drainage  into  the  uterus  by  using  the 
nagative  pole  in  the  canal,  followed  by  bipolar  faradic 
stiuailation  as  dtmcrihed  under  Hydrosalpinx  and  Pyosalpinx. 
When  the  heuu^rrhage  has  ceased,  there  will  no  longer  be  any 
ntHH^stiity  (or  (uintlnlng  the  putiont  to  the  recmmbent  position, 
ami  thu  trtuitmunt  oan  he  nutre  conveniently  carried  out  at 
the  pl^ysloiun*a  uttloe,  prtwideil  the  general  condition  of  the 
l^^tii^nt  peru\itM  it. 

UOl«  IrrltfHlUm  of  tlu^  VHirtnA«— As  an  auxiliary  to 
(his  pliMx  o(  livatmont^  copious  irrigation  ot  the  vagina  with 
hot  \Hatva\  t\^  whioh  i^i  tuUle^l  muriate  of  ammonia  in  the 
)u\^lH4tUm  vvf  a  hm}un>;  tt^4Ui|HKuiful  tv>  the  quart  (using  at 
U>^t  ik  gaUvuO»  ukuv  Iv  ompK\v\\l  every  night  after  she  has 
vvtiiwl.  U  the  vxuulilivMi  rxnuHiu*  unohAugevl  v>r  abeorpdoa 
iii  v^nU  jvAVtiallv  swuixxK  il  ut^v  be\vme  nevxtssarv  to  opea  the 
tuW  lhi\^u^h  iho  Y^miui,  cmptY  ii^  auvl  drain  the  sac*  but  this 
will  iK»^  Ik*  iHWvNSiUv  if  the  oaise  is  sev'n  early  enough*  unless 
ihciv  K^  v\»nUi'.uii>;uiv>2\  with  pus  and  it  oaunot  be  dniined  into 
I  So  v:u:v.v  Tr-.c  .ui\i.>.il»:-:iy  v»x  o^viii::^  siiiJ  draining  these 
Ui^vvs  '.'  -vv  '.■'..•  \:t5;i!ia  '.s  A.\^iiNs  <.;\u-stioiiabIe»  more  espeeiallj  if 
■,'•0   . .:  V    -^  i.v^    iv'/.'CvVii-  .i.- *.i  :!x'  ivi'-iC  Ci  i:ivLsioii  is  noc  shut 

.\c  ;v',^  .'v..     ^v"  ...  X    \wv  >vv«.'i:-c    r.siiLCvieu  jiiid  pp'^Lipeed. 

y-.'.  V. .;..*. c.\     >..v»-     *    A  .  V    'v  ■'i     ';vu:•^    .'.."N.i.^    tt.VISIS^  Slid    it    IS 
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POST-INFI.AMMATORY  PBIiVIC   EXUDATIONS. 

202.  As  a  result  of  inflammation  in  and  around  the  ovaries, 
tubes,  and  uterus,  involving,  in  some  instances,  the  peritoneum 
covering  these  organs,  and  sometimes  the  connective  tissue  of 
the  broad  ligament,  a  fibrinous  exudation  remains  and  will 
constitute  a  distinct  mass  or  tumor.  Inflammation  of  the 
peritoneum  and  of  connective  tissue  are  often  blended,  and 
frequently  the  exudation  involves  both  structures;  but  some- 
times there  will  be  found  a  distinct  mass  in  which  either  one  or 
the  other  is  separately  involved,  depending  on  the  origin  and 
nature  of  the  initial  infection  or  inflammatory  process. 

203.  When  the  infection  spreads  from  the  uterus  through 
the  medium  of  the  lymphatics,  which  is  more  apt  to  occur  in 
puerperal  cases  where  the  streptococci  and  staphylococci  pre- 
vail, the  pelvic  connective  tissue  is  more  often  involved  sepa- 
rately, and  the  resulting  exudation  is  confined  to  the  broad 
ligaments.  But  when  the  inflammation  spreads  to  the  tubes 
through  the  continuity  of  their  mucous  membrane — a  course 
that  results  when  the  gonococci  prevail — the  pelvic  peritoneum 
is  primarily  involved,  and  the  exudation  is  more  often  found 
outside  of  the  broad  ligament.  Yet  an  inflammation  beginning 
in  the  connective  tissue  may  spread  to  the  surrounding  peri- 
toneum, and  inflammation  of  the  peritoneum,  particularly  when 
it  proceeds  from  a  salpingitis,  may  also  involve  the  connective 
tissue  of  the  broad  ligament.  The  pelvic  peritoneum  may 
likewise  become  inflamed  in  septic  salpingitis  of  other  than 
gonorrheal  origin,  and  even  in  catarrhal  salpingitis  (though 
rarely  in  the  latter),  and  an  exudation  tumor  may  result.  The 
tube,  ovary,  and  sometimes  a  knuckle  of  an  intestine  or  the 
appendix  may  be  included  in  the  mass  of  exudation,  resulting 
from  a  localized  peritonitis  surrounding  these  structures.  This 
usually  constitutes  the  exudation  tumor  following  this  form  of 
inflammation,  and  is  probably  most  frecjuently  met  with. 

Whatever  the  result,  the  inflammatory^  process  in  these  cases 
has  its  origin  in  the  uterus,  in  by  far  the  great  majority  of  cases, 
and  we  may  expect  to  find  a  condition  there  that  demands 
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attention.  Therefore,  at  some  stage  in  the  course  of  the  treat- 
ment— depending  on  the  condition  prevailing — attention  must 
be  directed  toward  overcoming  the  disease  of  the  endometrium. 

204.  Diagnosis.  —  The  diagnosis  of  these  exudation 
tumors  is  not  always  simple;  yet  they  present  certain  charac- 
teristics that,  taken  in  conjunction  with  the  history  of  the  case, 
should  serve  to  distinguish  them  with  some  degree  of  certainty. 
They  are  hard,  unless  suppuration  has  occurred  and  abscess 
has  formed,  and  they  are  immovable.  Exudation  in  the  broad 
ligament  is  usually  firmer  than  that  outside  in  the  peritoneal 
cavity,  including  the  tube,  which  is  apt  to  be  distended;  it  is 
situated  to  the  side  of  the  uterus  and  often  closely  connected 
with  it,  whereas  the  other  is  more  apt  to  be  somewhat  posterior 
to  the  uterus  from  prolapse  of  the  tube  and  ovary.  They  pro- 
duce little,  or  no  displacement  of  the  uterus,  as  do  hematocele 
and  hematoma  of  the  broad  ligament,  which  appear  suddenly 
and  usually  absorb  more  rapidly. 


TREATMENT. 

205.  Bipolar  Faradization. — When  the  exudation  is 
soft  and  recent,  as  a  serous  infiltration,  stimulating  applications 
of  bipolar  faradization  applied  every  day  for  10  or  15  minutes 
will  produce  rapid  absorption.  The  current  from  the  whole 
length  of  the  fine- wire  coil  (No.  36)  should  always  be  used 
first  (see  Art.  50),  and  the  strength  should  be  rapidly  increased 
until  it  produces  noticeable  contraction  of  the  vagina  and  the 
patient  feels  the  contraction  distinctly,  but  it  should  not  be 
made  strong  enough  to  produce  pain.  It  is  held  at  this  point 
for  a  few  moments,  and  when  the  patient  can  bear  more, 
or  the  contraction  becomes  weaker,  the  strength  is  increased. 
Throughout  the  application,  the  strength  of  the  current  must 
be  maintained  at  a  point  where  the  greatest  possible  amount 
of  stimulation  is  produced  without  giving  actual  pain  or  pro- 
ducing any  degree  of  actual  discomfort  or  irritation.  Nothing 
will  be  required  in  the  interval  between  the  daily  applications, 
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moro  than  a  quarter  ot  an  inch.  These  punctures  will  not 
produce  suppuration  if  absolute  cleanliness  has  l>een  observed 
in  every  detail.  The  instrument  and  hands  of  the  operator 
should  both  be  sterilized.  After. the  operation,  a  loose  tampon 
of  moist  iodoform-gauze  is  placed  in  the  vagina,  and  changed 
after  48  hours.  These  punctures  should  be  repeated  only  once 
a  week,  but  should  not  be  persisted  in  if  they  do  not  make 
any  material  impression  on  the  deposit.  Should  suppuration 
occur  at  the  seat  of  puncture,  the  opening  must  be  kept  free 
by  inserting,  if  necessary,  an  electrode  (the  smallest  dilating 
electrode,  Plate  V)  connected  with  the  negative  pole  of  the 
galvanic  current,  and  using  10  or  15  milliamperes  for  5 
minutes.  The  cavity  is  then  washed  out  freely  with  a  1-per- 
cent, solution  of  lysol,  or  peroxid  of  hydrogen  may  be  used 
for  this  purpose.  Afterwards,  a  loose  tampon  of  moist 
iodoform-gauze  is  placed  against  the  puncture-seat  in  the 
vagina,  which  favors  drainage  by  capillary  action;  or  a 
drainage  tube  may  be  inserted,  and  iodoform-gauze  packed 
loosely  around  it. 

If  the  tube  and  ovary  are  involved  in  the  exudation,  it  will 
not  be  safe  to  resort  to  puncture.  Hence,  when  these  cases 
resist  treatment,  an  abdominal  or  vaginal  section  will  probably 
be  required  for  the  removal  of  the  diseased  structures.  This 
method  of  electrical  treatment  may  often  be  employed  to 
advantage  preparatory  to  an  operative  procedure  of  this  kind, 
since  it  serves  to  clear  up  the  exudation  and  put  the  parts  in 
better  condition  for  operation. 


HEMATOMA   AND   HEMATOCELE. 

208.  Effusion  of  blood  into  the  pelvic  cavity  is  not  uncom- 
mon, and  is  often  an  evidence  of  ectopic  gestation,  yet  it  is  not 
always  derived  from  that  source.  The  effusion  may  take  place 
between  the  folds  of  the  broad  ligament,  when  it  is  outside 
of  the  peritoneal  cavity,  and  is  designated  hematoma,  or  it 
may  escape  into  the  peritoneal  cavity  of  the  pelvis,  when  it  is 
known  as  hematocele. 
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ETIOLOGY. 

209.  An  impaired  debilitated  state  of  the  system,  anemia, 
plethora,  too  frequent  child-bearing,  and  anything  that  pro- 
duces unusual  distention  of  the  pelvic  vessels,  may  operate  as 
predisposing  causes.  Among  the  exciting  causes  may  be  men- 
tioned unusual  exertion  during  menstruation  or  following  labor 
or  abortion,  strains,  shocks,  falls,  or  even  excessive  sexual 
irritation.  A  varicose  condition  of  the  veins  of  the  broad  liga- 
ments makes  them  liable  to  rupture  from  overdistention  during 
menstruation.  This  is  more  frequently  a  source  of  hemorrhage 
than  is  generally  supposed. 

Hematocele  may  result  from  the  rupture  of  a  Graafian 
follicle  or  a  vessel  in  the  tube,  when  the  mucous  membrane 
is  inflamed  and  the  abdominal  ostium  is  free. 


DIAGNOSIS. 

210.  The  sudden  appearance  of  a  tumor  in  the  pelvis, 
when  none  existed  previously,  taken  in  conjunction  with  the 
history  of  a  sudden  attack  of  sharp  pain  and  symptoms  of 
shock  and  loss  of  blood,  would  be  pathognomonic.  The  dif- 
ferentiation would  then  be  limited  to  intraperitoneal  or  extra- 
peritoneal effusion.  When  the  effusion  is  intraperitoneal 
(hematocele),  (1)  it  is  usually  posterior  to  the  uterus;  (2)  it* 
cannot  at  first  be  distinctly  outlined  above;  (3)  there  is  not 
much  displacement  of  the  uterus,  though  it  may  be  crowded 
forward  when  the  blood  becomes  encapsulated  or  is  confined 
by  adhesive  bands;  (4)  it  bulges  into  the  vagina  posterior  to 
the  uterus  as  a  smooth  tense  mass. 

If  the  effusion  is  extraperitoneal  or  between  the  folds  of  the 
broad  ligament  (hematoma),  (1)  the  tumor  is  usually  more 
defined;  (2)  it  is  situated  to  one  side  of  the  uterus;  (3)  the 
uterus  is  almost  always  displaced  laterally;  (4)  the  lower 
border  is  uneven  or  nodular;  (5)  it  may  extend  down  into  the 
recto-vaginal  septum,  sometimes  reaching  almost  to  the  per- 
ineum.     In   both   conditions,  the  mass  is   very   sensitive  to 
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the  touch,  and  extremely  painful,  owing  to  distention  and 
forcible  separation  of  adjacent  structures,  particularly  when 
the  effusion  is  subperitoneal  Metrorrhagia  is  common  in  both 
conditions,  being  induced  by  irritation  of  the  uterus,  and  inter- 
ference with  its  circulation  from  pressure  and  displacem^it. 

211.  Hematoma  and  hematocele  are  distinguished  from 
inflammatory  exudations  by  their  sudden  appearance,  traceable 
usually  to  an  accident,  occurring  frequently  during  a  menstrual 
pmod:  there  is  no  history  of  previous  illness  thai  would  indi- 
cate an  inflammatory  attack.  These  blood-effusions  are  dis- 
tinguished from  flbrv^id  tumors  or  ovarian  cysts  by  the  sudden- 
ness of  their  development,  their  sensicivenesi^  to  pressure,  and 
the  fact  that  thev  are  at  first  soft  and  elastic,  and  then  become 
hard.  Fibroids  are  insensitive  and  constantlv  firm,  while 
ovarian  cysts  are  less  sensitive  and  fluctuate  throoghoat.  A 
tubal  pnegnancy  before  rupture  might  be  mistaken  for  a  small 
hematoma  of  the  bn^ad  Ugament.  but  it  is  usually  acctMnpanied 
by  symptoms  of  pregnancy,  and  there  is  a  history  of 
menstruation  ai  fi^^c.  The  peculiar  elasticity  of  the 
tube  imparted  to  the  touch  should  render  it  readily 
able  frosi  a  hematoma. 


212.     CWef  Indications.— The   ohirf  in-iioatiocs  tt>  be 
mec  bv  treasniec:  oi  ihis  accident  are  as  follows: 

rrrTr::  :    JL    ». 


— '  i  " 

m 

5 -T  ' 

'.  UTi"! 

nieLi 

»        »    • 

*> 

i;?. 

rLJkV 

r.«f 

_i-S- 

: . 

Ho^s«"     to    ConrT\>l     HeniojrrtLa,iev. — Htcii'.rrtiajce 


—  .  >.  - 


€V, 


IZlr:    rv-ViTi^n 


'. •. :n. "I  f  ^*i»; •— 1  >  1  :c-,  Cl^ll a^ 


112  THERAPEUTIC  USES  OF  *   §10 

bottom  by  granulation.     The  opening  must  not  be  permitted  to 
close  until  all  discharge  has  ceased. 

If  this  treatment  by  electricity  has  been  continued  for  a 
reasonable  time  without  success,  and  a  firm  clot  remains,  it  is 
a  perfectly  justifiable  procedure  to  make  an  incision  in  the 
vagina,  break  up  the  clot  with  the  finger,  and  with  a  curette, 
having  a  large  fenestra,  remove  all  the  clot  and  degenerated 
softened  tissue  from  the  sac-walls,  wash  out  with  peroxid  of 
hydrogen,  and  insert  a  drainage-tube  as  described  for  suppu- 
rating hematocele.  Drainage  must  be  maintained  as  long  as 
there  is  any  necessity  therefor.  This  operation  should  be  done 
under  anesthesia,  and  the  sac  must  be  thoroughly  emptied,  but 
care  should  be  taken  not  to  start  fresh  hemorrhage  by  encroach- 
ing too  extensively  upon  the  wall  of  the  sac. 


ECTOPIC    GESTATION. 


CAUSES  AKD  CHARACTERISTICS. 

21t>.  Under  certain  conditions,  the  transit  of  the  ovum 
from  the  ovarv  to  the  uterine  oavitv  mav  be  arresteil  at  any 
point,  and.  if  it  l>ect>nK^  fecundated  by  amtaci  with  the  sper- 
matozoa that  have  found  tlieir  way  out  of  the  uterus  through 
the  tul^,  will  develop,  beoiniiing  an  tvtopic,  or  extra-uterine, 
nrcirnancv.  This  occurs  rarelv  on  the  surface  of  the  ovary 
■>r'inti.*:  I'-rVi  ?*u-'/ :  soirietiiiK-s  at  the  limbriait\l  t- xi remit y  of 
the  tui-e  '  ■-'.:-■;  .  r  >*»::  r.  :  s*^mctinu^  at  that  {vrtion  of 
tne  ti;:-x?  w::::::  vt:>:r:i>s  ::.e  utcririo  wall  ''\:<'<ri:' :!  prr^ 
i:.:    ■     •    bu:    :::^<:    :rcT;iicLL:'.v   .il.iij   i:ie   course   of  the  lube 


i>l7.     \V:.e::  :he  ovu:::   i-vr.  :  -  :  r::.:.^::  y  :::  :::-  surface  of 
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cavity,  and  rarely  between  the  fol^s  of  the  broad  ligament 
Unless  prompt  aid  is  rendered,  if  the  rupture  is  intraperitoneal, 
the  patient  may  die  from  loss  of  blood.  If  she  survives,  the 
development  of  the  fetus  may  continue  to  term,  when  it  must 
be  removed  by  abdominal  section.  If  it  ruptures  between  the 
folds  of  the  broad  ligaments,  the  hemorrhage  is  limited  in 
amount,  and  death  of  the  fetus  is  apt  to  result  from  pressure  of 
the  confined  blood.  Gradual  absorption  may  occur  in  these 
cases  under  favorable  conditions  if  aided,  although,  when  the 
hemorrhage  has  finally  ceased  and  suf&cient  time  has  elapsed 
for  permanent  closure  of  the  ruptured  vessels,  it  is  perfectly 
feasible  and  safe  to  remove  it  through  a  vaginal  incision,  drain- 
ing the  cavity,  of  course,  until  it  is  closed. 

When  the  pregnancy  is  interstitial,  i.  e.,  when  the  ovum 
develops  in  that  portion  of  the  tube  which  penetrates  the 
uterine  wall,  it  may  be  extruded  into  the  uterus  and  continue 
as  a  normal  uterine  pregnancy,  or  it  may  rupture  into  the  peri- 
toneal cavity  or  between  the  layers  of  the  broad  ligament. 

218,  Etiologry. — The  causes  of  this  accident  may  be  a 
mechanical  obstruction  of  the  caliber  of  the  tube,  or  a  diseased 
condition  of  its  mucous  membrane  that  either  destroys  or 
interferes  with  the  action  of  the  cilia  in  propelling  the  ovum 
along  the  tube  to  the  uterus. 

Earlier  writers  laid  much  stress  on  the  fact  that  ectopic 
gestation  was  most  apt  to  occur  in  women  tliat  are  sterile  or 
have  been  sterile  for  a  considerable  time  since  the  birth  of  the 
last  child.  There  is  not  much  satisfaction  to  be  gained  from 
this  statement  as  an  etiological  factor,  and  the  division  of  the 
causes  of  this  accident  into  predisposing  and  exciting,  as 
adopted  by  some  writers,  tends  rather  to  confuse  than  elucidate. 

219.  Dla^rnosls. — The  sudden  development  and  compara- 
tively rapid  growth  of  a  tumor  alongside  of,  or  somewhat 
posterior  to,  the  uterus,  with  a  history  of  misseil  menstruation 
and  other  signs  of  i)rognancy,  as.S(>ciated  with  colicky  pains  and 
discharge  of  the  decidual  nicnibninc,  would  certainly  be  pre- 
sumptive evidence  of  ectopic  gestiitioii,  but  unfortunately  it  is 
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not  always  so  clearly  deiineil.     The  chief  points  on  which  a 
diagnosis  may  l>e  based  are  to  be  classified  as  follows: 

220.  Ulstorj'. — The  uncertain  signs  of  pregnancy,  nausea, 
vomiting,  and  faint ness  are  often  greatly  exaggerated  from  the 
start,  and  should  arouse  a  suspicion  and  suggest  careful  digital 
examination  in  every  instance  where  one  or  more  menstrual 
periods  have  been  misseil.  The  same  symptoms  occurring  in 
connection  with  an  irregular  bloody  discharge  from  the  uterus 
would  certainly  )K)int  clearly  to  the  necessity  of  investigating 
the  cause.  Likewise,  colicky  pains  in  the  pelvis,  associated 
with  any  of  the  above  symptoms,  would  certainly  lead  to  an 
mvestigation. 

221,  Physical  Sigrns. — The  characteristic  changes  in  the 
breast,  and  a  blue  discoloration  of  the  vagina,  with  softening  of 
the  cen'ix  and  enlargement  of  the  uterus,  may  lead  to  a  sus- 
picion of  pregnancy  in  the  absence  of  usual  symptoms  on  which 
we  are  accustonietl  to  rely.  It  would  l>e  necessary,  however, 
to  exclude  the  existence  of  normal  pregnancy  before  these  signs 
would  be  indicative  of  an  abnormal  condition,  unless  thev  are 
found  associated  with  the  unusual  symptoms  enumerated 
above.  Even  when  a  |»regnancy  ilevelops  outside  of  the 
uterus,  that  organ  enlarges  t4)  nearly  the  same  extent  as  it 
does  in  a  nnmial  j>regnancy  of  a  corresjK>nding  period  of 
advancement.  The  uterine  vessels  to  be  felt  through  the 
vagina  are  als<j  perceptiUy  enlarged  in  extra-uterine  as  in 
normal  pregnane  v. 

The  presence  of  a  soft,  elastic  tum«^r  alongsirle  of  the  uterus 
in  the  normal  lorali.>n  <»f  the  tube,  or  l«nverdii\vn  and  somewhat 
posterior  to  the  uterus,  wlii^  h  is  sensitive  to  the  lt»ueh,  pressure 
up<m  it  givinir  ri-».-  to  a  sirk'iiiirj  st-nsati«»n.  may  eertainlv  be 
pronouncel  a  tul-al  pn-irnaney,  if  a>s(xnateil  with  the  other 
physical  signs  of  j»regnancv,  and  it  can  he  denionstrateil  that 
the  uterus  i-  r-rnpty.  If  then.-  is  any  rc-asDnaMe  ground  for 
doubt,  and  it  is  n.)t  sufli«;i»-ntly  a«lvance«l  t<»  make  rupiure 
imminent,  a  delay  «tf  1  -r  *J  wcvks  will  sh«»\v  a  vt-ry  appnviable 
increase  in  size. 
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222.  The  size  of  the  tubal-gestation  sac,  as  observed  by 
Smolsky,  may  prove  an  aid  in  diagnosis:  **In  the  first  2 
months  it  is  the  size  of  a  pigeon's  egg;  at  the  end  of  the 
second  month,  of  an  English  walnut;  at  2^  months,  a  hen's 
egg;  at  3  months,  it  reaches  the  size  of  the  fist;  and  at  4 
months,  the  size  of  two  fists.'' 

223.  In  interstitial  pregnancy,  the  tumor  can  usually  be 
distinctly  made  out,  especially  under  anesthesia,  close  to  and 
intimately  connected  with  the  uterus,  that  portion  of  the 
uterine  body  being  characteristically  softened.  To  the  exam- 
ining finger  it  feels  very  much  like  a  cyst.  According  to 
Howard  Kelly,  it  is  characteristic  of  this  form  of  pregnancy 
that  it  is  associated  with  unusually  severe  pain;  while  that 
portion  of  the  uterus  enlarges  and  softens  without  the  partici- 
pation of  the  rest  of  the  organ,  which  remains  firm. 

The  symptoms  of  rupture  are  unmistakable.  The  sudden 
onset  of  severe  pain  in  the  pelvis,  with  evidence  of  shock  and 
loss  of  blood,  sudden  collapse,  an  anxious  expression,  and 
unsteady  pulse  are  characteristic.  Taken  in  conjunction  with  a 
previous  knowledge  of  the  probable  existence  of  a  tubal  gesta- 
tion, these  symptoms  would  assuredly  indicate  its  rupture.  A 
pelvic  examination  would  confirm  the  diagnosis  if  a  previously 
existing  well-defined  tumor  had  disappeared  in  whole  or  in 
part,  and  evidence  of  blood  in  the  pelvic  peritoneal  cavity  or 
between  the  layers  of  the  broad  ligament  can  be  made  out. 


TREATMENT. 

224.  Period  nt  Wbleh  Kupture  Occurs. — The  period 
at  which  rupture  of  the  tube  may  occur  in  tubal* pregnancy 
has  been  variously  stated  by  different  writers  at  from  the  fourth 
to  the  tenth  week.  At  any  time  during  this  period,  if  rupture 
has  not  taken  place,  the  application  of  electricity,  with  a  view  of 
<lestroying  the  life  of  the  fetus,  and  thus  arresting  the  develop- 
ment of  the  gestation  and  promoting  the  ultimate  disaj)pear- 
ance  of  the  product  by  absorption,  may  be  considered  a 
perfectly  feasible  and  justifiable  procedure. 
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After  rupture,  nothing  is  to  be  gained  bj  the  use  of  elec- 
tricity, and  an  operation  for  the  control  of  the  hemorrhage, 
if  seen  immediately,  or  for  the  removal  of  the  foreign  body, 
if  it  is  seen  later,  should  be  resorted  to.  The  immediate 
operation  should  be  through  an  abdominal  incision,  as  best 
calculated  to  discover  the  source  of  hemorrhage  and  control  it 
The  secondary  operation  may  be  either  through  an  abdominal 
incision  or  through  a  vaginal  incision  posterior  to  the  cervix, 
according  to  the  condition  found  and  the  individual  preference 
of  the  operator. 

225.  Interference  Before  Rupture. — Operative  inter- 
ference before  rupture  (primary  celiotomy)  is  strongly  advo- 
cated by  men  of  large  experience,  on  the  ground  that  the  delay 
incident  to  the  use  of  electricity  is  dangerous  and  the  result  is 
uncertain,  while  the  radical  operation,  in  which  there  is  little 
risk,  immediately  sets  at  rest  any  apprehension  concerning 
the  ultimate  outcome.  Against  this  view  the  most  forcible 
argument  to  be  presented  is  the  radical  character  of  the 
oi>eration  adopted.  Though  the  tube  may  be  fimctionally 
U8el(»«8  at  the  time,  there  is  a  chance  that  it  may  be  restored 
U)  a  normal  condition  subsequently  if  it  is  retained — a  point 
well  worthy  of  consideration  if  the  patient  is  a  young  woman, 
8in(;o  the  other  tube  may  be  at  the  time,  or  subsetjuently, 
disabled   permanently. 

Electriritij  in  not  more  uncertain  in  its  results  than  is  frequently 
the  duifpioftis  of  this  condition,  and  it  con  be  employed  with  perfe-ct 
safety  while  ire  are  in  donht  and  waiting  to  establish  a  positive 
diagnosixj  which  alone  is  .sufficient  to  warrant  operation.  If  used 
in  Hucli  cases,  the  aj)j)areiit  necessity  for  operation  will  surely 
}>(j  removed.  Electricity  properhi  apjtlied  will  surely  destroy 
the  life  of  the  fetus;  its  use  is  attended  with  no  risk,  and, 
should  com})lete  ahsorption  of  the  product  fail,  it  may  be 
removed  suhse(iuently  without  the  loss  of  the  tube  and  ovary. 

220.  If  the  primary  operation  were  always  imdertaken 
with  the  intenti(Hi  of  preserving  the  tuhe  hy  some  conservative 
procedure — which  may  be  accomplished  hy  splitting  the  tube, 
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«;xajriine  th«:  tuf^  arid  sac  iuiCi«€tliAtely  after  life  has  been 
de«trov<id  h%-  the  currcni. 

m  m 

229.     Method    of    Application    of    CurrentK — Since 

ih^re  ia  no  que^^tion  aljout  the  result  of  the  galvanic  corrent, 
it  would  lie  wi*;er  to  use  this  in  evenr  instance,  whenever  it  is 
convenient,  and  to  interrupt  the  current  several  times  during 
iUi  appiir-ation,  but  in  the  absence  of  the  galvanic  cnrrent,  the 
fararlic  may  \je  employed.  The  method  of  application  of  both 
will  therefore  be  given.  The  patient  shoold  be  placed  in  the 
recum^^nt  jxisition  in  l>e«i.  and  should  remain  there  until  death 
of  the  fetUA  and  shrinkage  of  the  gestation-sac  has  been  accom- 
plifihed.  The  application  mus^t  lie  regarded  in  the  light  of  an 
o[ieration,  and  the  patient  should  fie  handled  accordinglj. 
An  anf^thetic  \^  not  employed,  becaur^  the  application  is  never 
very  jjuinful,  and  it  is  lietter  to  have  the  sensation  of  the  patient 
as  a  guide. 

A  felt  pad  the  size  of  the  hand  is  applied  either  over  the 
right  or  the  left  hyi^igastric  region,  according  to  the  situation  of 
the  sac,  and  the  carlK>n-ball  electrode  (Plate  III),  covered  with 
cotton  an<l  thoroughly  wetted,  is  introduced  into  the  vagina, 
and  arranged  under  the  tumor  «o  as  to  include  it  in  a  line 
U:twM;n  the  two  elw:trodes.  The  jxi^itive  jM»le  of  the  galvanic 
current  i.s  connected  with  the  pad  on  the  alxlnmen,  and  the 
negative  with  the  elwtrode  in  the  vagina.  The  current  is  now 
turned  on  slowly  until  the  meter  registers  2o  niilliani})ere8. 
After  :il»r)iit  2  minutes  the  circuit  is  broken,  suddenly  interrupt- 
irijf  tlie  rurnnt  for  six  or  ^iglit  time's  in  succession.  Then  the 
current  i.-  continued  uninterrupted  for  2  or  3  niinutc-s  longer. 
The  patient  is  k^.pt  v»Ty  (]ui<t  aft<*r  tlie  application,  and 
morphia  is  adnjini."-t«n-<l  livpoderniatically  if  prolonged  or 
r-evere  pain  is  ('orriplairn<l  of. 

2«tO.  P^^rty-eight  hours  later,  if  the  condition  is  favorable 
and  the  pain  has  suh-i<h*<l,  the  a]»pli<.ation  is  repeated.  This 
tirne  the  Htrenglh  of  the  current  is  run  uj>  to  oD  niillianiperes 
before  it  is  int<-rrn[)te(l,  and  afterwards  it  is  increased  to  50 
milliamperes   during  the  njinainder  of   the  application.     The 
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rapidly  as  can  l)e  conveniently  endured  by  the  patient. 
Morphin  should  be  given  afterwards  to  quell  any  pain  or  dis- 
turbance provoked,  and  the  application  is  not  repeated  until 
this  has  subsided.  After  the  death  of  the  fetus  has  been 
accomplished,  the  galvanic  and  faradic  currents  are  employed 
to  promote  absorption,  as  already  described. 

233.  Precaution  Necessary. — Throughout  the  manip- 
ulations necessary  both  for  the  purpose  of  diagnosis  and  the 
application  of  the  current  for  destroying  the  fetus,  the  greatest 
gentleness  and  care  is  necessary  to  avoid  rupture,  which  may  be 
produced  inadvertently,  and  the  physician  that  attempts  to 
carry  out  this  treatment  should,  in  justice  to  his  patient,  be 
fully  prepared  to  open  the  abdomen  at  a  moment's  notice, 
for  the  purpose  of  arresting  the  hemorrhage  and  to  save  the  life 
of  the  patient,  should  such  an  accident  occur.  Under  these 
circumstances  immediate  operation  is  always  justifiable  even  by 
one  who  does  not  consider  himself  an  expert  operator. 

234.  Action  of  Current  in  Interstitial  Pregrnancy. 

There  have  been  recorded  instances  where  interstitial  pregnancy 
has  been  converted  into  uterine  pregnancy  through  the  aid  of 
electricity.  This  is  probably  accomplished  by  contraction  of 
the  surrounding  muscular  structure,  stimulated  by  the  applica- 
tion. In  these  cases,  if  such  a  result  can  be  brought  about,  it 
is  obviously  unwise  to  apply  the  current  in  a  manner  to  destroy 
the  fetus;  hence,  faradic  stimulation  would  be  preferable  to  the 
galvanic.  Fortunately,  the  njuscular  structure  surrounding 
the  f(^tus  ufTords  a  protection  from  the  destructive  action  of  the 
current;  but  forcible  and  especially  prolonged  contraction 
would  be  harmful,  and  would  in  all  probability  destroy  life. 
Therefore,  in  using  the  current  in  these  cases  with  this  end  in 
view — viz. :  extruding  the  fetal  sac  into  the  uterine  cavity — it  ip 
necessary  to  make  the  applications  cautiously,  and  use  a 
(current  that  has  less  volume  than  that  from  the  coarse-wire 
coil.  The  800-  or  500-yard  length  of  the  intermediate  coil  of 
No.  32  wire  would  seem  best  suited  to  these  cases.  The  appli- 
cation  is   to  be  made  with  the  negative  pole  in  the  vagina 
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galvanic  applications  to  the  canal  of  the  cervix  twice  a  week, 
persisted  in  for  a  period  of  several  months.  This  would  point 
to  some  diseased  condition  of  the  cervix  or  an  altered  state 
of  the  secretion,  which  interfered  with  conception  and.  which 
was  removed  by  negative  electrolysis.  As  yet  we  are  not  wholly 
cognizant  of  the  effect  on  the  spermatozoa  of  contact  with 
the  different  varieties  of  bacteria  that,  as  we  know,  inhabit  the 
cervix  in  what  is  usually  regarded  as  its  normal  condition. 
This  is  a  very  interesting  field  of  investigation  in  which  the 
author  is  now  engaged,  the  results  of  which  he  hopes  shortly  to 
publish  in  detail.  Diligent  microscopical  research  has  yielded 
much  valuable  information  and  some  satisfactory  results  when 
it  has  been  acted  on. 

238.  Frequency  of  Application. — There  is  little  to  be 
added  to  what  has  already  been  said  concerning  the  treatment 
for  sterility.  Negative  electrolysis  applied  to  the  canal  of  the 
cervix  should  be  employed  if  the  canal  is  not  free,  or  if  the 
secretion  is  found  to  be  acid.  It  is  well  in  almost  every  case  to 
make  these  applications  to  the  cavity  of  the  uterus,  as  well, 
at  the  same  time.  They  should  be  repeated  sufficiently  often 
to  counteract  the  condition,  without  producing  deep  cauteri- 
zation. Every  second  or  third  day  will  usually  suffice  in  the 
beginning,  20  to  25  milliamperes  being  used  for  5  minutes.  A 
careful  microscopical  examination  of  the  secretion  should  be 
made  prior  to  each  application. 

The  interval  between  the  applications  should  be  extended  to 
3  or  4  days  or  a  week,  as  local  improvement  is  noticeable. 
After  a  period  of  treatment  extending  over  1,  2,  or  3  months, 
as  re(|uired  to  correct  the  local  condition,  all  treatment  should 
be  suspended  for  a  time  and  tlie  result  noted.  Then,  if  preg- 
nancy does  not  supervene,  a  careful  local  examination  should 
be  again  made  and  the  treatment  repeated,  if  found  necessary. 

239.  Positive  Electrolysis. — If  the  canal  is  unusually 
patulous  and  the  secretion  is  decidedly  alkaline,  positive  elec- 
trolysis wdth  the  ])latinuni  or  carbon  electrode  will  be  appro- 
priate. From  25  to  30  milliamperes  may  be  used  for  5  minutes, 
and   repeated   at  intervals   of    2   to   4   days,  as  found   to   be 
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necessary.  Before  making  the  application,  the  secretion  should 
be  removed  from  the  canal  by  pressure  with  the  beak  of  the 
speculum  behind  the  cervix,  and  a  wad  of  cotton  in  the 
grasp  of  the  dressing-forceps  in  front.  What  cannot  be  forced 
out  in  this  way  may  be  wiped  out  with  dry  cotton  or  gauze 
wrapped  around  the  end  of  an  applicator  or  sound,  by  giving 
it  a  rotary  motion.  This  is  necessary,  in  order  to  get  the  action 
on  the  mucous  membrane,  since  it  would  be  protected  from 
the  action  by  the  presence  of  the  secretion  that  this  pole 
would  coagulate.  In  these  cases  moderate  zinc  electrolysis  of 
15  to  20  milliamperes  has  also  sometimes  been  found  useful. 
In  some  instances  a  rapidly  alternating  galvanic  current  of 
20  to  25  milliamperes,  applied  by  means  of  a  bipolar  electrode 
to  the  whole  length  of  the  canal,  has  given  satisfactory  results. 
The  electrode  used  for  these  applications  is  made  of  two  lateral 
metallic  surfaces  extending  lengthwise  of  the  electrode  and 
insulated  from  each  other  in  the  center.  Thus  the  rapidly 
alternating  electrolytic  action  is  confined  to  the  cervix.  This 
method  of  application  has  not  as  yet  been  thoroughly  devel- 
oped clinically,  and  for  this  reason  is  given  only  passing 
mention. 

240.  General  Treatment. — It  is  important  always  to 
look  to  the  general  health  of  the  patient  that  is  sterile;  and,  if 
it  is  not  up  to  the  normal  standard,  such  measures  as  are 
necessary  should  be  instituted  in  conjunction  with  local  treat- 
ment. Anemia  and  chlorosis  should  be  correc^ted,  and  obesitv 
with  scant  menstruation  likew^ise.  It  is  inij)ortant,  also,  to 
determine  if  the  uterus  and  ovaries  are  i)roperly  developed, 
and  if  found  not  to  be,  a  course  of  faradic  stimulation  may  be 
effectual.  It  is  most  important  likewise  to  eliminate  incom- 
petence on  the  part  of  the  husband  before  submitting  the  wife 
to  treatment  of  any  kind,  unless  there  is  some  condition  inde- 
pendent of  sterility  that  requires  attention. 


Electricity  in  Diseases  of  the 

Nervous  System. 


GENERAL.   INTRODUCTION. 

1.  In  attempting  a  systematic  arrangement  and  brief  dich 
cussion  of  the  more  common  derangements  of  the  nervous 
system,  with  the  main  intent  of  suggesting  the  use  of  certain 
of  the  electric  modalities  in  the  treatment  of  them,  it  is  not  our 
purpose  to  write  a  comprehensive  treatise  on  nervous  diseases. 

It  is  presumed  that  the  modem  accepted  views  as  to  the 
architecture  and  physiology  of  the  nervous  system  are  suf- 
ficiently familiar  to  the  professional  reader  that  assumes  to  treat 
its  diseases,  and  that  he  is  also  well  trained  in  the  fundamental 
facts  and  principles  of  morphology,  pathology,  and  general 
therapeutics. 

For  our  purpose  it  will  suffice,  therefore,  to  call  attention  to 
that  limited  class  of  pathological  processes  that  are  associated 
with  the  nervous  system,  to  name  and  describe  the  diseases  in 
which  they  appear  and  the  symptoms  that  attend  them,  and  to 
mention  the  therapeutic  measures  that  are  ordinarily  suggested 
and  employed  for  their  treatment.  And  then,  when  it  is 
believed  that  electricity  in  any  form  is  a  suitable  remedy  with 
which  to  counteract  the  morbid  action  or  to  aid  in  the  removal 
of  any  of  its  detrimental  effects,  the  attempt  will  be  made  to 
show  the  manner  in  which  electricity  can  best  be  made  to 
accomplish  this  result. 

It  is  well  for  us,  occasionally,  when  considering  the  diseases 
that  have  become  classified  with  one  or  another  special  branch 
of  medical  or  surgical  practice,    to  remind  ourselves  that  no 
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orgmn  or  tissue  of  the  body  maintains  an  existence  independent 
of  another  or  of  any  one  of  the  others.  All  are  correlated  and 
interdependent,  the  welfare  of  one  demanding  the  welfare  of  all 
the  others. 

This  dependence  for  int^rity  on  the  normal  action  of  all 
other  processes  in  the  body  is  eminently  true  of  the  nervous 
system,  because  of  its  high  organization  and  the  variety  and 
delicacy  of  its  functions. 

The  source  of  many  of  its  disorders  is  found  oft^itimes  out- 
side the  boundaries  of  its  own  structure,  and  the  therapeutic 
measures,  to  be  successful,  must  be  directed  so  as  to  control  and 
correct  the  b^nnings  of  the  morbid  process. 

2.  Elements  of  Xervous  System. — The  nervous  system 
is  made  up  of  individual  elements,  termed  neurons^  together 
with  neuroglm,  connective  tissue,  blood-vessds,  and  lymphatics. 
The  diseases  that  pertain  to  it  must  affect  one  or  more  of 
these  structures. 

These  tissues  are  not  many  in  number,  nor  are  the  patholog- 
ical processes  that  arise  in  them  very  numerous.  Owing  to  the 
fact,  however,  that  the  symptoms,  course,  and  effects  of  any 
one  pathological  process  differ  greatly,  according  to  the  location 
or  function  of  the  tissue  involved  in  it,  there  arises  from  these 
few  tissues  and  the  operation  of  this  limited  number  of  morbid 
activities  in  them,  a  very  great  variety  of  clinical  pictures. 

This  is  likely  to  ixjcasion  much  perplexity,  especially  in  the 
mind  of  one  that  approaches  the  field  of  nervous  diseases  from 
the  clinical  side  rather  than  from  the  anatomical  and  physiolog- 
ical side,  and  this  perplexity  is  in  no  measure  lessened  by  the 
long  array  of  remedies  and  therapeutic  suggestions  offered  with 
which  to  combat  these  conditions  that  one  finds  filling  his 
special  text-hooks  and  monograj)h6. 

3.  In  many  affections  of  the  nervous  system  wherein  the 
clinical  symptoms  indicate  nothing  in  common,  the  same 
morbid  action  is  [)resent,  whereas,  in  other  cases,  with  clinical 
pictures  apparently  ahnost  identical,  the  underlying  cause  and 
the  result  that  will  follow  it  are  found  to  differ  as  light  does 
from  darkness. 
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This  shows  the  necessity  there  is  for  that  intimate  knowledge 
of  anatomy,  physiology,  and  pathology  in  dealing  with  nervous 
diseases,  which  will  enable  one  to  rightly  interpret  these 
apparent  anomalies. 

By  reason  of  such  knowledge,  also,  therapeutic  measures  are 
much  more  wisely  selected  and  simplified.  It  has  become  an 
axiom  in  therapeutics  that  *  *  ignorance  of  the  nature  of  a  disease 
is  shown  by  the  great  number  and  variety  of  the  remedies 
employed  to  treat  if  The  deeper  insight  one  acquires  of  the 
nature  of  physiological  action  in  li\dng  tissues  and* of  the  causes 
and  influences  that  tend  to  divert  that  action  beyond  the  limits 
of  health,  the  more  simple  and  rational  will  be  the  therapeutic 
means  that  he  will  employ  to  remove  those  causes  and  check 
those  morbid  tendencies. 

4.  Uses  of  Electricity. — Electrification  is  one  of  the 
known  forms  of  energy.  It  is  correlated  to  all  other  energies 
known  to  us  operating  in  the  physical  universe.  Both  in 
inanimate  matter  and  in  living  things,  plants  and  animals,  its 
presence  is  at  all  times  detected.  It  shares  with  radiant  energ}', 
as  light  and  heat,  with  chemism  and  with  mechanical  force,  the 
burden  of  work  accomplished.  In  assopiation  with  the  other 
forces  known  to  the. physicist  or  the  biologist,  it  determines 
molecular  movements  and  shares  in  all  physiological  and 
pathological  action. 

In  one  or  another  manner  of  action,  it  has  been  found  to 
have  definite  effects  in  modifying  nutritive  processes  in  living 
organism.  It  therefore  has  a  legitimate  place  among  those 
agents  that  we  employ  to  lead  back  the  wayward  functions  to 
the  boundaries  of  normal  life.  By  reason  of  its  capacities  to  do 
effective  work  in  this  field,  it  deserves  universal  recognition 
and  employment  intelligently  directed.  But  it  is  not  a  cure-all, 
and  must  not  be  expected  or  called  upon  to  'do  duty  where 
other  means  are  better  fitted  for  the  service. 

Finally,  we  would  discourage  any  one  from  attempting  to 
treat,  with  any  prospect  of  success,  the  disorders  that  involve 
the  nervous  tissue  of  the  body  l)y  depending  wholly  on  the 
information  that  he  may  obtain  from  this  Section,  for  this  is 
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pnHH'Mi  rig)it«  InHh  our  pathology  and  our  therapeutics  would 
havo  rtNAoluxl  ttunr  ideal  stage.  Rut  ignorance  and  inefficiency 
vol  atlond  us  at  every  one  of  these  stages,  and  so  the  abnormal 
action  g^x^s  on  and  oftentimes  we  reeogniie  it  only  at  some  later 
Mag\\  This  wo  name,  and  here  it  is  we  begin  our  process  of 
rej>sur»  if  rejvair  is  ix^ssible. 

11.  Vanity  Nutrition. — Faulty  nutrition  gives  rise  to 
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duty,  and  thus  permit  material  to  pass  by  it  on  which  its  work 
of  preparation  is  but  half  completed.  The  organs  of  elimination 
may  fail,  in  whole  or  in  part,  to  remove  from  the  nutrient 
fluids  the  waste  products  resulting  from  work  done,  many  of 
which  are  poisonous  to  the  neurons.  Thus,  both  at  stages 
of  the  processes  of  anabolism  and  of  catabolism,  the  nervous 
system  may  be  caused  to  suffer.  These  are  the  sources  of  the 
autointoxications,  and  they  account  for  a  large  share  of  the 
primary  morbid  states  of  the  nervous  system  and  are  the  begin- 
nings of  many  of  the  organic  disorders  that  are  known  under 
one  or  another  name,  that  name  being  chosen  to  designate  some 
special  pathological  feature  in  them. 

13.  Faulty  Metabolism. — Faulty  metabolism  misuses 
suitable  food  and  brings  about  a  defective  nutrition  from  causes 
originating  within  the  body,  but  there  is  another  class  of 
nutritive  derangements  that  are  due  to  the  food-products  them- 
selves. These  may  be  unsuited  in  quality  or  quantity  to  the 
needs  of  the  nerve-mechanism.  The  air,  the  food,  and  the 
drink  that  are  furnished  the  patient  may  either  directly  or 
indirectly  prove  hurtful,  and  a  return  to  health  demands  a 
removal  of  one  or  other  of  these  extraneous  causes  of  disorder. 

So,  likewise,  from  without  the  organism,  there  may  be 
admitted,  through  some  gateway,  an  infectious  germ  or  parasite, 
a  metal,  a  metallic  salt,  or  a  vegetable  extract,  by  means  of 
which  some  change  is  wrought  in  the  nutrient  fluids  or  in  the 
metabolism  of  the  cells  comprising  the  nervous  system,  and 
their  action  thus  prevented  and  in  time  their  structure  changed. 


DISORDERS  OF  CIRCUIiATION. 

14.  Causes  of  Disorders  of  Circulation. — The  nervous 
structure  is  very  sensitive  to  any  morbid  action  in  the  blood- 
supply.  The  nervous  tissue  everywhere  is  well  supplied  with 
arterial  blood.  The  large  size  of  these  vessels  and  their  free 
anastomoses  give  evidence  of  the  need  that  this  tissue  has  for  an 
abundant  stream  of  nutrient  fluid  in  order  that  its  activities  may 
not  flag.     Irregularities)  in  the  supply  of  blood,  which  in  some 
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less  important  organ  might  not  occasion  serious  distorbanoe,  soon 
cause  grave  symptoms  of  disorder  in  the  brain  or  spinal  oord. 
This  is  oftentimes  one  of  the  stages  preceding  the  nukitional 
disorders,  for  a  lack,  an  excess,  or  a  fitful  supply  of  blood  soon 
impairs  the  function  of  the  neurons.  The  nenre-mechanism, 
which  regulates  the  musculature  of  the  blood-vessels  may  be 
affected  by  mental  or  by  physical  causes.  A  suddaa  fright  or 
profound  emotion  may  cause  the  blood  to  leave  the  brain  with 
a  deficient  supply,  and  a  loss  of  consciousness  may  result 
A  slowly  acting  but  more  prolonged  emotional  cause  fre- 
quently affects  nutrition  in  a  similar  manner  but  with  more 
lasting  result 

15.  Effects  of  Toxic  Substances  on  Xerves. — ^Tozic 

substances  circulating  in  the  blood  have,  for. their  first  effects, 
an  action  on  the  nerves  of  the  blood-vessels,  causing  anemia  or 
hyperemia,  with  their  attendant  disturbances  of  nutrition. 

Occasionally,  through  injur}*  to  the  walls  of  the  vessels  or  by 
reason  of  changes  in  the  blood  itself,  some  channel  becomes 
obstructed  by  a  foreign  mass  or  by  a  coagulum,  either  formed 
at  the  point  of  obstruction  (thrombus)  or  brought  there  by  the 
bUxKl-stream  from  some  distant  focus  of  disease  or  injury 
(emix)lu8).  When  an  important  ner\e-center  is  depending  on 
a  blood-vessel  so  obstructed,  its  structure  is  seriously  damaged 
and  usually  destroyed,  owing  to  the  defective  nutrition. 

16.  In  advancing  years  and  in  earlier  life,  owing  to  defect 
in  the  nutrient  fluids,  the  walls  of  the  blood-vessels  themselves 
become  impaired  and  are  thus  unable  to  j)rof)el  the  hl(»d-stream 
with  the  needed  force  and  regularity.  Change^j  in  the  structure 
of  the  walls  of  the  vessels  narrow  the  lumen  and  obstruct  the 
flow  of  blood,  and  deficiencies  in  the  wall  permit  the  serum  of 
the  blood  to  escai)e,  causing  edema,  or  the  walls  give  way  at 
some  point,  by  reason  of  the  pressure,  and  hemorrhage  is  the 
result.  The  brain  is  very  sure  to  be  the  seat  of  these  vascular 
diseases,  both  of  the  functional  and  structural  varieties,  and  a 
large  proportion  of  the  nervous  diseases  of  the  brain  are  vascular 
in  origin. 
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INFTi  A  MM  A  TION S. 

1 7.  It  is  but  a  step  from  vascular  changes  to  inflammations. 
A  local  irritation  through  reflex  nervous  action  occasions  hyper- 
emia, and  this,  if  severe  and  more  than  temporary  in  duration, 
is  followed  by  inflammation.  The  character  of  the  inflamma- 
tion depends  on  the  nature  of  the  irritant,  the  violence  of  the 
reaction,  and  the  particular  tissues  of  the  nervous  system  that 
take  chief  part  in  it.  The  inflammations  that  directly  affect 
the  nervous  system  may  be  confined  to  the  membranous  cover- 
ings of  the  brain  and  spinal  cord,  the  connective  tissue  or 
neuroglia  that  serves  as  a  supporting  structure  to  the  nerve- 
elements  proper,  or  may  involve  the  latter  primarily.  We  may 
have,  therefore,  meningeal,  interstitial,  and  parenchymatous 
inflammations. 

18.  Those  inflammations  that  attack  the  parenchyma 
directly  are  the  gravest  in  their  nature,  but,  fortunately,  they 
are  also  the  rarest.  Yet  an  inflammation  involving  any  one  of 
the  tissues  that  forms  a  part  of  the  nervous  system,  if  at  all 
severe  or  prolonged  in  its  nature,  is  always  a  serious  disease, 
and  likely  to  do  permanent  damage  to  the  function  of  the  part 
of  the  nervous  system  involved  in  it.  Even  if  the  inflamma- 
tion is  confined  to  the  supporting  tissues,  the  stasis,  the  com- 
pression, and  the  exudates  at  once  interfere  with  the  nutrition 
of  the  neurons  and  a  degeneration  or  organization  of  these 
exudates  will  leave  obstructions  that  prolong  the  nutritive  dis- 
turbance of  the  neurons  and  may  start  a  degenerative  process 
in  them. 

Suppurative  inflammation  of  the  parenchyma  is  prone  to 
produce  necrosis  and  abscess  in  the  nerve-centers. 


ATROPHY  ANJ>  DEGENERATION. 

19.  When,  from  any  cause,  the  nutrition  of  the  tissues  of 
the  nervous  system  is  deficient  or  defective,  atrophy  and, 
later,  degeneration  of  those  tissues  take  place.  Acute  or  sud- 
den arrest  of  nutrition,  continued  beyond  the  vital  capacities  of 
the  nerve-cells  to  recover,  results,  in  some  instances— especially 
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in  che  brain  and  spinal  cord — in  a  disintegration  and  scrflcning 
."kf  the  nervous  structure.  At  other  time?,  while  the  oonditioDa 
pre:s«^r.t  maj  nr^t  be  such  a^  to  fitly  nourish  the  more  hig^y 
•:>nzaciKd  r.eur.^ns.  thev  mav  be  sufficient  to  maintain  the 
zrovth  '-'f  the  ci>r.nective  ti^^ue  or  neuroglia  tissaea.  and  then, 
.ftdsC'CiJkiM  with  •ieger.eration  of  the  neurons,  we  have  an 
incnsaseri  ^-wth  "^f  connective  tissue  aclerosis  or  of  neuroglia 
£.:  *«is  .  Tnis  is  a  patholc^ctil  result  that  is  foond  frequently 
in  iiseisr^  of  the  srinal  cord  in  their  later  sta£e&  as  in  chnxiic 
nvrliti*.  *rA5t::  r<inlv<ia.  tabe*,  rtc  When  this  remit  is 
r^hjheo.  liti'e  can  "-*  done  to  restorv  the  integrity  of  the  parts 
:r.-->eL  jince  the  nervt^ tissue  proper  has  perished ,  and  a 
-ecr^c  :nc*  desire  vec  is  never  nenewed- 
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the  pia  mater  of  the  cord.  The  plastic  exudate  partially  organ- 
izes and  obstructs  the  flow  of  lymph  in  the  perivascular  spaces, 
impairing  the  nutrition  of  both  the  walls  of  the  vessels  and  the 
nervous  tissue  that  the  vessels  supply.  Later,  the  inflamma- 
tion and  exudate  extend  to  the  intima  of  the  blood-vessels, 
diminishing  their  caliber  and  causing  degeneration  and  atheroma 
of  their  coats.  A  more  localized  syphilitic  inflammation  with 
a  greater  amount  of  exudate  results  in  the  growth  of  gumma- 
tous masses  that,  in  the  brain,  occur  most  frequently  at  the 
base  or  on  the  parietal  cortex,  having  their  starting-point  in 
the  blood-vessels  of  the  membranes  and  in  the  spinal  cord 
originating  in  the  same  structures,  and  being  located  at  any 
point. 

21.  The  diffuse  forms  of  tubercular  and  syphilitic  inflam- 
mation are  often  accompanied  by  meningitis,  with  symptoms 
varying  by  reason  of  locality  and  the  extent  and  severity  of  the 
morbid  process  and  growth.  The  localized  masses  of  tubercle 
or  gumma  give  rise  to  the  symptoms  of  tumor,  and  cause 
obstruction  of  vessels  and  compression  of  nerves  and  nerve- 
centers,  producing  interference  with  nutrition  and  function, 
the  gravity  of  which  depends  on  the  locality  of  the  growth 
or  growths. 

TUMORS. 

22.  Aside  from  the  tumors  due  to  tubercular  or  syphilitic 
growths,  glioma  and  sarcoma  are  the  more  common  forms  that 
occur  in  the  nervous  system.  But  neoplasms  such  as  are 
found  in  similar  tissues  elsewhere,  as  lipoma,  fibroma,  and 
carcinoma,  are  occasionally  found  in  the  brain.  Vascular 
tumors,  as  aneurisms  and  venous  varicosities,  and  parasitic 
growths,  such  as  echinococcus  and  cysticercus,  are  occasion- 
ally found  in  the  brain.  Psamnioma  and  neuroma  are  rare, 
but  are  pecuUar  to  the  brain-tissue. 

23.  Abnormal  growths  having  their  origin  external  to  the 
nervous  tissue  may  affect  it  secondarily  by  pressure,  and  thus 
prove  quite  as  harmful  as  if  their  origin  were  in  the  nervous 
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FUNCTIONAIj  1>I80RD1:R8. 

25.  A  large  share  of  derangements  of  the  nervous  system 
in  their  incipient  stages  are  regarded  as  functional  disorders^ 
and  such  they  are.  A  morbid  action  in  many  instances  is  not 
immediately  followed  by  structural  change,  at  least  not  by  such 
change  as  is  demonstrable  to  the  naked  eye  or  by  means  of 
the  microscope.  Such  diseases  as  insanity,  epilepsy,  chorea, 
neuralgia,  and  neurasthenia  are  classed  as  functional  solely 
because  we  have  not  as  yet  discovered  any  constant  source  of 
irritation  or  disturbance  to  account  for  the  perverted  action,  and, 
further,  because  that  morbid  action  has  not  resulted  in  any 
uniform  series  of  structural  changes. 

Such  disorders  must  needs  be  treated  symptomatically,  or  in 
accordance  with  some  rational  hypothesis  as  to  their  causation. 
The  progress  of  modern  medical  science  is  toward  the  discovery 
of  those  factors  in  neural  pathology  that  operate  to  pervert 
function,  and  on  the  success  of  such  discoveries  must  depend 
all  substantial  advances  in  therapeutics. 


GENERAL  THERAPEUTICS. 

26,  To  meet  and  counteract  the  foregoing  pathological 
tendencies,  there  are  many  considerations,  broad  and  compre- 
hensive in  scope,  which  will  apply  equally  well  to  most  of  them, 
and  which  it  would  be  well  to  mention  briefly  under  the  head 
of  general  therapeutics.  Among  these  we  may  mention  hygiene, 
diety  clothing,  climate,  hydrothernpeutics,  passive  and  active  mnsai- 
lar  exercise,  enforced  rest,  psychotherapeutics,  surgical  measures, 
and  medication. 

HYGIENE. 

27.  Hygiene,  in  its  most  general  meaning,  embraces  all 
conditions  that  are  conducive  to  the  complete  and  perfect 
development  of  the  individual  into  his  highest  capacities.  The 
nervous  system  of  man  requires  appropriate  nutriment  for 
both  body  and  mind,  in  order  that  it  may  reach  its  liighest 
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CL.IMATEL 

31.  A  low  elevation  and  moist  atmosphere  ifl,  as  a  mle, 
sedative  and  allays  nervous  irritability.  Residence  at  the  sea- 
shore  at  points  free  from  strong  or  cold  winds,  or  sea  voyages  in 
temperate  latitudes,  are  usually  beneficial  to  the  irritable  and 
hypersensitive  nervous  system.  Where  the  cause  of  thai  irri- 
tability is  some  autotoxic  state  or  torpid  action  of  the  blood- 
making  or  eliminating  organs,  a  higher  altitude  with  a  dryer 
air,  such  as  is  found  on  the  mountain  slopes  inland,  is  more 
suitable.  A  person  with  feeble  nervous  energy  or  weak  heart- 
action  should  avoid  very  high  altitudes,  as  their  symptoms  of 
nervousness  and  especially  insomnia  are  usually  increased  by 
the  dryness  and  the  diminished  pressure  of  the  atmosphere. 


HYDROTHERAPEUnCS. 

32.  Batlis  as  a  Curative  A^rent. — Water  used  either 
internally  or  externally  is  mainly  an  aid  to  the  elimination  of 
effete  matters.  If  pure  and  taken  internally  at  such  times  as 
not  to  dilute  the  digestive  fluids  unduly,  it  can  seldom  be  used 
to  excess.  It  is  carried  off  from  the  system  by  the  kidneys, 
skin,  U>wels,  and  lungs  without  overworking  these  organs,  while 
its  passage  through  them  is  the  chief  means  for  removing  the 
waste  that  has  accumulated  in  them  from  tissue  action. 
Nervous  people  as  well  as  others  do  not  drink  enough  water. 

The  external  use  of  water  for  cleanliness  of  the  skin  is  one  of 
the  first  essentials  to  health.  A  morning  or  evening  sponge 
hath,  and  at  least  two  thorough  cleansing  baths  each  week  are 
ordinarily  re<|uired  to  keep  the  skin  in  a  healthful  state. 

The  external  application  of  hot  or  cold  water  by  means  of 
dipping,  spraying,  douching,  or  pouring  exerts  a  decided  seda- 
tive or  stimulating  effect  on  the  nerve-centers  and  circulation, 
either  generally  or  locally,  according  to  the  manner  in  which  it 
is  applied.  The  use  of  water  for  therapeutic  purposes  should 
always  have  the  intelligent  direction  of  the  physician.  Its  indis- 
(rriminate  use  as  a  curative  measure  is  verv  often  hurtful  rather 
than  beneficial. 
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kept  in  a  good  state  of  nutrition  and  at  the  same  time  be 
expending  but  little  of  its  own  energy  to  accomplish  this. 
They  are  valuable  aids,  therefore,  in  conserving  nerve-energy 
and  restoring  a  weakened  or  exhausted  nervous  system  or  a 
part  of  it  to  normal  nutrition  and  action. 


ENFORCED     REST. 

35,  Welp  Mitchell  Metliod. — What  is  known  as  the 
Weir  Mitchell  method  of  rest-treatment  is  an  attempt  to  reduce 
to  a  minimum  the  expenditure  of  nerve-energy,  and  at  the 
same  time  to  maintain  at  the  highest  possible  efficiency  the 
processes  through  which  nerve-force  is  generated.  One  needing 
such  treatment  is  a  neural  bankrupt,  and  is  in  need  of  such 
measures  as  will  restore  him  to  a  state  of  neural  solvency. 
By  this  mode  of  treatment,  while  the  business  of  nutrition  is 
kept  up  with  its  usual  profit  in  nerve-force,  the  greatest 
economy  is  exercised  in  the  expending  of  that  force.  This 
method  requires  the  greatest  attention  to  details  in  matters  of 
diet,  aids  to  digestion,  assimilation,  and  excretion.  The  nutri- 
ent fluids  must  be  conveyed  about  the  system  by  the  help  of 
massage  and  electric  stimulus,  to  excite  muscular  contraction 
and  maintain  the  tonicity  of  the  tissues.  A  passive  and  acqui- 
escent state  of  mind  on  the  part  of  the  patient  is  indispensable 
to  the  success  of  the  rest-treatment,  for,  otherwise,  as  much  or 
more  neural  energy  may  be  wasted  through  fretting  and 
emotion  than  could  be  gained  by  the  rest  in  bed  and  the 
arrest  of  volitional  effort. 


PSYCnOTIIERAPEUTICS. 

36«  Psychical  Influence. — The  influence  of  the  mind  on 
the  body  is  a  fact  recognized  and  made  use  of  by  every  intelli- 
gent physician.  A  hopeful  and  expectant  state  of  mind  has 
oftentimes  more  curative  j)Ower  than  medicine.  If  the  normal- 
acting  mind  can,  with  all  its  ])ower  and  volitional  energy,  be 
brought  to  cooperate  in  the  efforts  made  by  the  physician 
to  remove  the  diseased   condition,  the  circumstances  are  as 
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the  only  successful  road  to  rational  therapeutics  is  a  regard  for 
those  conditions  that  nature  has  ordained  as  the  essential  ones 
for  the  growth,  development,  and  healthy  maintenance  of  both 
body  and  mind.  Let  these  conditions,  known  as  the  laws  of 
health,  be  persistently  disobeyed  or  disregarded,  and  the  penalty 
is  inevitable,  despite  the  help  of  drugs.  It  is  indeed  a  fortunate 
thing  for  humanity  that  there  are  no  drugs  that  restore  to 
perfect  health  the  misused  functions  of  the  body.  Yet  drugs 
have  their  place  in  a  rational  system  of  therapeutics,  only  it  is 
to  be  remembered  that  it  is  a  very  subordinate  one  and  acces- 
sory only  to  the  more  fundamental  requirements  embraced  in 
sanitation,  hygiene,  dress,  diet,  and  correct  habits  of  thought 
and  occupation.  In  these  latter  are  to  be  found  the  main 
springs  of  nerve-energy,  and  the  supply  will  be  copious  or 
meager  according  as  they  are  heeded  or  ignored. 

39*  Drugs  and  medicines  should  be  considered  as  instru- 
ments more  or  less  helpful,  according  as  they  are  wisely  chosen 
and  skilfully  used,  in  aiding  nature's  efforts  to  r^ain  the 
normal  range  of  physiological  action.  In  attempting  a  brief 
discussion  of  their  therapeutic  relations  in  a  general  way  to  the 
pathological  states  of  the  nervous  system  already  enumerated, 
we  will  classify  them  as  nutrients,  tonics,  eliminants,  sedatives,  and 
hypnotics. 

XITTRIENTS. 

40.  Nutrient  Remedies. — A  nutrient  remedy  is  one  that 
supplies  some  needed  element  to  nutrition  in  a  convenient 
and  readily  assimilable  form.  The  artificially  prepared  digestive 
ferments  are  of  this  nature,  and  their  service  consists  in  that 
they  supply  to  the  weakened  and  debilitated  digestive  system 
that  substance,  such  as  ptyalin,  pepsin,  pancreatin,  etc.,  which 
is  needed  to  properly  prepare  suitable  food  for  absorption  in  the 
alimentary  tract.  The  preparations  of  malt  and  maltin,  which 
contain  a  large  proportion  of  diastase,  are  not  only  themselves 
nutrients,  but  are  beneficial  in  that  they  materially  assist  the 
digestion  of  the  starches.  They  thus  not  only  conserve  nervous 
energy  in  the  digestive  process,  and  furnish  the  nervous  tissue 
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43.  There  is  another  class  of  animal  extracts,  such  as  those 
obtained  from  the  thyroid  and  thymus  glands,  which  seems  to 
act  not  so  much  as  direct  nutrients  to  the  vital  structure  of  the 
cells,  but  rather  to  aid  in  neutralizing  or  eliminating  some 
substance  in  the  blood,  which,  if  allowed  to  remain  unchanged 
or  unremoved,  produces  peculiar  morbid  states.  Myxedema, 
tetanus,  exophthalmic  goiter,  melancholia,  epilepsy,  and  other 
forms  of  disorder  involving  mainly  or  in  part  the  functions  of 
the  nervous  system,  have  seemed  to  be  benefited  by  these 
extracts  when  they  have  been  carefully  prepared  and  given 
with  caution.  . 

TONICS. 

44.  Distinction    Between    Tonics    and    Nutrients. 

The  dividing  line  between  tonics  and  nutrients  is  not  very 
sharply  defined.  Some  substances,  as  irorij  may  be  properly 
classified  in  either  group,  for  it  is  a  permanent  and  essential 
constituent  of  the  blood-corpuscles.  There  are  other  mineral 
and  vegetable  substances  that  aid  in  giving  strength  and  vigor 
to  the  nervous  tissues  and  system,  generally,  that  are  not  built 
up  into  tissue  structure,  but  in  some  manner  exert  a  favorable 
influence  on  metabolism  so  as  to  check  morbid  action  or  stimu- 
Jate  the  normal  nutritive  processes.  Among  the  mineral 
products  that,  after  iron,  have  proved  most  helpful  in  renew- 
ing or  conserving  nerve-energy  are  arsenic,  zinc,  silver,  and  gold, 

45.  Arsenic  Preparations. — Arsenic  in  the  form  of 
Fowler^ 8  or  Doiwvan^a  sohUion  has  long  been  used  with  benefit 
in  increasing  the  tone  and  vigor  of  the  nervous  system  and 
in  checking  the  tendency  to  overgrowth  of  connective  tissue. 
Tlie  primary  action  of  these  arsenic  preparations  is  in  all  proba- 
bility on  the  digestive  tract,  the  nervous  system  profiting  by  the 
improved  activity  and  vigor  of  digestion  and  assimilation. 
More  recently,  combinations  of  arsensic  with  iron  and  with 
gold  have  met  with  much  favor  among  neurologists,  because 
of  their  direct  tonic  action  on  the  nutrition  of  the  neurons. 
The  arsenate-of-iron  and  arsenauro  preparations  are  those 
more  commonly  used. 
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46.  Sodium  and  Gold  Chlorid. — Sodium  and  gold 
chlorid  has  achieved  some  reputation  as  a  remedy  in  checking 
the  degenerative  processes  that  terminate  in  sclerosis.  In  the 
functional  neuroses,  as  hysteria  and  neurasthenia,  the  prepara- 
tions of  zinc  and  copper  are  of  service  as  tonics,  the  oxid  and 
the  valerianate  of  zinc,  especially,  being  much  used. 

47.  Silver. — Silver  in  the  form  of  the  nitrate  has  won  a 
well-deserved  reputation  in  retarding  the  progress  of  the  degen- 
erative nervous  disorders,  such  as  lateral  and  posterior  spinal 
sclerosis. 

48.  Vegetable  Tonics. — Among  the  vegetable  tonics  we 
may  properly  enumerate  those  that  give  tone  and  vigor  to  the 
heart  and  blood-vessels,  for  on  their  condition  to  a  great 
extent  the  normal  nutrition  of  the  nervous  system  depends. 
Most  of  the  vegetable  extracts  that  are  tonic  to  the  nervous 
system  act  through  the  medium  of  the  circulation.  Digitalis 
and  strophanthus  act  most  directly  on  the  heart  itself  in  increas- 
ing the  strength  of  its  contractions,  and  so  provide  a  fuller  and 
more  constant  stream  of  blood  to  the  nerve-centers.  Caflfein,  in 
addition  to  its  effect  of  increasing  the  force  of  the  cardiac  con- 
traction, has  a  direct  stimulating  effect  on  the  cerebrum,  and 
when  used  moderately,  increases  the  capacity  for  brain-work. 

49.  Use  of  Cactus. — The  cactus  acts  on  the  intracardiac 
ganglia,  and  it  quickens  the  heart-action  and  raises  the  blood- 
pressure  with  very  little  disturbance  of  the  vasomotor  or  inhib- 
itory nerves.  It  is  especially  serviceable  in  functional  cardiac 
weakness  due  to  the  overuse  of  tea,  coffee^  tobacco^  alcohol^  or  to 
sexual  excesses, 

50.  Action  of  Nitroglycerin. — Nitroglycerin  has  a  pro- 
nounced action  in  dilating  the  coats  of  the  blood-vessels  and 
lowering  arterial  tension.  It  is  of  much  service  in  relieving  the 
pains  of  angina  pectoris  and  in  arresting  the  onset  of  motor 
spasmodic  attacks  such  as  in  epilepsy.  In  j>etit  mal,  the  imme- 
diate cause  of  which  in  some  instances  appears  to  be  a  vasomotor 
spasm,  it  has  proved  quite  serviceable. 
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51.  Use  of  Strychnin. — Strychnin,  either  in  the  fonn  of 
the  nitrate  or  sulfate,  is  our  main  reliance  as  a  prompt  and 
efficient  tonic  to  the  nerve-centers  of  the  spinal  cord  and  medulla. 
It  has  no  specific  action  on  the  cerebral  convolutions,  but  it 
stimulates  the  heart  directly  as  well  as  through  excitation  of  the 
cardiac-accelerator  centers,  and  the  blood-pressure  is  raised. 
The  increased  flow  of  blood  to  the  brain  brought  about  in  this 
manner  quickens  its  activities.  The  direct  injection  of  strychnin 
nitrate  into  the  substance  of  muscles  that  are  undergoing 
atrophy,  as  in  cases  of  progressive  muscular  atrophy  or  amyo- 
trophic lateral  sclerosis,  appears  to  have  a  stimulating  effect  on 
the  muscle  nutrition  and  checks  or  retards  the  degenerative 
process. 

52.  Antiseptics,     Disinfectants,     and     Antitoxins. 

Many  diseases  are  known  to  be  due  to  the  presence  of  pathogenic 
germs  or  their  products  in  the  tissues.  Drugs  and  other  sub- 
stances that  have  been  found  to  check  the  development  of  these 
bacteria  or  to  neutralize  the  toxins  that  they  produce  have 
j^roperly  secured  a  very  prominent  place  in  modem  therapeutics. 
Some  of  these  are  employed  to  act  on  processes  going  on  outside 
of  the  body,  so  as  to  prevent  the  growth  or  destroy  the  vitality 
of  pathogenic  micro-organisms  before  they  gain  access  to  the 
body.  These  are  the  disinfectants  and  are  represented  by 
such  germicides  aa  heat  (boiling  water  at  212°  F.  or  dry  air 
lit  200°  to  300°  ¥. ),  corrosive  mercuric  chlorid  (1  in  1,000  to  1  in 
5,(X)0),  formaldehyde,  chlorinated  lime,  carbolic  acid,  potassium 
permanganate,  menthol,  boracic  acid,  and  iodoform.  It  is  not 
necessary  here  to  dwell  upon  the  individual  merits  or  com- 
parative value  of  these  substances. 

53.  The  distinction  between  disinfectants  and  antiseptics 
is  not  very  clearly  drawn  in  medical  literature.  All  the 
substances  above  mentioned  are  antiseptics  in  the  sense  that 
they  arrest  putrefaction  either  by  preventing  the  growth  of  or  by 
completely  destroying  the  micro-organisms  on  which  decom- 
position depends.  But  when  the  micro-organisms  have  found 
access  to  the  body,  but  few  of  these  substances  can  be  employed 
within  the  body  to  counteract  them.      **  It  would  appear  proper 
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those  in  which  treatment  by  means  of  their  antitoxins  has  met 
with  most  signal  success.  There  are  other  toxic  diseases,  how- 
ever, that  have  been  combated  in  like  manner,  notably  those 
forms  of  septemia  caused  by  the  streptococcus,  with  results  so 
encouraging  as  to  confirm  the  belief  that  a  most  important 
advance  has  been  made  in  therapeutics  by  the  discovery.  The 
fact  must  not  be  overlooked  in  this  connection,  for  it  is  very 
significant,  that  the  production  of  antitoxins  is  one  of  the 
natural  capacities  belonging  to  the  vital  activity  of  tissue  cells, 
and  we  can  safely  assume  that  if  vital  energy  were  at  all  times 
maintained  ,at  its  highest  stage  of  eiBciency,  there  would  be 
oftentimes  less  need  by  the  system  of  an  outside  source  of 
antitoxic  material. 

SLIMIKANTS. 

57.  Names  of  EUmlnants.  —  We  have  considered 
samples  of  those  drugs  or  special  preparations  that  directly 
as  nutrients  or  indirectly  as  tonics  assist  in  building  up  and 
maintaining  the  strength  and  energy  of  the  nervous  system. 
It  is  quite  as  essential  to  the  welfare  of  that  system  that  it 
should  be  rid  of  obstructing  and  effete  matters.  Both  in  the 
nervous  tissues  tliemselves  and  in  the  blood  and  other  fluids 
circulating  about  them,  substances  may  accumulate  that  by 
their  presence  impede,  irritate,  or  depress  the  action  of  the  nerve- 
elements.  Drugs  and  other  agencies  that  assist  in  the  removal 
of  such  obstructions,  and  the  elimination  of  such  deleterious 
substances  from  the  vicinity  of  the  nervous  system,  and  from 
the  body  as  a  whole,  form  an  important  class  of  remedies. 
We  include  under  the  head  of  eliminants  all  drugs  or  agencies 
that  assist  in  freeing  the  system  from  useless  or  harmful 
material,  which  in  one  or  another  manner  have  accumulated  in 
it.  As  samples  of  these,  it  will  suflice  to  mention  here  mercury, 
potassium  iodid,  pilocarpin,  ammonium  acetate,  potassium 
citrate,  sodium  salicylate,  sodium  sulfate,  potassium  sulfate, 
cascara  sagrada,  aloes,  and  castor-oil. 

58.  Use  of  Mercury  and  lodin. — The  preparations  of 
mercury  and  iodin  are  the  main  remedies  that  are  relied  on  to 
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instances,  to  clear  the  system  of  refuse  and  give  freedom  and 
e<iHe  to  the  nervous  activities.  The  use  of  saline  purgatives 
requires  a  somewhat  vigorous  state  of  the  constitution,  and  in 
those  that  are  suffering  from  feeble  nutrition  and* a  frail  and 
sensitive  state  of  the  nervous  system,  the  form  of  laxative 
required  is  more  often  one  that  will  stimulate  gently  the  peri- 
staltic action  of  the  intestines  and  overcome  the  habitual  consti- 
pation that  is  due  to  feeble  muscular  contractions.  For  this 
purpose,  cascara  sagrada,  or  a  dinner- pill  of  aloes  and  mastic,  is 
more  suitable.  The  latter  is  to  be  preferred  or  added  when  the 
intestinal  torpidity  is  chiefly  confined  to  the  colon  and  rectum, 
for  its  action  on  these  parts  is  most  pronounced.  When  the 
intestinal  tract  needs  to  be  promptly  relieved  of  indigestible  . 
substances  or  of  that  which  is  the  cause  of  much  reflex  irrita- 
bility of  the  nervous  system,  as  is  often  the  case  in  children  or 
those  suffering  from  nervous  dyspepsia,  castor-oil  is  a  most  suit- 
able remedy.  It  is  both  prompt  and  efficient,  acting  both  on 
the  ganglionic  nerves  of  the  intestinal  tract  and  on  the  muscu- 
lar coats  of  the  intestines,  and  brings  about  a  gentle  and  uni- 
form peristaltic  stimulation  without  much  griping  or  subsequent 
(exhaustion. 

(Jl.  The  habitual  use  of  eliminants  of  whatever  sort  has 
the  effect  of  creating  a  habit  wherein-  the  action  of  the  organism 
depends  on  them.  The  ol)ject  should  be  to  choose  such  reme- 
dial niojisures  and  to  select  sueh  diet  as  will  enable  the  system 
to  perform  tliese  nets  of  elimination  without  the  need  of  special 
jiids.  Massage,  appropriate  exercises,  and  electric  stimulus  are 
the  most  elheient  means  for  l^ringing  this  about. 


SEDATIVES. 

(J2.  Cln^sslfl cation  of  Sedatives. — We  have  occasion 
quite  frei^uently,  in  the  treatment  of  disordered  action  of  the 
nervous  system,  to  bring  about  a  quieting,  soothing,  a  pain- 
dispelling,  or  antispasmodic  effect.  All  remedies  that  are  used 
for  this  purpose  we  will  classify  as  .sedatives.  The  irritable, 
excited,  or  spasmodic  action  requiring  such  remedies  for  its 
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control  may  manifest  itself  either  in  the  sensory  or  motor  sphere 
of  the  nervous  system  separately,  or  in  both  at  the  same  time. 

63.  Sedatives  may  be  divided  into  two  classes,  local  or 
general.  Among  the  local  sedative  drugs  commonly  employed 
for  allaying  pain  or  oversensibility,  the  chief  are  cocain,  aconitin^ 
veratriny  carbolic  acidj  menthol,  ethyl  chloridy  ether,  and  chloroform. 

64.  Cocaln. — Cocain  is  the  safest  and  most  efficient  of 
these,  since,  in  a  dose  that  ordinarily  is  not  harmful,  it  allays 
pain,  provided  it  can  be  brought  in  contact  with  the  termina- 
tions of  the  affected  nerves.  This  is  readily  accomplished  when 
it  is  applied  in  a  watery  solution  to  mucous  membranes,  but 
such  solutions  do  not  easily  penetrate  the  unbroken  skin  when 
applied  to  it,  and  unless  used  hypodermatically  or  caused  to 
traverse  the  skin  by  means  of  the  direct  electric  current,  its  use 
is  not  of  much  service  when  applied  to  surfaces  covered  by 
cuticle  with  the  view  of  obtaining  a  local  sedative  effect. 

65.  Aconltln  and  Veratrin. — Aconitin  and  veratrin  are 
both  powerful  alkaloids  whose  constitutional  effect  is  soon  felt, 
even  when  they  are  applied  locally,  so  that  they  must  be  used 
with  caution.  Applied  in  the  form  of  an  ointment,  a  grain 
of  either,  or  of  both,  to  a  dram  of  lanolin  or  of  lanolin  and 
olive-oil,  they  are  very  serviceable  in  allaying  the  oversensitive- 
ness  of  surface  nerves.  A  similar  sedative  action  is  obtained, 
though  not  so  promptly  or  to  the  same  degree,  by  ointments  or 
solutions  containing  carbolic  acid  (2  to  6  per  cent.)  or 
menthol  (6  to  25  per  cent. ). 

66.  Ethyl  Chlorid. — Ethyl  chlorid,  applied  in  the  form 
of  a  spray,  quickly  blunts,  for  a  few  moments,  the  local  sensi- 
bility, and  is  extensively  used  in  minor  surgical  practice  and 
for  the  temporary  relief  of  neuralgia. 

67.  Ether  and  Chloroform. — Ether  and  chlorofonn  are 
soothing  to  some  degree  when  applied  to  the  surface  of  the  body 
as  constituents  of  liniments,  but  their  effect  is  evanescent,  and 
if  they  are  not  permitted  to  evaporate  readily,  they  cause  vesi- 
cation of  the  surface  to  which  they  are  applied. 
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68.  The  majority  of  remedies  chosen  to  allay  motor-nerve 
or  muscle  irritability  or  spasm,  effect  this  through  their  consti- 
tutional action  and  not  by  local  application.  Oarare^  opium, 
with  its  alkaloidSy  morphin  and  codein,  cUrapin,  kyoscin,  conium, 
and  gdsemium  are  representatives  of  this  class. 

69.  Curare. — We  have  in  curare  a  drug  that  appears  to 
act  directly  by  allaying  the  irritability  of  the  motor  endings  of 
nerves  in  muscles.  It  has  been  employed  with  some  success  in 
the  treatment  of  tetanus,  but  must  be  used  with  extreme 
caution,  since  it  is  a  very  active  poison. 

70.  Opium. — Of  the  preparations  of  opium,  codein  has 
proved  most  serviceable  as  a  sedative  to  spinal  motor  irrita- 
bility, while  it  is  at  the  same  time  less  disturbing  to  the  nutri- 
tive and  eliminating  functions  than  the  crude  drug,  or  its 
associate — mcrrphin. 

71.  Atropln  and  llyoscln. — The  action  of  atropin 
and  hyoscin  are  so  varied  in  their  effects  that  the  result  sought 
in  one  direction  is  often  attended  by  some  very  objectionable 
result  in  another.  But.  these  remedies  have  a  sedative  effect  on 
un striped  muscular  tissue,  and  are  indicated,  in  small  doses,  in 
spasm  of  the  intestines,  uterus,  and  bladder.  The  dominant 
ac^tion  of  atropin  is  to  ^Slepress  the  activity  of  the  termina- 
tions of  nearly  all  varieties  of  nerves.'^  But  it  dilates  the 
pu[)il,  dries  the  throat,  and  checks  the  secretion  from  the  skin, 
any  one  of  which  effects  makes  it  an  objectionable  remedy  for 
prolonged  use.  Hyoscin  is  a  powerful  cerebral  and  spinal 
sedative,  and  has  found  favor  in  the  treatment  of  the  motor 
excitement  of  delirium,  acute  mania,  and  agitated  melancholia, 
it  has  also  been  of  service  in  allaying  the  tremors  of  paralysis 
agitans  and  chorea,  but  on  these  it  does  not  appear  to  exercise 
any  curative  influence.  Because  of  its  untoward  effects  on  the 
cerebral  function  and  on  the  circulation,  its  use  cannot  be 
long  continued. 

72.  Conlum  and  Gelseniiuin. — One  of  the  active  prin- 
ciples of  conium,  convn,  ''powerfully  depresses  the  functional 
activity  of  all  the  motor- nerves  in  the  body.     This  depression 
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begins  at  their  periphery,  and  gradually  ascends  until  the  whole 
nerve  from  the  periphery  to  the  spinal  cord  is  incapable  of 
responding  to  stimuli'*  (WhUe).  And  yet  the  preparations  of 
conium  are  so  unreliable  and  variable  in  strength  that  it  has 
been  used  but  little  by  the  neurologist.  Gelsemium  likewise, 
by  exercising  a  depressive  influence  on  the  anterior  cornua  of 
the  spinal  cord,  allays  excitability  of  all  the  muscles  depending 
on  these  centers.  Some  sensory  depression  with  anesthesia 
likewise  results.  It  has  been  extensively  used  in  the  treatment 
of  motor  spasm,  such  as  spasmodic  torticollis  and  motor  tic, 
and  by  some  neurologists  is  used  for  functional  trigeminal 
neuralgia  and  megrim. 

73.  For  the  relief  of  pain,  when  this  is  the  most  urgent 
symptom  demanding  attention,  opium,  and  especially  morphin, 
which  is  the  most  efficient  alkaloid  in  the  crude  drug,  are  the 
remedial  agents  most  commonly  employed.  But  for  continued 
or  recurring  pain,  as  headache,  neuralgia,  and  the  like,  or  for 
the  relief  of  the  condition  commonly  termed  nervousness,  hysteria, 
or  neurasthenia,  the  frequent  use  of  opium  or  of  morphin  is 
neither  beneficial  nor  wise.  The  derangement  of  nutrition  and 
the  mental  deterioration  that  the  drug  produces  are  in  no 
measure  compensated  by  the  temporary  relief  from  pain  or 
discomfort. 

74.  The  pain  that  so  frequently  accompanies  the  nutritional 
disorders  and  takes  the  form  of  neuralgia,  megrim,  or  of  the 
steady  aching,  burning,  smarting,  or  stinging  of  rheumatism 
and  gout,  or  the  fleeting,  darting  pains  of  locomotor  ataxia, 
are  very  generally  relieved  by  the  use  of  phenncetin,  ezalgin, 
antipyrin,  or  a4:etanilid.  All  these  remedies  are  somewhat 
depressing  in  their  effect  on  the  circulation.  Phenacetin  is  the 
least,  and  antipyrin  the  most,  harmful  in  this  respect;  but,  by 
the  addition  of  strophanthus  or  caflfein,  this  danger  is  greatly 
lessened.  As  all  these  remedies  have  an  antipyretic,  in  addition 
to  their  analgesic,  action,  they  are  especially  serviceable  in 
diseases  where  the  pain  or  nervous  irritability  is  accompanied 
by  fever. 
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75,  A  state  of  fidgetiness  or  nervousness  with  a  preponder- 
ance of  emotional  symptoms  is  a  very  common  result  of 
defective  nutrition,  or  congenital  or  acquired  instability  of  the 
nervous  system.  Hygienic,  mental,  and  moral  management  are 
here  more  helpful  than  drugs,  but  for  temporary  soothing  and 
quieting  effect,  the  bromids  and  the  combinations  of  suinbul, 
valerian,  and  asafetida,  all  of  which  diminish  the  excitability  of 
both  sensory  and  motor  neurons,  are  to  be  employed.  Potas- 
sium bromid  has  a  reputation  for  greater  efficacy  than  other 
bromid  preparations,  but  it  is  also  disturbing  to  the  digestion 
and  depressing  to  the  heart;  bromid  of  soda  and  ammonia  can 
often  be  substituted  for  it  with  advantage.  Valerian  and 
sumbul  are  very  frequently  combined  with  iron,  zinc,  or  arsenic, 
since  the  conditions  of  the  body  that  create  a  demand  for  the 
nerve-sedation  are  accompanied,  in  most  cases,  with  evidences 
of  anemia  or  malnutrition,  and  the  combination  is  made  with  a 
view  of  meeting  both  needs. 


HYPNOTICS. 


76.     Use  of  I>ru|U9  for  Insomnia. — Sleep  is  dependent 

not  on  one  only  Imt  on  the  combination  of  several  physiological 
conditions.  Tliese  are  a  decrease  in  the  amount  of  blood  in  the 
brain,  an  abolition  of  sensory  stimuli,  and  a  presence  in  the 
blood  of  tlie  products  of  muscular  fatigue  or  of  fatigue  brought 
about  by  i)rain  activities.  When  the  important  restorative  effect 
of  sleep  is  wanting,  the  nervous  system  suffers  greatly. 

In  seeking  to  replace  the  conditions  favorable  to  sleep,  simple 
means  most  closely  allied  to  nature's  methods  should  be 
eni})loyed  ))efore  resorting  to  drugs.  It  is  doubtful  if  any 
single  drug  or  combination  of  drugs  can  be  made  to  meet  all 
the  rcHjuirements  of  normal  sleep,  and  secure  to  tbe  system  the 
benefit  that  it  confei*s.  There  are  many  remedies,  however, 
that  are  helpful  in  this  way  and  assist  in  one  or  another  manner 
in  producing  a  sleep  more  or  less  refreshing.  When  pain  is 
the  chief  cause  of  sleeplessness,  opium  or  morphin,  or 
phenacetin,  antipyrin,  or  exalgin  will  so  far  allay  the  pain  as 
to  permit  of  sleep. 
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But  insomnia  is  often  due  to  a  less  apparent  cause,  and  is  of 
more  persistent  character  than  the  sleeplessness  caused  by  pain. 
For  this  condition,  when  it  is  necessary  to  resort  to  drugs, 
relief  will  usually  be  obtained  from  paraldehyde,  trional,  or 
sulfonal.  Paraldehyde  is  disagreeable  to  the  taste  but  is 
prompt  in  action,  as  a  rule,  and  leaves  but  little  unpleasant 
after-efifect.  Trional  is  not  so  certain  in  its  action,  but,  when 
efficient,  it  acts  promptly  and  without  much  depression. 
Sulfonal  is  less  prompt  in  action,  requiring  to  be  given  several 
hours  before  the  time  at  which  it  is  desired  to  produce  sleep, 
and  its  depressing  effect  on  the  circulation  is  such  as  to  prohibit 
its  being  used  in  some  cases.  The  sleep  produced  by  it  is, 
however,  usually  both  prolonged  and  deep.  A  combination  of 
trional  and  sulfonal  often  acts  more  happily  than  either  given 
separately. 


GENERAL  ELECTROTHERAl'EUTICS. 


ACTION  OF  EliECTKICITY. 

77 •  The  action  of  electricity  as  a  remedial  agent  for  coun- 
teracting the  pathological  states  and  tendencies  to  abnormal 
function  mentioned  is  of  very  general  application. 

When  employed  intelligently  and  skilfully,  it  is  found  to  act 
in  one  or  another  form  as  a  tonic  or  constructive,  as  an  elim- 
inant,  as  an  antitoxic,  as  a  sedative,  or  as  a  hypnotic. 

If  this  is  true,  then  electricity  deserves  a  place  in  every  group 
of  remedies  mentioned  under  the  head  of  general  therapeutics 
of  the  nervous  system,  except  the  first — the  nutrients.  The 
experienced  electrotherapeutist  knows  this  claim  for  efficiency 
in  the  action  of  electricity  in  neural  therapeutics  to  be  true  and 
that  it  is  based  on  sound  and  demonstrable  physical  and  physio- 
logical facte  and  principles,  which  is  more  than  can  be  said  for 
many  of  the  drugs  used  and  recommended  by  high  authority. 

78.  Modalities  of  Klectrlelty.— The  modalities  of  elec- 
tricity that  are  employed  at  present,  to  a  greater  or  less  extent 
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in  therapeutics,  both  in  the  treatment  of  nervous  disorders  and 
diseases  of  other  parts,  are  the  following: 

1.  The  direct  or  galvanic  current. 

2.  The  induced  current  derived  from  (a)  physician's  induc- 
tion-coil; (6)  magneto-electric  machine;  (c)  alternating-cur- 
rent dynamo;    (d)  sinusoidal  machine. 

3.  Currents  obtained  from  the  high-tension,  high-frequency 
apj)aratu8. 

4.  The  static  charge  or  the  currents  of  the  influence-machine. 
6.     Magnetic  fields  or  alternating- magnetic  stress. 

Each  of  these  modalities  possesses  a  physical  and  physio- 
logical action  peculiar  to  it,  and,  by  reason  of  this,  has  its 
special  adaptation  to  certain  pathological  states. 


TUE  DIRECT  CURRENT. 

79.  By  means  of  the  direct  current,  the  neurologist  obtains 
knowledge  con(*erning  the  action,  nutrition,  and  capacities  of 
muscles  and  nerves  that  can  be  obtained  in  no  other  way 
(Diagnosis). 

The  direct  current  causes  contraction  of  muscular  tissue  both 
of  the  striped  and  unstriped  varieties,  and  invigorates  the 
[)roces8e8  that  depend  on  this  muscular  activity  (Tonic, 
Eliminative). 

Bv  the  action  of  the  direct  current,  nutritive  material 
may  be  conveyed  in  greater  abundance  to  the  tissues  needing 
it,  and  the  metabolism  of  the  neurons  may  be  quickened 
(Constructive). 

Through  the  influence  of  tlie  direct  current  on  the  muscular 
walls  of  tlie  intestines,  excreting  organs,  and  blood-vessels, 
elimination  is  promoted  and  the  irregular  distribution  of  blood, 
as  in  liypostasis  and  passive  congestion,  is  overcome  (Elimina- 
tive, Sedative). 

By  means  of  the  direct  current,  exudates  and  neoplasms  are 
broken  u})  and  pre})ared  for  removal  (Eliminant,  Through 
Electrolysis). 

Bv  the  aid  of  the  direct  current,  morbid  fluids  and  substances 
in  solution  in  them  are  removed  from  the  tissues,  and  remediee 
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in  solution  may  be  brought  into  them  (Elimination  and  Medi-. 
cation  by  Phoresis). 

The  direct  current  is  both  directly  and  indirectly  germicidal, 
because  of  its  electrolytic  action,  and  gives  promise,  in  the 
results  of  recent  experiments,  of  a  capacity  to  transform  toxins 
into  antitoxins  (Antitoxic,  Antiseptic,  Disinfectant). 

The  local  effects  of  the  anode  of  a  direct  current  on  nerve- 
tissue  are  such  as  to  diminish  its  excitability  (Sedative,  Anal- 
gesic, Antispasmodic). 

It  is  thus  seen  that  the  direct  or  galvanic  current,  which 
possesses  chemical,  physical,  and  mechanical  properties,  can  be 
turned  to  therapeutic  account  to  meet  and  counteract  a  great 
variety  of  morbid  conditions  that  arise  in  the  nervous  system 
and  elsewhere  in  the  body. 

This  electric  modality  has,  as  we  have  already  noted,  its 
function  as  a  direct  stimulant  of  nerve  and  muscle,  or  is  seda- 
tive in  its  action  upon  these  tissues  according  to  the  polarity 
employed  and  the  manner  of  application;  but  a  more  appro- 
priate modality  for  these  purposes,  within  the  range  of 
physiological  action,  will  be  found  in  some  one  of  the  various 
forms  of  the  induced  current. 


THE  INDUCED  CURRENT. 

80«  Nature  of  the  Induced  Current. — The  induced 
current  is  that  which  is  obtained  from  a  closed  circuit  including 
a  coil  of  wire,  which  coil  is  in  some  manner  subjected  to  a 
varying  magnetic  field  during  longer  or  shorter  intervals  of  time. 

The  characteristics  of  the  current  induced  depend  on  the 
construction  of  the  machine  that  produces  it.  The  physio- 
logical and,  in  turn,  the  therapeutic  effects  following  the  use  of 
these  currents,  as  of  all  electric  currents,  are  the  results  of  these 
characteristics  of  the  current.  In  other  words,  every  electric 
current  has  its  **  characteristics  of  excitation,''  and  when  used 
for  therapeutic  purposes,  these  determine  its  physiological  and 
therai)eutic  effects. 

81 .  In  the  several  kinds  of  apparatus  recorded  above,  from 
which  induced  currents  are  derived,  the  principle  of  induction 
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is  the  8ame,  just  as  in  the  various  forms  of  steam-engine  in  use, 
the  physical  and  mechanical  principles  are  the  same.  But  the 
nature  of  the  work  done  by  these  several  kinds  of  apparatus, 
just  as  it  is  with  the  different  kinds  of  steam-engine,  may  vary 
greatly. 

All  the  induced  currents  employed  in  electrotherapeutics, 
with  the  exception  of  the  primary-coil  current  of  the  physician's 
induction-coil  or  faradic  battery,  are  to-and-fro,  or  alternating, 
currents.  They  are  also  currents  of  comparatively  high  electro- 
motive force  as  compared  with  the  direct  currents,  but  with 
very  little  quantity. 

82.  Reaction  of  Ijlvingr  Tissue. — Living  and  normal 
nerve  and  muscle  of  a  kind  that  is  found  in  man  and  other 
warm-blooded  animals,  when  made  a  part  of  the  path  of  an 
induced  current  of  moderate  frequency,  tension,  and  quantity, 
react  in  a  manner  corresponding  to  their  physiological  action  at 
every  sudden  change  of  electromotive  force  or  potential,  no 
matter  in  which  direction  the  current  travels.  Such  induced 
currents  are  therefore  exciters  of  nerve  and  muscle,  and  the 
force  and  frequency  of  such  excitation  depend  on  the  degree  of 
electromotive  force  and  the  frequency  of  its  variations. 

83.  The  })rotoplasm  of  living  tissue  cells,  other  than  those 
of  nerve  and  muscle,  also  reacts  in  some  measure  to  the  sudden 
change  of  electric  potential  to  which  it  is  subjected  by  an 
induced  to-and-fro  current,  for  the  metabolism  of  the  cells  is 
quickened,  and  ini})roved  growth  and  tone  is  the  result  in  those 
whose  nutrition  was  before  feeble.  But  the  momentary  dura- 
tion of  each  inii)ul8e  and  the  reversal  of  polarity  that  charac- 
terize the  alternating-induced  currents  deprive  them  of  the 
electrolytic,  })horetic,  and  mechanical  action  that  the  direct  or 
galvanic  current  possesses. 

Sensory  and  motor-nerve  or  muscular  fiber  can  respond  in 
a  manner  peculiar  to  each  of  them  when  subjected  to  electric 
excitations  to  the  number  of  from  6,000  to  10,000  per  second. 
But,  in  proportion  as  the  frequency  of  the  alternations  and  the 
range  of  potential  increases,  the  physiological  response  of  nerve 
and  muscle,  as  such,  diminishes. 


§  1 1  OF  TPIE  NERVOUS  SYSTEM.  37 

84.  Effect  of  Frequency  and  Potential. — The  lower 
frequencies  and  lower  potentials  have,  generally  speaking,  an 
exciting  and  irritating  effect,  while  the  higher  potentials  and 
frequencies  have  a  quieting  and  sedative  efifect  on  nerve 
and  muscle.  The  manner  in  which  the  potential  increases 
and  decreases  likewise  has  its  influence  on  sensation  and 
motion,  irrespective  of  the  degree  of  the  potential  or  the 
rapidity  of  the  alternations. 

85.  A  current  in  which  there  is  abrupt  or  irregular  increase 
or  decrease  of  electromotive  force  is  irritating  and  exciting, 
while  one  that  is  smoothly  graduated  in  its  rise  and  fall  of 
l)Otential  is  soothing  and  agreeable.  The  induced  current 
derived  from  the  primary  of  the  physician's  induction-coil  or 
faradic  battery  and  that  from  the  magneto-electric  machine 
partake  of  the  exciting  and  irritating  properties,  while  the 
current  from  the  secondary  of  a  physician's  induction-coil,  pro- 
vided it  is  composed  of  many  turns  of  very  fine  wire,  and  the 
current  from  a  well-constructed  sinusoidal  machine  are  less 
disagreeable  to  the  patient  and  often  quite  soothing  and  seda- 
tive in  their  efifect. 

The  current  from  the  alternating-current  dynamo  employed 
for  industrial  purposes,  when  adapted  to  therapeutic  uses, 
possesses  qualities  somewhere  between  these  two  extremes. 

From  these  statements  concerning  the  induced-current  modal- 
ities, it  will  be  seen  that  they  are  adapted,  by  suitable  selection, 
for  producing  an  exciting  or  stimulating  effect  (Tonic,  Con- 
structive, Eliminant),  or  a  soothing  and  quieting  effect  (Seda- 
tive, Antispasmodic,  Analgesic,  Hypnotic),  on  both  nerve  and 
muscle  tissue,  as  the  exigencies  of  the  case  may  require.  And 
also  let  it  be  noted  that  they  exert  a  certain  amount  of  stimu- 
lating influence  on  the  nutritive  activities  of  the  protoplasm  of 
all  living  cells  (Tonic,  Constructive). 


HIGH-TENSION,    HICai-FRBQUENCY    CURRENTS. 

86.  Nature  of  IIlgrh-Tenslon,  Ilifirh-Frequency  Cur- 
rents.— The  high-tension,  high-frequency  currents  of  Tesla, 
Elihu  Thomson,  and  D'Arsonval  are  found  from  numerous  tests 
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made  by  these  experimenters  and  by  ourselves,  to  have  eflPects 
on  the  living  animal  organism  of  much  therapeutic  value.  These 
currents  arc  alteniating  in  polarity  like  the  induced  currents 
already  described.  The  frequency  of  alternations  that  have  been 
reached  by  one  or  another  form  of  apparatus,  and  employed  in 
j)]iysiological  experiments  and  therapeutics,  have  ranged  from 
10,000  to  1,500,000  per  second.  The  electromotive  force  has 
varied  from  60,000  to  300,000  volts.  The  current  has  been  esti- 
mated to  range  from  J  ampere  to  6  amperes.  When  we  consider 
these  characteristics,  the  physiological  effects,  which  have  been 
observed  more  or  less  by  all  that  have  experimented  with  cur- 
rents of  this  character,  are  truly  remarkable.  They  are  daily 
demonstrated  to  students  in  the  la])oratory  of  electrothera- 
peutics of  the  I'niversity  of  Michigan  upon  their  own  persons. 

87,  Physical  Effects  of  Higrh -Tension,  Hig:li-Fre- 
qucncy  Currents. — The  results  are  that  currents  of  this 
nature:  (a)  Have  no  effect  on  motor  nerves.  (6)  Have  no 
eflFect  on  sensory  nerves  except,  perhaps,  a  gentle  feeling  of 
warmth  at  the  place  where  contact  is  made  with  the  surface  of 
the  cuticle,  (c)  Have  no  contractile  effect  on  muscular  tissue. 
In  some  instances,  a  very  slight  degree  of  tension  or  heaviness 
is  noticeable  in  the  muscles  in  the  immediate  vicinity  of  the 
electrode,  (d)  Cause,  at  first,  vasomotor  dilatation,  with  lower- 
ing of  })lood-pressure,  but  this  is  soon  followed  by  energetic 
contraction  of  the  vessels,  which  then  remain  contracted  and 
the  blood-pressure  rises,  (e)  Increase  tissue  metabolism,  as  is 
shown  by  the  larger  consumption  of  oxygen  and  the  greater 
elimination  of  carbon  dioxid  and  urea  by  the  person  experi- 
mented on.  ( /*)  Increase  the  production  of  heat,  (g)  Retard 
the  growth  of  pathogenic  bacteria  and  decrease  the  virulence 
of  the  toxins  that  they  produce  (D^Arsonval  and  Chairhi). 

From  these  results,  it  will  be  seen  that  the  high-tension, 
high-frequency  currents  imj)art  an  extraordinary  activity  to 
the  nutritive  processes  of  animal  tissues,  without  disturbing  to 
any  extent  the  phenomena  of  conscious  life. 

88.  In  the  majority  of  cases  where  these  currents  have 
been  enj ployed  for  therapeutic  purposes,  they  have  exercised  a 
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powerful  and  generally  reparative  action  on  diseases  caused  by, 
or  attended  with,  feeble  nutrition,  by  accelerating  the  organic 
changes  and  by  increasing  the  activity  of  enfeebled  or  perverted 
catabolism  and  elimination.  Excretion  is  hastened  and  diuresis 
becomes  generally  more  satisfactory.  Neurasthenia  and  many 
other  functional  and  nutritional  nervous  disorders  are  benefited 
by  this  method  of  treatment.  Especially  when  the  nervous 
condition  is  the  result  of  mental  overwork,  accompanied  with 
the  defective  elimination  characteristic  of  rheumatism  or  gout, 
the  use  of  the  high-tension,  high-frequency  currents  results 
in  return  of  sleep,  return  of  good  feeling,  capacity  to  work, 
increase  of  appetite,  and  a  renewal  of  force  and  vital  energy. 


STATIC  CHARGE  AND  CURRENTS. 

89,  Static,  or  Franklinic,  electricity,  as  obtained  from  the 
static  or  influence-machine,  has,  under  certain  of  the  conditions 
of  generation,  the  qualities  of  high-tension,  high-frequency 
currents,  and  the  same  effects  that  are  mentioned  under  that 
head  can  be  obtained  from  it.  The  static  machine  is,  however, 
adapted  for  a  much  wider  range  of  therapeutic  aj)plications.  Its 
capacities  have  received  full  consideration  elsewhere. 


MAGNETIC  FIET^DS  AND  AI^TERNATING 

MAGNETIC  STRESS. 

90.  For  a  long  time  it  was  thought  that  magnetism  was  in 
no  way  correlated  to  animal  physiology,  since  a  variety  of  care- 
fully devised  experiments  by  competent  observers  gave  no 
tangible  results.  But  this  w^as  owing  to  the  fact  that  these 
experiments  were  conducted  with  unvarying  magnetic  stresses 
and  were  not  continued  over  a  suflSciently  long  period.  In  a 
series  of  experiments  with  alternating  magnetic  stresses,  which 
have  been  carried  on  in  the  electrotherapeutic  laboratory  of 
the  University  of  Michigan,  under  our  direction,  for  more  than 
three  years,  it  has  been  proved  conclusively  that  magnetism  in 
this  form  has  a  marked  influence  in  quickening  metabolism,  in 
promoting  growth,  and  in  increasing  the  excretion  of  urea. 
These  results  have  been  obtained  from   a   prolonged  series  of 
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tests  on  both  young  animals  and  man,  by  keeping  them  in  a 
space  })en'aded  by  rapidly  alternating  magnetic  stresseB  for 
several  hours  each  day. 

These  tests  on  physiological  action  have  been  supplemented 
l)y  a  few  attempts  to  determine  the  effect  of  a  rapidly  alternating 
nia^^netic  field  on  the  treatment  of  chronic  muscular  and  articular 
rlieumatism  and  sciatica.  The  benefit  that  these  patients  seem 
to  have  obtained  from  the  treatment  is,  to  say  the  least,  quite 
marked,  and  the  method  gives  promise  of  much  therapeutic 
usefulness.  One  strong  recommendation  in  its  favor  is  that  it 
can  l)e  readily  applied  to  bedridden  patients  and  to  children 
without  its  exciting  the  least  opposition  or  discomfort.  The 
])atient  need  not  be  aware,  from  any  sensations  experienced, 
that  he  is  undergoing  treatment. 


OTIIKU  TIITCRAPKI'TIC  USES  OP  EIjBCTRICITY. 

J)  1 .  Electricity  n)ay  be  employed  to  advantage  in  the  treat- 
ment of  nervous  disorders  in  many  ways  that  cannot  properly 
l»e  regarded  as  electrotherapeutics.     It  is  very  serviceable  in  the 

following  respects: 

1.  A"^  (I  ><()tfrre  of  hent. 

( a  )  For  J  >roduciTig  an  elect  rocautery  to  be  used  as  a  counter- 
irritant  or  as  a  surgii^al  tool. 

(/>)  For  heating  warming- pads,  poultices,  etc.,  with  a  con- 
stant temperature  of  any  desired  degree. 

2.  An  a  source  ofUqJit. 

(a )  For  the  treatment  of  many  nervous  diseases  by  means 
of  electric  lamps. 

(/>)  For  diagnosis  in  the  exploration  of  the  passages  and 
cavities  of  the  body. 

(c)  For  mechanical  vibration.  Many  forms  of  vibrating 
ai)paratus  have  been  constructed  by  Mortimer  Granville, 
Charcot,  Gilles  De  la  Tourette,  and  others,  for  treating 
headaches,  neuralgia,  and  many  functional  and  nervous 
diseases  in  which  the  motive  power  employed  is  elec- 
tricity. Mechanical  vibration  as  a  therapeutic  measure 
has  been  followed  bv  benefit  in  manv  instances. 
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DISEASES   OF  THE    SPINAI.  CORD. 


INTRODUCTION. 

92.  Construction  of  the  Nervous  System. — Accord- 
ing to  the  latest  physiological  researches,  the  nervous  system  is 
made  up  of  a  myriad  of  individual  nerve-elements,  termed 
neurons.  These,  while  interdependent  and  necessarily  asso- 
ciated in  the  performance  of  the  functions  assigned  to  them, 
possess  each  an  independent  nutritive  activity  and  vitality  that 
must  be  maintained  throughout  the  entire  structure  of  the 
neuron  in  order  that  it  may  at  all  times  be  prepared  to  do  its 
part  in  the  community  of  neurons  with  which  it  is  associated 
in  function. 

No  part  of  the  individual  neuron,  no  matter  what  its  special 
work  may  be,  whether  that  of  receiving  or  conveying  a  motion 
or  impulse,  is  exempt  from  the  influences  that  affect  for  good  or 
ill  any  other  part  of  its  structure.  In  other  words,  an  individ- 
ual neuron,  though  made  up  of  nucleus,  and,  probably, 
nucleolus,  cell- body,  neuraxon,  and  numerous  dendrites  or 
protoplasmic  prolongations,  the  latter  often  of  great  length  and 
complexity  of  arrangement,  is  responsive  throughout  all  its 
parts  to  influences  that  act  on  it  deleteriously  or  beneficially. 
We  cannot,  therefore,  have  diseases  that  affect  only  a  part  of 
the  neuron,  as  the  neuraxon,  or  dendrites,  or  cell-body,  to  the 
exclusion  of  the  other  parts.  We  may,  however,  have  diseases 
in  which  the  pathological  processes  are  more  accentuated  in 
one,  rather  than  in  another,  portion  of  the  neuron.  For 
instance,  the  earliest  signs  of  functional  disorder  or  of  degener- 
ation in  the  neuron  or  group  of  neurons  may  be  seen  in  the 
dendrites,  the  end  organs,  or  the  neuraxon,  rather  than  in  the 
cell-body  or  nucleus.  Yet  all  parts  of  the  individual  nerve- 
element  must  be  understood  to  take  part  in  these  abnormal 
changes. 

93.  Classllieatlon  of  Diseases. — While  we  arbitrarilv, 
therefore,  for  the  sake  of  convenience  in  considering  the  special 
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difieases  of  the  nervous  system,  divide  them  into  diseases  of  the 
central  and  peripheral  nervous  system,  or  into  diseases  of 
the  brain,  spinal  cord,  and  nerves,  this  classification  must  not 
be  taken  as  indicating  a  sharp  line  of  separation  of  the  normal 
from  the  abnormal.  For  the  nerves  are  but  the  prolonged 
dendrites  and  neuraxons  belonging  to  cell- bodies  located  within 
the  spinal  cord  and  brain,  and  the  spinal  cord  and  brain  are 
made  up  in  a  great  part  of  these  dendrites  and  neuraxons  which 
(*onie  both  from  the  periphery  of  the  body  and  from  cell-bodies 
ItK-ated  at  distant  points  in  the  central  nervous  system. 

94.  Since  the  peripheral  nerves  do  not  then  represent  com- 
plete neurons,  and  because  the  neurons  comprising  the  brain 
are  very  complex  in  their  groupings  and  functions,  it  seems  best 
to  adopt  an  order  for  considering  the  special  diseases  of  the 
nervous  system  that  will  l>egin  with  a  part  representing  entire 
neurons,  l)ut  still  those  that  are  simple  in  structure,  groupings, 
and  function.  This  we  find  to  be  the  case  in  the  spinal  cord. 
We  will  then,  for  these  reasons,  consider  first  the  diseases  of 
the  iqy'mal  cord:  next,  disaiJ^es  of  peripheral  nerves;  and,  finally, 
dkeaneH  of  the  hrnin,  taking  up  the  disorders  under  each  in 
accordance  witli  the  arrangement  adopted  under  the  heading 
General   Pathology. 


DEFECTS    OF    l>FVEI.OPME]NT. 

1)5.  Kniiiiioration  of  Defects. — Under  the  heading  of 
Defects  of  I)<'velof)nicnt  among  the  disorders  arising  in  the 
spinal  cord,  we  tind  nKdjoniuitioni^,  spiyia  bifida,  syringomyelia^ 
and  hrralitary  utaxia.  The  order  in  which  these  are  named 
indicates,  from  greatest  to  least,  the  gravity  of  the  result  follow- 
ing tli(^  defect. 

M  A  I.F( )  R  M  ATIONS. 

{M>,  Causes  of  Malformations. — The  sjnnal-cord  neu- 
rons, sensory  and  motor,  control  the  growth  and  nutrition  of 
th(^  parts  to  which  they  arc  distributed.  If  these  neurons  fail 
to  evolve  in  the  embryo,  or  are  blasted  from  some  cause  iu  the 
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early  stages  of  their  evolution,  the  parts  that  they  were  destined 
to  supply  with  nerve-stimulus  are  wanting  or  incomplete. 
Thus,  bodies  with  various  kinds  of  defects  arise.  A  limb  or  a 
part  of  it  may  be  wanting;  an  organ,  as  the  uterus,  bladder,  or 
rectum,  may  be  lacking  or  incompletely  fashioned.  A  muscle 
or  group  of  muscles  may  not  develop,  giving  rise  to  some  such 
distortion  as  clubfeet  or  knock-knees.  Many  of  these  defects 
may  arise  from  causes  operating  outside  the  spinal  cord  or  its 
neurons.  But  we  are  here  considering  only  the  results  of 
spinal-cord  deficiencies. 


SPIXA    BIFTDA. 

97.  An  incomplete  closure  of  the  spinal  canal  leaves  the 
parts  surrounding  it  incomplete.  This  occurs  usually  in  the 
lumbar  region,  but  may  be  found  at  other  places  in  the  spine. 
The  vertebral  lamina?  and  spinous  processes  are  rudimentary 
over  that  portion  of  the  cord,  and  the  soft  parts  bulge,  forming 
a  cyst  filled  with  cerebrospinal  or  subarachnoid  fluid.  The 
nutrition  and  growth  of  the  entire  central  nervous  system  is 
disturbed  and  enfeebled. 


SYRIX(K)MYli:L.IA. 

98.  Nature  and  Pathologry. — This  is  an  embryonic 
defect  of  less  degree  than  the  preceding,  but  here,  likewise,  there 
are  sacculations  and  distortions  of  the  central  canal  of  the 
spinal  cord  due  to  incomplete  closure  or  defective  evolution  of 
the  neural  elements  surrounding  it.  The  gliomatous  tissue  is  in 
excess  in  places  and  the  neurons  are  wanting  or  incomplete  in 
development.  This  defect  is  most  common  in  the  cervical  and 
upper  dorsal  segments  of  the  cord.  Trophic  changes  are  seen 
in  the  parts  of  the  body  innervated  from  these  segments.  The 
skin  is  thin  and  glossy,  or  thick  and  horny,  or  edematous. 
Wliitlows  are  common,  and  eruptions  such  as  eczema,  bulla?, 
and  herpes  appear  on  the  skin.  The  nails  are  grooved  and 
fissured.  The  bones  are  brittle,  the  joints  imperfect.  The 
symptoms  as  a  rule  are  bilateral.  There  is  loss  of  pain  and 
temperature  sense  in  certain  areas.    Hyperesthesia  may  precede 
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this  loss.     Various  paresthesia,  pain  in  the  spine,  and  sponta- 
neous pain  in  the  trunk  and  arms  are  common. 

99.  Symptoms. — The  symptoms  of  syringomyelia  are  aa 
follows:  Muscular  atrophy  of  the  progressive  type,  with  paresis 
in  the  ulnar  region  of  the  hands  and  in  the  muscles  supplied 
by  the  musculospiral  and  circumflex  nerves;  fibrillar  tremors  in 
the  affected  muscles;  the  muscles  of  the  legs  may  show  spastic 
paralysis;  the  knee-jerk  may  be  normal  or  exaggerated,  together 
with  ankle-clonus;  the  affected  muscles  may  give  quantitative 
changes  to  electric  tests,  or,  if  much  atrophied,  the  reaction  of 
degeneration;  a  distortion  of  the  spine  (scoliosis)  occurs;  the 
cranial  nerves  may  be  involved,  causing  disordered  respiration 
and  cardiac  action,  difficulty  in  swallowing,  irr^ularity  of  the 
pupils,  and  nystagmus;  and  mental  dullness  may  result 


MORVAN'S    DISEASE. 

{Analgic  Panaritium,) 

100.  Nature  and  Pathol ogry- — This  disorder  appears  to 
be  a  combination  of  syringomyelia  with  neuritis,  and  by  some 
is  thought  to  be  a  variety  of  the  former.  It  occurs  between  the 
ages  of  twelve  and  sixty,  and  is  slow  in  progress.  In  some 
cases  the  spinal,  and  in  others  the  neural,  changes  are  more 
pronounced.  Painless  felons  or  whitlows  are  a  frequent  and 
characteristic  morbid  condition. 

101.  Symptoms. — The  symptoms  of  Morvan's  disease  are 
as  follows:  Neuralgic  pains  in  the  arms  and  hands;  loss  of 
pain  and  temperature  sensation  and  at  times  loss  of  all  forms 
of  sensation  over  the  arms,  the  trunk,  and  even  the  face; 
paresis  of  the  muscles  of  the  hands  and  forearms;  atrophy  of 
muscles  of  the  hands  and  forearms,  and  in  the  late  stage, 
loss  of  electric  excitability;  swelling  and  disorganization  of  the 
joints  in  the  hands  at  times,  painless  whitlows,  ulceration  of 
the  fingers,  the  skin  on  the  hands  becoming  pale  or  livid, 
dry,  cracked,  and  the  nails  brittle;  the  legs  and  feet  may  be 
similarly  affected  in  some  cases,  while  in  others  the  disease 
may  extend  to  the  medulla  and  its  nerves. 
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muscles  for  o  or  10  minutes,  daily.  The  high-tension, 
eecondary-coil  current  should  be  applied  for  the  same  length  of 
time  to  painful  and  sore  nerves,  and  general  faradism  should  be 
given.  The  static  insulation  or  breeze  should  be  applied  for  the 
pur(>ose  of  stimulating  general  nutrition,  or  the  static- induced 
current,  to  stimulate  locally  the  defective  muscles  or  the 
enfeebled  circulation  and  nutrition  of  a  limb.  The  tonic  and 
nutritive  influences  of  the  high-tension,  high-frequency  currents, 
or  of  the  alternating  magnetic  fields  (Plates  I  and  la), 
employed  for  a  half  hour  daily,  might  be  used  to  advantage 
in   many  of  these  cases. 

NUTRITIVE    DISORDERS. 

106.  Faulty  Nutrition. — (The  reader  is  referred  to  the 
remarks  made  under  General  Pathology  in  r^ard  to  the  dis- 
orders of  nutrition. )  Deranged  nutrition  usually  gives  rise  to 
defective  function,  and  among  the  disorders  of  the  spinal  cord, 
the  functional  disorders  and  those  arising  from  malnutrition 
are  scarcely  distinguishable,  and  will  be  classified  together  here. 

The  main  characteristics  that  determine  this  arrangement  for 
diseases  differing  so  greatly  in  symptoms  and  prognosis  are: 
(1)  marked  interference  with  normal  function;  and  (2)  lack 
of  (lenionstrahle  pathological  changes  accounting  for  this  or 
resulting  from  it.  We  recognize  that  these  characteristics  may 
j)ertain  to  diseases  tliat  have  little  or  nothing  in  common  in 
their  real  i)athology,  and  when  >ve  obtain  a  more  intimate 
knowledge  of  their  etioh^gy,  they  will  no  doubt  be  widely 
separated  in  classification.  But,  for  the  present,  since  a  serious 
fault  in  nutrition  is  the  only  prominent  factor  of  which  we  can 
speak  positively,  we  will  discuss  under  this  head,  spinal  irrilor 
t'fon,  or  neuradhcnid,  and  Landrifs  parali/sis. 

SPINAL    IRHIT/VTIOX. 

107.  Xature  luul  Patliologry. — This  is  usually  but  the 
local  manifestation  of  a  general  disorder.  Spinal  neurasthenia 
is  but  a  part  of  general  neurasthenia,  with  the  spinal  symptoms 
accentuated.     A    defective  state  of   nutrition   is  recognized  as 
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confidence  and  will  tolerate  them.  The  static  insulation  may 
be  substituted  for,  or  alternated  with,  general  faradism;  and, 
finally,  the  faradic  brush  or  the  static  spark  is  applied  along 
the  spine  (Plate  II),  by  means  of  which  vasomotor  stability 
is  gradually  established. 

LANDRY'S    PARALYSIS. 

(Acul*'  Atcendirtff  Paralysis,) 

111.  Nature  and  Pathologry. — This  is  believed  to  be  an 
acutu  toxemia  affocting  primarily  the  peripheral  motor  neurons. 
It  is  presumed  to  be  the  result  of  a  microbic  poison  such  as  is 
generateil  in  typhoid  fever,  splenic  fever,  pernicious  anemia, 
and,  at  times,  in  whooping-cough.  Whatever  the  toxic  agent 
is,  it  acts  quickly  and  powerfully  on  the  protoplasm  of  the 
neurons  and  gives  no  time  for  gross  pathological  changes  to 
tiiko  [)lace. 

112.  S>^nptoms. — The  symptoms  include,  as  a  rule,  pro- 

droniata,  such  as  general  malaise,  some  fever,  and  general  drag- 
ging or  tearing  pains  in  the  head,  back,  and  extremities. 
Then,  in  a  few  hours  or  days,  the  legs  show  a  flaccid  paralysis 
that  raj>idly  ascends  to  the  trunk,  arms,  nec^k,  and  head.  The 
tendon  reilexcs  are  soon  lost.  Facial  and  ocular  paralysis  does 
not  always  occur,  hut  may  in  some  cases.  There  is  usually 
I)rofuse  sweating,  a  continuous  elevation  of  temperature,  and 
the  spleen  is,  as  a  rule,  enlarged.  A  large  proportion  of  the 
cases  end  fatally,  though  the  disease  may  at  times  pursue  a 
milder  course  and  the  }>atient  recover. 

llo.     Treatment. — The   treatment  consists  in  hot-water 

baths,  counter-irritation  to  the  spine,  with  rest  in  bed  and 
nutrients  to  sustain  the  strength.  Ergotin  and  belladonna 
should  he  used  with  a  view  of  diminishing  sjnnal  congestion. 
Henzoate  of  soda,  salicylate  of  soda,  or  quinin  should  be  used 
as  antitoxics,  and  alcohol  and  strychnin  as  stimulants.  Many 
of  these  remedies  are  of  doubtful  utilitv. 

114.  EleetrotlK^iiiiKMitics. — If  the  case  progresses  rap- 
idly toward  a  fatal  termination,  there  is  little  to  be  hoped  for 
from  electric  treatment.     Applications  of  the  positive  elec'trode 
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118.  Treatment. — The  treatment  consists  in  attemptB  to 

improve  the  blood- state,  to  strengthen  the  I'ardiac  impulse  with 
digitalis  and  mix  vomica,  and  quicken  the  nutritiye  activity  of 
the  s«i»inal-cord  neurons  with  stn*chnin. 

119.  Elect  rot  herapentlcs. — Electrotherapeutics  in  the 
form  of  general  faradism  and  the  application  of  the  n0gative 
ek'ctriHie  of  the  direct  current  in  a  labile  manner  along  the 
spine  may  be  helpful.  General  nutrition  may  be  stimulated 
by  means  of  static  insulation  or  the  magnetic  field. 


SPIXAL    IIYI'EREMIA. 

120.  Nature  and  I^ithologry. — A  defective  nutrition  of 

the  spinal- cord  structure's  may  result  from  a  passive  hyperemia 
as  readily  as  from  an  anemia,  so  that  spinal  irritation  quite 
often  has  this  condition  as  a  cause  of  its  symptoms.  A  dis- 
turbed vasomotor  contntl  having  its  origin  in  nervous  weakness 
may  give  rise  to  persistent  dilatation  of  the  spinal  blood-vessels 
— a  vasomotor  paresis.  This  may  result  from  a  toxic  cause, 
from  excessive  or  pn^longed  muscular  effort,  ex|>osure  to  wet 
and  cold,  or  be  due  to  weakness  following  an  exhausting  fever, 
or  meningitis. 

121.  JSyinptoins. — Among  the  more  pnmounced  symp- 
toms ;nv  11  tingling  and  ailiing  in  the  back  and  legs,  increased 
l>y  lying  on  the  baek,  or  evt-n  neuralgic  pains.  The  patient 
is  easily  fatigued.  There  is  some  twitcliing  of  the  muscles  of 
thr  lower  extremities  and  there  may  be  some  impaired  action 
of  the  bladder  and  rectal  sphincters. 

122.  Treatnient. — The  treatment  advised  is  rest  in  the 
horizontal  position  (►f  the  body  upim  the  side  or  face.  Cold 
applications,  dry-cupping,  counter-irritants,  and,  in  severe  cases, 
the  cautery  should  be  a}»plieil  to  the  spine.  Bromids,  bella- 
donna, and  ergot  should  be  used  to  reduce  (^)ngestion,  and 
laxatives  and  warm  baths  should  be  used  as  derivatives. 

123.  Electrotherapeutics. — Electrotherapeutics  is  ap- 
])li cable  in  the  form  of  the  galvanocautery  when  it  is  indicated. 
The  sedative  action  of  the  direct  current  should  be  used  with 
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the  positive  electrode  along  tlie  spine.  In  the  more  chronic 
cases,  where  the  vasomotor  control  is  lessened,  the  faradic  brush 
or  the  static  spark  along  the  spine  is  very  salutary  in  restoring 
the  tone  of  the  blood-vessels.  .  This  in  many  cases  proves  to  be 
the  most  efficient  treatment. 


SPINAL    HEMORRHAGE. 

124.  Nature  and  Pathologry. — Spinal  hemorrhage  may 
be  due  to  direct  injury  or  (concussion  resulting  in  either  a  local- 
ized or  diffuse  hemorrhage.  Disease  of  the  blood  or  walls  of  the 
vessels  may  give  rise  to  capillary  hemorrhages  or  hemorrhagic 
infiltrations.  A  weakened  state  of  the  vessels,  as  in  syringo- 
myelia, often  results  in  hemorrhage.  New  growths,  by  their 
developing  imperfect  vessels  and  by  their  pressure  obstructing 
the  circulation,  favor  the  escape  of  blood.  It  may  attend  soft- 
ening, degeneration,  and  myelitis. 

125.  Hymptoms. — The  symptoms  depend  on  the  place 
and  extent  of  the  hemorrhage.  The  symptoms  are  usually 
sudden  in  onset,  though  some  prodromata  due  to  congestion  or 
obstructed  circulation  may  precede.  Some  pain  at  first  in  the 
back,  near  the  seat  of  the  lesion,  then  numbness  and  rapid  loss 
of  sensation,  and  clonic  muscular  twitchings  preceding  par- 
alysis are  some  of  the  symptoms.  Reflexes  are  variable.  If  the 
lesion  is  transverse  and  complete,  there  is  a  loss  of  the  reflexes 
below  it — even  the  bladder  and  rectal  reflexes  are  impaired. 
If  the  lesion  is  but  partial,  there  may  be  exaggeration  of  the 
tendon  reflexes.  The  hemorrhage  may  be  so  severe  or  so 
located  as  to  disturb  the  general  circulation  directly  or  in  a 
reflex  manner,  and  loss  of  consciousness  may  ensue. 

126.  Treatment. — The  treatment  has  in  view  the  limita- 
tion of  the  hemorrhage  by  ice  to  the  spine  and  the  use  of  ergot 
or  aconite  internally.  The  patient  should  rest  in  the  prone 
position.  The  bowels  should  be  opened  freely,  so  as  to  direct 
the  blood-current  to  the  abdomen. 

127.  Blectrotherapeutlcs. — Electrotherapeutics  is  of  no 
service  except  in   the   treatment  of  the  after-efTecta.     If  the 
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damage  to  the  cord  structures  has  not  been  too  great,  repcdr  may 
be  promoted  by  the  action  of  the  direct  current  with  the  n^;a- 
tive  electrode  over  the  seat  of  lesion.  The  paretic  neurons  and 
the  weakened  muscles  may  be  improved  in  nutrition  by  the 
use  of  the  induction-coil  current. 


EMBOLISM    AND    THROMBOSIS. 

128.  Nature  and  Pathologry- — Although  these  condi- 
tions do  no  doubt,  at  times,  occur  in  the  vessels  of  the  spinal 
cord,  the  immediate  complications  to  which  they  give  rise — 
necrosis  and  myelomalacia — soon  modify  the  primary  patho- 
logical features.  Injuries  to  the  cord-structure  or  some  disease 
of  the  blood  or  walls  of  the  vessels  usually  precede  the  forma- 
tion of  an  embolus  or  thrombosis. 

129.  Symptoms  and  Treatment. — The  symptoms  of 
embolism  and  thrombosis  would  be  much  the  same  as  those 
of  hemorrhage,  and  the  treatment  would  also  be  similar. 


C'AISSON    1>ISKASE. 

1  30.  Nature  and  l*atholog:y. — Caisson  disease  is  a  form 
of  nervous  affection,  disturbing  mainly  the  fun(;tions  of  the 
spinal  cord,  which  is  caused  in  divers  and  those  that  are  at 
work  in  caissons,  mines,  etc.,  where  they  are  subject  at  times  to 
great  variations  in  air-pressure.  Congestion  of  the  cord  is  a 
result,  minute  or  capillary  hemorrhages  resulting  in  some  cases. 
It  is  thought  V)y  some  that  gas  is  generated  in  the  blood,  giving 
rise  to  lacerations  in  the  cord-structure,  but  this  is  doubtful. 

131.  Symptoms. — The  symptoms  are  faintness,  prostra- 
tion, headache,  giddiness,  nausea,  vomiting,  incoherent  speech, 
double  vision,  hemorrhage  from  ears,  slowing  of  pulse,  at  times 
coma,  pains  in  the  joints  and  legs,  sensations  in  the  legs  dimin- 
ished or  lost,  and  the  patient  may  have  complete  paraplegia  or 
hemiplegia,  retention  of  urine,  and  constipation. 

132.  Treatment. — The  treatment  consists  in  the  return 
of  the  patient  promptly  to  a  greater  degree  of  air-pressure,  the 
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use  of  a  pneumatic  cabinet  or  forced  artificial  inspirations, 
the  lateral  or  prone  recumbent  position  of  the  body,  cold  to 
the  spine,  ergot,  and  bromids.  The  subsequent  debility  and 
paralysis  should  be  treated  in  the  same  manner  as  has  been 
advised  for  spinal  hyperemia. 


INFLAMMATIONS. 

133.  Classlflcatlon  of  Intlanimations. — Under  this 
head  are  included  all  diseases  of  the  structures  within  the  spinal 
canal  that  are  attended  by  inflammation:  Pachymeningitis, 
external,  internal,  or  hypertrophic;  leptorneningitis,  acute, 
chronic;  myelitis,  acute,  chronic,  diffuse,  disseminated;  anterior 
poliomyelitis^  infantile,  adult;  abscess. 

PACHYMENINGITIS. 

134.  This  is  an  inflammation  of  the  dura  mater  of  the 
spinal  cord,  usually  limited  in  extent,  and,  according  to  the 
cause,  may  be  chiefly  external  or  internal. 

135.  External  Pachymeningrltls. — This  is  commonly 
due  to  injury  involving  at  the  same  time  the  vertebra?,  or  to 
extension  from  caries  of  the  spine  as  a  result  of  tuberculosis  or 
struma.  Blood-disease,  as  pyemia,  may  also  occasion  it.  The 
inflammation  is  of  a  purulent,  semipurulent,  or  fibropurulent 
type,  or  it  may  be  tubercular.  Thickening  and  cellular  infiltra- 
tion of  the  dura  results,  causing  it  to  encroach  upon  the  nerves 
at  the  intervertebral  foramina.  This  increase  of  connective 
tissue  is  at  times  so  abundant  as  to  give  a  special  character 
to  the  inflammation. 

136.  Symptoms. — The  symptoms  are  localized  pains  in 
the  back,  radiating  pains  along  certain  nerves,  tenderness  of  the 
vertebral  column  at  the  point  inflamed,  hyperesthesia,  and, 
later,  anesthesia,  twitching  of  muscles,  exaggeration  of  reflexes, 
paresis,  paraplegia,  and  involvement  of  bladder  and  rectal 
sphincters.     If  the  disease  is  prolonged,  bed-sores  occur. 

137.  Treatment. — The  treatment  in  the  acute  or  primary 
stage  is  largely  surgical,  so  as  to  fix  the  spine  to  secure  absolute 
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rest  for  the  part,  and  counter-irritation,  to  limit  the  extent  of 
inflammation.  Sedatives  should  be  given  to  allay  pain,  and 
tonics,  to  improve  the  general  health. 

138.  Internal,  or  Hypertrophic,  Pachymenlngrltls. 

This  is  an  inflammation  of  the  dura  mater,  especially  in  the 
cervical  region,  where  the  membrane  is  more  closely  adherent 
to  the  internal  surface  of  the  vertebrae.  It  is  characterized  by 
capillary  hemorrhages  upon  the  arachnoid  surface  of  the  dura, 
together  with  plastic  exudates,  which  organize  and  cause  thick- 
ening of  the  dura.  Its  course  is  somewhat  chronic,  and  the 
cause  is  a  blood  and  vascular  disorder  the  nature  of  which  is 
still  obscure. 

139.  Symptoms. — The   symptoms  consist   in   neuralgic 

])ains  in  the  neck,  head,  shoulders,  and  arms,  with  paresthesias 
then  anesthesia  of  the  upper  extremities.  There  may  be 
thermoanesthesia  and  analgesia  without  tactile  anesthesia.  The 
sensory  changes  may  be  unilateral.  I^oss  of  power  and  wasting 
of  the  muscles  of  the  hands,  forearms,  and  shoulders  result. 
The  muscles  supplied  by  the  ulnar  and  median  nerves,  especially, 
are  liable  to  be  so  affected.  Paraplegia,  with  exaggeration  of 
the  patella- ten  don  reflexes  and  rigidity  of  the  muscles  of  the 
lower  extremities,  may  occuir.  Occasionally,  there  are  changes 
in  the  pupil  due  to  involvement  of  the  synipiithetic. 

140.  Treatment. — The  treatment  indicated  is  fixation 
and  rest  for -the  inflamed  part,  antiphlogistics,  counter-irri- 
tants, sedatives,  and  measures  to  maintain  the  general  and 
local  nutrition. 

LEPTOMENINGITIS. 

141.  Xatiire  and  Pathology. — The  pia  mater  of  the 
spinal  cord  may  be  inflamed  6ei)arately  from  the  dura  mater, 
though  both  the  latter  membrane  and  the  cord-substance  itself 
are  soon  involved  secondarily.  The  disease  may  manifest  itself 
either  in  an  acute  or  chronic  fonn.  These  two  forms  do  not 
differ  essentially  in  their  pathology,  the  distinction  being  due 
mainly  to  the  suddenness  and  violence  of  the  onset  and  progress 
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more  pnjtract€il.     Ii:  tr.e  chn]»nic  form,  the  stiffuess  of  the  bock 
is  \essr  and  retraction  vf  the  ht^d  is  rare. 

144.  Treatnieut. — The  treatment    usuallv  advised   con- 

m 

sidtf^  of  Dt^t  ii.  \ted.  leeches,  cupping,  and  cold  applications  to  the 
spine,  li'tt  general  Vmths.  counter-irritaliim  to  limit  the  severity 
an<i  extei'.t  i>f  the  intlammation.  eliniinants  as  derivatives,  seda- 
tives, bromids.  op>ium.  morphin.  or  codein  to  allay  the  pain. 
salicylates  are  useii  as  antitoxii^.  Nitn:«glycerin,  digitalis,  and 
readily  assimilable  nutrients  are  given  to  sustain  the  heart  and 
^ent^ral  strength:  and.  in  the  later  st;ige?.  to  promote  absorp- 
tion and  restore  function,  tepiii  l>aths.  mercurial  inunctions, 
jiota.'^sium  itxiid.  and  massage  and  passive  movements  are 
aduiiisistere'l. 

1 45.  Electrotliorai>eutlos- — Electrotherapeutics  in  this, 
as  in  all  f«>riiis  ^f  nervous  dis»ase  attended  bv  moch  inflam- 
niatioii.  has  U-en  employed  in  the  temnnal  stages  to  assist  the 
cnft-eMed  nutrition,  aid  the  removal  of  exudates,  and  restore 
the  functi«»n  of  the  dauia^rt-ti  neurons.  The  sedative  action  of 
the  direct  current,  tlic  :iiiimK'  «.»ver  the  seat  of  the  inflammatioDy 
woul<l  s^rm  to  he  a  suitable  form  'if  application  to  relieve  both 
the  t»vers»-nsit:veiiess  ai.-l  -liii-iKisij  t:.e  hyptTemia  in  the  first 
.staL'c  of  the  'lisi-asf :  bin  it>  ruiiuii  in  thi-  res|H<-t  would  in  all 
prM}i;i}iility  bt-  It-ss  ffTeviiial  iliai;  otbrr  aMii'hli^aistic  measures. 

Tbf  «lirect  c'lrri-in  is  inval'iai'le  in  the  later  stages  in  pro- 
iii«»iiiiL:  th*'  niiMival  i»t  i-xu-iares  an«l  assi^tinir  nature  in  restoring 
nMrinal  nuirili"i:  t«>  ihv  <lania:;ed  C'»nl.  Thf  nesiative  electrode 
•  »f  the  <lirect  nirrvivt  owr  iIk-  seal  ••!  iritlannnation  is  the  method 
tu  be  use«l  for  tliis  j«nrp-ise.  The  invluolion-coil  current  to  the 
periplu'ral  nerves  aipl  ilit-  atn-pliietl  iiiUS(.les  ..Plate  IV)  is 
indis{'en«ai»le  as  a  nit-aus  f«»r  supplenienting  massage  in  the 
rest*'ratiuii  of  funcli«'n. 

MYK  LITIS. 

1  4<>.  It  is  ibnibtiui  it  intlaiiuiiatinn  of  tbe  spinal  cord  ever 
occurs  spontaneously.  It  may  follv^w  irauniatisni,  obstruction 
or  disease  of  the  blooJ -vessels.  t«»xic  or  toxemic  conditions,  and 
may  present  a  great  variety  of  forms  and  symptoms  dependent 


§11  OF  THE  NERVOUS  SYSTEM.  57 

on  the  location,  extent,  nature,  and  severity  of  the  inflam- 
matory process  and  its  sequelae.  Thus  we  may  have  transverse, 
disseminated,  central,  and  anterior  poliomyelitis,  any  one  of 
which  may  be  acute  or  chronic  in  its  manifestations. 

147.  Transverse  myelitis  is  representative  of  those  inflam- 
mations of  the  cord  that  primarily  involve  some  portions  of  its 
entire  thickness,  while  anterior  poliomyelitis  is  typical  of 
systemic  inflammations,  and  is  confined,  at  least  in  its  first 
stages,  to  the  cells  of  the  anterior  cornua.  The  more  common 
form  of  inflammation  of  the  spinal  cord  is  acute  transverse 
myelitis. 

148.  Acute  Transverse  Myelitis. — Secondary  to 
wounds,  bruises,  or  concussion  of  the  cord,  or  as  a  result  of 
infectious  disease  or  extreme  exposure,  the  substance  of  the 
cord  at  some  point  takes  on  inflammatory  changes.  The  blood- 
vessels are  distended,  leucocytes  increase,  and  the  neurons  and 
their  prolongations  swell  and  disintegrate.  There  may  be  hem- 
orrhagic extravasation.  Softening  of  the  cord  follows,  having  a 
red,  yellow,  or  white  appearance,  according  to  the  preponder- 
ance of  blood-elements  extravasated.  If  time  is  allowed  and 
the  vital  conditions  are  favomble,  some  organization  of  connect- 
ive tissue  may  follow;  this  is  more  common  in  the  subacute 
or  chronic  forms. 

149.  Sensoi-y  Symptoms. — Occasionally,  there  are  pro- 
dromes such  as  paresthesia,  pain  in  the  back  or  legs,  sometimes 
a  chill,  and,  in  a  few  cases,  convulsions.  Soon  complete 
anesthesia  occurs  below  the  seat  of  the  lesion.  There  is  girdle- 
pain  and  an  area  of  hyperesthesia  above  the  girdle-pain,  the 
skin  reflexes  being  exaggerated.  The  temperature  of  the  skin 
is  at  first  raised,  then  lowered,  over  the  affected  area;  the  skin 
is  dry  and  harsh,  or  moist,  and  there  may  be  urticaria  and 
edema  at  times  and  changes  in  the  secretion  of  sweat,  and  bed- 
sores soon  form. 

150.  Motor  Hymptoms. — Weakness  of  the  legs,  or,  if  the 
lesion  is  high  up  in  the  cord,  weakness  of  the  arms  also,  occurs, 
and,  later,  [)araplegia.      Below  the  level  of  the  lesion,  the  tendon 
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reflexes  are  exaggerated,  and  opposite  the  lesion  they  are  dimin- 
ished or  lost.  Twitching  of  the  muscles  and  clonic  spasms 
often  occur.  Below  the  level  of  the  lesion,  the  muscles  atrophy 
from  disuse,  while  those  innervated  from  the  inflamed  area 
show  degenerative  atrophy.  The  bowels  are  at  first  much  con- 
stipated, and  later  there  may  be  loss  of  control.  There  is  reten- 
tion and  incontinence  of  urine,  often  resulting  in  cystitis.  The 
electric  changes  are  both  quantitative  and  qualitative. 

151.  Chronic  Transverse  Myelitis. — In  chronic  trans- 
verse myelitis,  practically  the  same  range  of  symptoms  is 
observed  as  in  acute  forms,  except  that  the  progress  of  develop- 
ment is  less  rapid.  Contractions  are  likely  to  affect  muscles 
innervated  from  centers  in  the  cord  not  directly  involved  in  the 
inflammation. 

ABSCESS. 

152.  Abscess  of  the  spinal  cord  is  of  very  rare  occurrence. 
A  focal  suppurative  inflammation  here  would  be  of  the  nature 
of  a  transverse  myelitis,  resulting  in  a  breaking  down  of  struc- 
ture and  accumulation  of  pus.  Gower  reports  one  case  in 
which  the  symptoms  were  severe  abdominal  pains,  sense  of 
constriction  at  the  level  of  the  lesion,  (|uickly  followed  by  loss 
of  sensation,  paralysis  of  the  legs  and  bladder,  and  a  disap- 
pearance of  the  reflexes. 

153.  Disseminated  and  Central  Myelitis. — Dissemi- 
nated myelitis  and  central  myelitis  are  characterized  by  the 
wide  range  and  variety  of  the  lesions  and  the  rapidity  with 
which  grave  symptoms  of  disorder  in  the  regulative  functions  of 
the  cord  are  developed.  The  pathological  findings  are  similar 
to  those  of  acute  transverse  myelitis,  except  that  they  are  more 
general.  There  is  rapid  loss  of  sensation  and  of  reflex  action, 
elevation  of  temperature,  and  speedy  onset  of  trophic  changes. 
The  arms  and  legs  may  be  affected  simultaneously,  or,  if  the 
center  for  the  control  of  one  pair  of  limbs  is  first  involved,  the 
disease  soon  extends  to  the  other.  For  a  short  time,  there  may 
be  evidence  of  disso(;iati()n  of  the  various  sensory  paths,  or  there 


§  11  OF  THE  NERVOUS  SYSTEM.  59 

may  be  sensory  loss  without  muscular  atrophy,  or  the  reverse, 
but  soon  all  functions  are  destroyed  and  death  occurs  almost 
invariably  within  a  few  days  or  weeks.  Should  the  attack  prove 
to  be  a  very  mild  one  and  the  destructive  process  fail  to  destroy 
the  vital  centers  of  the  cord,  the  treatment  to  be  employed 
would  not  differ  essentially  from  that  which  would  be  suitable 
in  other  forms  of  myelitis. 

154.  Treatment. — The  treatment  advised  in  the  earlv 
stages  is  rest,  counter- irritation,  cupping,  leeches,  actual  cautery, 
hot  douches  to  the  back,  general  lukewarm  baths,  and  ergot. 
With  a  view  of  limiting  the  sclerosis  and  degeneration,  iron, 
silver  nitrate,  arsenic,  strychnin,  and  gold  and  sodium  chlorid 
are  recommended.  Potassium  iodid,  iodid  of  iron,  and 
mercury  are  given  to  assist  the  removal  of  exudates  and 
debris.  Careful  attention  is  required  to  secure  elimination 
by  the  bowels,  kidneys,  and  bladder,  and  cleanliness  with 
freedom  from  pressure  must  be  maintained,  to  prevent  the 
formation   of  bed-sores. 

155.  Electro  therapeutic  s. — The  electrotherapeutic 
treatment  of  acute  and  chronic  myelitis  should  be  adapted  to 
the  stage  of  the  disease  and  the  pathological  features  that  need 
be  counteracted.  The  pains  may  be  relieved  by  the  positive 
electrode  of  the  direct  current,  or  the  induced  current  from  the 
secondary  coil  applied  at  the  painful  area.  The  sedative  action 
of  these  electric  modalities  will  also  assist  in  allaying  the  irri- 
tation of  motor  nerves  and  the  spasmodic  action  of  the  muscles. 
After  the  early  and  more  acute  stage  has  given  place  to  the 
symptoms  of  compression,  paralysis,  and  defective  nutrition, 
both  in  the  cord  and  the  periphery,  the  negative  electrode  of 
the  direct  current  applied  in  a  labile  manner  over  the  seat 
of  the  damaged  neurons  and  to  the  parts  supplied  by 
them  in  the  periphery,  will  promote  the  absorption  of  inflam- 
matory exudates  and  assist  in  bringing  about  a  better  state  of 
nutrition. 

It  is  mainly  through  the  helpful  action  of  electricity  and 
massage  that  such  recovery  as  is  possible  in  these  cases  is 
brought   about.     Such    treatment  will   oftentimes    arrest   the 
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tendency  toward  further  degeneration  of  neurons  and  prevent 
serious  contractions  and  deformities,  even  though  it  should  not 
succeed  in  restoring  to  complete  integrity  the  damaged  nerve- 
centers.  In  these  cases,  the  localized  application  of  electric 
action  is  usually  the  most  beneficial,  but  it  is  also  helpful  to 
employ  those  forms  of  electric  modality  that  are  general  in  their 
effects  and  act  beneficially  on  the  nutrition  of  the  body  as 
a  whole. 

The  static-insulation  and  magnetic-field  treatments  may  be 
employed  for  these  purposes,  or,  in  the  later  stages  of  the 
disease,  the  nutrition  of  the  spinal  cord  may  be  stimulated  by 
the  direct  application  to  it  of  the  static  spark. 


ANTERIOR    POIJOMYELITIS. 

156.  Nature  and  Patholosry. — Anterior  poliomyelitis 
is  an  inflammation  of  the  spinal  cord  in  which  the  cells  in  the 
anterior  horns  of  the  gray  matter  of  the  cord  chiefly  suffer. 
It  is  supposed  to  ])e  due  to  a  toxic  state  of  the  blood,  wherein 
the  poisonous  agent  has  a  special  affinity  for  the  large  motor- 
cells  of  the  anterior  cornua.  The  conditions  giving  rise  to  this 
form  of  inflammation  occur  most  frequently  in  young  children 
at  any  time  from  early  infancy  to  the  age  of  ten  or  twelve,  but 
es])ecially  during  the  periods  of  the  first  or  second  dentition. 
When  the  disease  attacks  the  child,  it  usually  comes  on  sud- 
denly, acutely,  and  with  slight  or  no  premonitory  symptoms. 

This  form  of  the  disease  has  been  variously  named  infantile 
}^phuil  paralysiA^  acute  atrophic  paralysis,  essential  paralysis  of 
children^  these  names  being  some  of  its  synonyms.  Rarely  it 
may  occur  in  a  more  chronic  form  even  in  children,  but, 
ordinarily,  adults  are  the  victims  where  the  disease  is  character- 
ized by  a  more  gradual  onset,  and  it  is  then  generally  known  as 
the  chronic^  or  adult,  form  of  anterior  poliomyelitis.  The  patho- 
logical (*hiinges  that  take  place  have  not  been  found  so  far  to 
differ  much  in  the  two  forms.  The  inflammation  is  parenchy- 
matous or  interstitial,  there  is  congestion  of  the  capillaries  with 
capillary  ectasiae  in  the  anterior  gray  matter,  swelling  of  the 
ganglion    cells,   and    neurogliar   elements   with   infiltration  of 
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hot  and  cold  douching  of  the  paralyzed  parts  are  given  to 
restore  activity.  Surgical  and  orthopedic  treatment  is  needed 
to  correct  deformities. 

1 60.  Electrotlierapeutlcs. — Electrotherapeutics  is  abso- 
lutely essential  to  aid  in  regaining  to  the  fullest  extent  possible 
the  activity  of  the  damaged  motor  neurons  and  restore  the 
functions  of  the  atrophied  muscles.  Experience  would  seem  to 
show  that  complete  destruction  of  the  motor  cells  in  the  anterior 
comua  seldom  takes  place  in  the  beginning  in  this  disease. 
Neglect  and  disuse  due  to  weakness  and  paresis  of  the  limb  or 
muscles  may  eventually  result  in  such  permanent  destruction. 
An  early  and  intelligent  course  of  treatment  persisted  in  for 
months  and  even  years  will  result  in  the  partial  or  complete 
restoration  of  the  action  of  muscles  and  limbs  that  have  suffered 
in  this  disease,  which,  without  such  treatment,  would  remain 
permanently  disabled. 

As  soon  as  the  acute  symptoms  have  subsided,  that  is,  at  the 
end  of  2  or  3  weeks,  the  paralyzed  parts  should  be  treated  with 
the  induced  current  in  connection  with  hot  and  cold  bathing, 
massage,  and  the  inunction  of  sweet-oil  and  lanolin.  With  the 
negative  electrode  of  the  primary-induced  current  over  the  seat 
of  lesion  in  the  spinal  cord,  a  pointed  anode  should  be  placed 
over  the  *  ^  motor  point ' '  of  each  muscle  that  is  paralyzed  or 
paretic,  and  a  current  of  moderate  intensity  allowed  to  pass  for 
a  few  seconds.  Since  the  skin  retains  its  sensitiveness,  a  very 
strong  current  will  not  be  tolerated  by  the  patient,  nor  is  it 
needed.  Oftentimes  it  will  be  necessary  at  first  for  the  operator 
to  make  use  of  his  own  hand  as  the  active  electrode,  and  to 
stimulate  the  muscles  by  applying  the  tip  of  one  of  his  fingers 
over  the  motor  points.  Only  the  damaged  nerves  and  muscles 
should  be  given  the  electric  stimulation,  since  the  purpose  is  to 
restore  them  to  a  condition  that  will  enable  them  to  do  their 
share  of  the  work. 

Should  all  the  muscles  in  the  limb  receive  the  treatment 
indiscriminately,  the  general  nutrition  of  the  part  would  be 
improved  but  the  disturbed  balance  in  muscular  action  would 
not  be  corrected,  but  on  the  contrary  might   be  worse.     The 
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sufferer  from  rheumatism.  The  pathological  changes  found  are 
degenerative  atrophy  of  the  cells  of  the  anterior  horns  and  of 
th^  central  gray  matter  of  the  cord,  degeneration  of  the  lateral 
columns,  atrophy  of  the  motor  nerve- roots  and  of  the  muscles 
supplied  by  the  affected  areas  in  the  cord. 

163,  Symptoms. — The  onset  of  the  disease  is  very  slow 
and  gradual,  and  the  sensory  symptoms  are  at  no  time  prom- 
inent. There  may  be  some  pain  in  the  spine  and  slight 
rheumatoid  pain  in  the  shoulders  and  arms,  with  some  numb- 
ness and  general  weariness.  There  is  often  a  feeling  of  coldness 
in  the  parts  most  affected.  The  skin  is  cyanotic  and  shows 
tr(yphk  changes,  such  as  thickenings  and  fissures,  while  the  nails 
become  brittle,  grooved,  and  curved.  Muscular  wasting  is  seen 
usually  first  in  the  interossei,  thenar,  and  hypothenar  muscles 
of  the  right  hand.  The  muscular  atrophy  then  extends 
u[> wards  to  the  muscles  of  the  shoulders  and  neck,  and  later 
involves  those  of  the  l)ack,  trunk,  hips,  and  thighs.  Soon  after 
one  upper  extremity  is  attacked,  signs  of  wasting  begin  in  the 
other  extremity  in  like  manner.  The  motor  symptoms  are  those 
of  paresis  and  fibrillary  twitchings,  which  attend  the  muscular 
atrophy.  The  tendon  reflexes  are  diminished  or  lost.  The 
central  degeneration  may  extend  to  the  medulla  and  involve  the 
motor  nerves  of  the  face,  lips,  and  tongue.  There  are  quanti- 
tative changes  in  the  electric  reactions  at  first,  and,  later,  qual- 
itative changes.  The  muscular  weakness  and  atrophy  give  rise 
to  manual  deformities  termed  ape  hands  and  griffin^s  ckiw,  and 
to  lordosis  of  the  spine.  The  bowels  become  constipated  and 
the  sexual  power  is  weakened  or  abolished.  Excessive  sweat- 
ing, irregularity  of  the  pupils,  or  nystagnms  may  be  present  in 
some  cases. 

164,  Spastic  Form  of  Progressive  Muscular 
Atrophy. — The  spastic  form  of  i)rogressive  muscular  atrophy 
has  been  described  under  several  other  names,  such  as  amyo- 
trophic lateral  sderosi.^  {Charcot)  and  the  tonic  form  of  progressive 
muscular  atrophy  (Goicers).  In  nature  and  pathology,  it  is 
essentially  the  same  disease  as  the  one  just  described,  except 
that  the  degeneration  of  the  lateral  tracts  precedes  the  wasting 
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the  peroneal,  or  leg,  type,  the  peroneal  muscles  are  first  attacked, 
then  those  of  the  calf  and,  later,  those  of  the  thigh. 

The  degenerative  process  in  the  first  of  these  forms  differs 
from  the  others  only  in  the  fact  that,  during  that  early  period 
of  life  when  the  d^enerative  process  sets  in,  the  nutritive 
activity  favors  an  overgrowth  of  connective  tissue  as  the 
muscular  tissue  atrophies.  This  tendency  to  overproduction 
of  connective  tissue  diminishes  with  the  age  of  the  tissues,  and 
is  not  often  an  accompaniment  of  the  muscular  atrophy  in 
those  cases  that  develop  later  in  life.  Even  in  the  cases  of 
pseudohypertrophic  paralysis,  the  overgrowth  of  connective 
tissue  breaks  down  and  is  removed  if  the  patient  lives  to  adult 
life,  and  the  muscles  have  then  the  atrophied  appearancp  that 
is  seen  in  the  other  forms.  This  hyperplasia  of  connective 
tissue  gives  to  the  muscles  in  which  it  occurs  a  full  and 
rounded  contour,  and  its  resistance  may  be  firm  or  hard  or  soft 
and  yielding,  according  to  the  amount  of  connective  tissue 
formed  or  the  proportion  of  fat  contained  in  it.  The  new 
formed  connective  tissue  not  infrequently  fonns  a  cicatricial- 
like  tissue  that  causes  contractures  interfering  with  joint  move- 
ments and  locomotion.  The  muscular  action  in  all  these  forms 
of  dystrophy  is  much  weakened  and  deformities  are  the  rule, 
such  as  lordosis,  scoliosis,  drooping  of  the  shoulders,  etc.,  due 
to  the  weight  of  the  body  and  limbs  and  to  the  unopposed 
action  of  normal  muscles. 

166.  In  pseudohypertrophic  paralysis  there  may  be,  in  the 
beginning,  some  hypertrophy  of  individual  muscle-fibers  and 
incretise  of  muscle  nuclei,  swelling  and  rounding  of  some  of  the 
fibers,  and  splitting  of  them,  but  as  the  hyperplasia  of  con- 
nective tissue  takes  place,  these  muscle-fibers  atrophy  with  the 
rest.  When  there  is  a  tendency  to  overgrowth  of  connective 
tissue,  fat  may  be  deposited  in  it  and  result  in  a  lipomatosis. 
As  a  rule,  it  is  only  in  the  young  that  this  takes  place.  In 
most  of  the  adult  cases,  whatever  the  location  of  the  muscular 
atrophy,  the  nmscle-fibers  diminish  in  size  and  number,  and 
there  is  but  little  increase  of  the  connective  tissue-elements. 
The  muscle- nerve  plates  have  been  found  in  some  instances 
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soupe,  broths,  beefsteak,  mutton,  all-wheat  bread,  etc.,  to  be 
supplemented,  when  necessary,  by  the  malt-preparations  and 
cod-liver  oiL  Such  medicines  as  arsenic,  phosphorus,  iron, 
quinin,  and  especially  strychnin  are  advised  in  order  to  stim- 
ulate the  debilitated  neurons.  The  direct  hypodermic  injec- 
tion of  nitrate  of  strychnin  into  the  d^enerating  muscles 
seems  to  act  l)eneficiallv.  The  nitrate  of  silver  and  the  chlorid 
and  arsenate  of  gold  are  employed  with  the  view  of  checking 
the  degenerating  process  in  the  nerve  elements.  All  authors 
advise  electricity  in  some  form.  • 

169.     Electrotlierapeatics. — The   use   of   the  negative 

electrode  of  the  direct  current  applied  in  a  labile  manner  over 
the  entire  range  i>f  the  neuromuscular  structure  involved  is  most 
helpful.  The  anode  may  be  placed  at  any  suitable  point  on  the 
lK»dy,  as  the  sternum,  and  the  cathode,  first  applied  to  the 
8pinal-(*ord  center  of  the  affected  neurons  and  allowed  to  rest 
there  for  a  few  moments,  should  then  be  slowlv  carried  out 
along  the  course  of  the  nerves  to  their  termination  in  the  affected 
muscles.  The  degenerating  muscular  structure  should  be  made 
feel  the  influence  of  the  current  throughout  its  entire  extent; 
slowly  and  with  lirni  pressure,  the  well-moistened  cathode 
should  he  moved  over  the  muscles  with  a  current-strength  of 
from  20  to  oO  milliamperes.  Kach  muscle-group  in  process  of 
degeneration  should,  if  possible,  receive  such  treatment  for  15 
minutes  daily,  and  the  electric  treatment  should  be  preceded  or 
followed  by  massage.  Where  the  parts  affected  are  too  extensive 
to  permit  of  a  thorough  daily  treatment  of  all  «)f  them,  different 
regions  should  he  treated  in  this  manner  on  successive  days. 
The  weakened  muscles  do  not  respond  so  well  to  the  induced- 
current  impulses,  nor  does  the  induction-current  furnish  all  the 
re(]uirements  for  electric  treatment  in  these  cases.  The  chemical 
and  phoretic  action  of  the  direct  current  is  serviceable  in  aiding 
nature  in  the  removal  of  the  degenerated  debris,  and  thus  clears 
the  ground  for  better  nutritive  action.  Nevertheless,  the  cir- 
culation is  quickened,  absorption  promoted,  and  the  muscle 
and  nerve  i)rotoplasm  stinnilated  i)y  the  use  of  both  faradism 
and  the  stiitic  spark  in  these  ciises.     Care  should  be  taken  in  the 
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172.  Symptoms. — The  symptoms  of  motor  derangement 
preponderate,  although  a  feeling  of  malaise,  rheumatoid  pains, 
numbness,  and  prickUng  and  tingling  sensations  in  the  trunk 
and  limbs  may  precede  or  accompany  the  onset  of  the  para- 
pl^a.  The  characteristic  symptoms  are  motor  paralysis  with 
rigidity  of  the  limbs,  exaggeration  of  the  knee-jerk,  and,  if  the 
upper  extremities  are  affected,  of  the  elbow-jerk,  also.  Gen- 
erally, the  motor  derangement  is  confined  for  a  long  period  to 
the  lower  extremities.  The  feet  feel  glued  to  the  ground  and 
the  stiffened  limbs  are  moved  by  the  hip  muscles  until  locomo- 
tion becomes  impossible  and  the  patient  is  confined  to  a  wheel- 
chair or  is  bedridden.  The  bowels  and  bladder  are  seldom 
involved,  except  that  difficulty  in  expelling  their  contents  may 
arise  from  a  lack  of  voluntary  control  over  the  abdominal 
muscles,  which  are  not  infrequently  involved  with  those  of  the 
legs.  Muscular  cramping  may  cause  the  patient  much  discom- 
fort, and  is  readily  brought  on  by  excitation  of  the  uncontrolled 
spinal  centers. 

173.  Treatment. — The  treatment  advised  consists  of 
warm  bathing,  and  bromids  if  the  sensory  symptoms  are  at  all 
pronounced.  Potassium  iodid  and  mercuric  iodid  are  employed 
to  remove  the  debris  of  degeneration,  and  as  antispecifics,  if 
syphilis  has  been  found  to  be  a  causative  factor.^  Silver  nitrate 
is  suggested  with  the  view  of  checking  degeneration.  Arsenic, 
strychnin,  and  the  phosphates  are  given  to  aid  neuron  nutrition. 
Massage  is  serviceable  and  electricity  is  helpful  if  employed  in  a 
rational  manner. 

174.  Electrotherapeutics. — As  the  central  neurons  of 
the  pyramidal  tracts  are  the  primary  seat  of  degeneration,  the 
electric  stimulus  should  be  directed  to  them.  The  negative 
electrode  of  the  direct  current  should  be  applied  in  a  slowly 
labile  manner  to  the  cervical  and  thoracic  spine  for  15  or  20 
minutes  daily,  with  a  current-strength  of  20  to  40  milliamperes. 
Usually,  in  the  first  and  intermediate  stages  of  the  disease,  the 
lumbar  motor  neurons  are  hyperexcitable,  owing  to  the  lack  of 
inhibitory  control,  and  during  this  time  any  electric  application 
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of  the  knee-jerk,  and  impairment  of  the  pupil  reflex  to  light 
(Argyll- Robertson  pupil)  are  the  characteristic  motor  symptoms. 
Trophic  changes  in  the  skin,  joints,  and  bones  occur  in  a 
certain  percentage  of  the  cases;  the  carpal  and  tarsal,  the 
ankle,  knee,  wrist,  and  elbow  joints  are  at  times  affected  by 
the  degenerative  changes.  Perforating  ulcer  of  the  plantar 
surface  of  the  foot  occasionally  takes  place.  Optic  atrophy 
occurs  not  infrequently.  Some  muscular  atrophy  is  occa- 
sionally observed,  but  this  is  more  often  a  general  atrophy  in 
the  muscles  of  the  paretic  limbs  as  the  result  of  disuse. 
Bladder  and  rectal  disturbances  are  not  uncommon,  and 
after  a  brief  period  of  sexual  excitation  at  the  commencement 
of  the  disease,  impotence  as  a  rule  supervenes.  Cerebral  symp- 
toms may  manifest  themselves  in  the  form  of  insomnia,  vertigo, 
despondency,  or  in  one  or  more  of  the  various  psychoses. 

177.  Treatment. — The  treatment  in  the  early  stages  of  thfe 
disease  is  directed  toward  the  pains  and  sensory  disturbances. 
For  this  purpose,  antipyrin,  acetanilid,  phenacetin,  potassium 
bromid,  lithium  bromid,  salicylic  acid,  quinin,  Indian  hemp, 
amyl  nitrite,  nitroglycerin,  Calabar  bean,  belladonna,  cocain, 
codein,  and  morpliin  are  recomujended  by  various  authors.  With 
a  view  of  checking  tl)e  degenerative  process,  iron,  strychnin, 
arsenic,  aluminum,  nux  vomica,  silver  nitrate,  phosphorus,  gold 
and  silver  chlorid,  counter-irritation,  dry  cups,  and  the  actual 
cautery  are  suggested.  Mercury  and  potassium  iodid  are  used 
on  the  assumption  that  the  specific  virus  may  still  be  at  work 
and  also  for  the  j)urpose  of  aiding  in  the  removal  of  the 
degenerated  substance.  Ichthyol  is  employed  in  the  treatment 
of  tlie  trophic  changes  in  the  skin  and  joints,  both  internally 
and  for  local  application.  To  allay  insomnia,  the  psychical 
and  cerel)ral  disturbances,  HoflFman's  anodyne,  paraldehyde, 
chloral,  and  remedies  of  this  nature  are  found  serviceable. 
Both  for  their  soothing  and  nutritive  efiFect,  hydropathic 
measures,  massage,  bandaging,  and  other  local  supports  to 
the  limbs  and  spine  have  proved  beneficial.  Physical  and 
mental  rest,  with  careful  attention  to  diet  and  hygiene,  are 
often  helpful. 
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this  is  rare.  The  sexual  vigor  is  lost  early.  Ataxia,  paresis, 
swaying  gait,  and,  later,  paraplegia  takes  place.  The  patellar- 
tendon  reflexes  are  exaggerated,  ankle-clonus  occurs,  with  spasm 
and  rigidity  of  the  muscles  of  the  legs.  Weakness  of  the 
sphincter  muscles  is  the  rule.  The  arms  are  often  involved. 
The  pupillary  reflex  is  impaired  in  some  cases.  "Nystagmus 
and  optic-nerve  atrophy  may  be  present.  Facial  ataxia  and 
slight  impairment  of  articulation  have  also  been  obser\'ed. 

181.  Treatment. — The  treatment  of  ataxic  paraplegia  is 
similar  to  that  advised  for  primary  lateral  and  posterior  spinal 
sclerosis. 

TUBERCUIiOSlS    ANI>    SYPHIUrS. 

182.  Tuberculosis  of  the  Spinal  Cord. — Tuberculosis 
of  the  spinal  cord  seldom  occurs  as  a  primary  disease,  but  not 
infrequently  it  may  be  one  of  the  manifestations  of  a  general 
tubercular  infection.  A  local  tubercular  inflammation  of  lym- 
phatic glands  or  of  the  vertebrae  may  extend  into  the  spinal 
canal  and  involve  the  spinal  meninges  or  the  cord  itself. 

183.  Tuberculosis  In  Spinal  Canal. — Tuberculosis 
involving  the  structures  in  the  spinal  canal  generally  produces 
a  meningitis,  by  preference  a  leptomeningitis,  but  it  may  give 
rise  to  a  new  growth  or  a  series  of  new  growths  less  dissemi- 
nated than  a  meningitis,  and  resulting  in  a  mass  of  solitary 
tubercular  material  tliat,  l)y  obstruction  and  pressure,  gives 
rise  to  symptoms  of  tumor  and  must  be  treated  as  such. 

184.  Treatment. — The  treatment  of  tuberculosis  of  the 
spinal  cord,  whether  the  disease  manifests  itself  in  the  form  of 
a  meningitis  or  tumor,  would  not  differ  in  any  essential  par^ 
tieular  from  the  treatment  that  is  advised  elsewhere  for  dis- 
orders of  this  nature.  If  there  is  strong  probability  based 
u})jn  other  indications  than  those  arising  from  the  spinal-cord 
symptoms  that  the  disease  of  the  cord  is  tubercular  in  nature, 
the  systemic  remedies  should  he  such  as  are  best  suited  to 
control  or  clu^ck  the  })rogress  of  this  peculiar  inflammation. 
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Creosote,  guaiacol  carbonate,  nuclein,  the  malt-preparations,  and 
cod-liver  oil  should  be  among  the  remedies  used. 

185.  Electrotherapeutics. — Electrotherapeutics  would 
be  of  service  in  the  form  of  general  faradism,  static  insulation 
or  breeze,  high-tension,  autoinduction  or  magnetic  fields,  with  a 
view  of  arousing  the  nutritive  activity  and  vigor  of  the  system 
to  combat  the  disease.  Should  the  tubercular  process  be 
arrested  or  checked,  the  direct  current  and  the  currents  of  the 
induction-coil  would  be  helpful  in  the  restoration  of  function  to 
the  damaged  but  still  vital  nervous  and  muscular  tissue. 

186.  Syphilis  of  the  Spinal  Cord. — Syphilis  of  the 
spinal  cord  manifests  itself  as  an  obliterative  endarteritis  or 
meningomyelitis  and  is  followed  by  localized  softening  or  by 
irregular  disseminated  patches  of  sclerosis.  The  spinal-cord 
structures  seldom  suffer  from  these  effects  of  syphilis  to  the 
exclusion  of  the  brain.  It  will  be  best,  therefore,  to  leave  the 
disorders  of  the  central  nervous  system  due  to  syphilis  for  con- 
sideration under  diseases  of  the  brain. 


TITMORS. 


187.  Nature  and  Pathology. — Localized  neoplasms  are 
not  of  very  common  occurrence  in  the  spinal-cord  tissues,  and 
yet  they  do  occasionally  arise  here  and  may  present  any  variety 
of  structure  that  can  develop  from  similar  tissues  elsewhere. 
Thus  we  may  have  in  this  locality  osseous,  cartilaginous,  fibrous, 
vascular,  epithelial,  or  embryonic  tissue  growths  in  the  form  of 
tumors.  The  connective- tissue  neoplasms  (some  form  of 
sarcoma)  are  much  the  most  frequent  in  the  spinal  cord,  and 
of  this  variety,  the  neuroglia,  the  kind  of  connective  tissue  that 
is  peculiar  to  the  central  nervous  system,  gives  rise  to  the 
greatest  number.  A  tumor  composed  largely  of  neurogliar 
tissue  is  known  as  a  glioma,  and  arises  in  the  cord  tissue 
proper,  and  is  often  the  result  of  defective  evolutionary  proc- 
esses. Tubercular  and  syphilitic  nodules  are  somewhat  com- 
mon  in    the   spinal    cord,   as    the    result  of  a  constitutional 
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infection.  They  often  find  their  starting-point  in  a  previously 
damaged  area  resulting  from  injury.  The  fibroid  and  car- 
cinomatous growths,  when  found  here,  arise  most  frequently 
in  connection  with  the  membranes  of  the  cord.  Osteoma 
and  chondroma  take  their  origin  from  the  spine,  and  affect 
the  cord-structure  by  pressure.  Angioma  and  angiosarcoma 
may  occur  at  any  place  in  the  cord -substance  proper  or  in 
its  envelopes. 

188.  Aside  from  the  immediate  and  intimate  changes  pro- 
duced in  the  structure  of  the  spinal  cord  by  overgrowth  or 
perverted  growth  of  tissue,  all  such  tumor  enlargements  give 
rise  to  secondary  changes,  such  as  inflammation,  softening, 
cystic  formations,  hemorrhage,  or  sclerosis.  Spinal  caries, 
resulting  in  degeneration  of  the  osseous  walls  of  the  spinal 
canal,  may  result  in  compression  of  the  cord  and  give  rise 
to  like  symptoms  and  results,  such  as  compression,  myelitis, 
and  softening  not  unlike  those  caused  by  extra  medullary 
neoplasms. 

189.  Sj-mptoms. — The  symptoms  vary  greatly  according 
to  the  seat  and  extent  of  the  neoplasm,  its  nature,  and  the 
rapidity  of  its  development.  Among  the  sensory  disorders  that 
may  arise  are  persistent  pains,  paresthesia,  circumscribed  areas 
of  anesthesia,  hyperesthesia  at  the  level  of  the  upper  margin  of 
the  lesion,  a  sense  of  constriction  in  that  part  of  the  body 
supplied  from  the  segment  or  segments  affected.  The  motor 
manifestations  are  muscular  spasm,  contractions,  stiffness  in 
the  back,  slowly  progressing  paralysis  of  one  or  more  extrem- 
ities, and  loss  of  sphincter  control.  Reflexes  depending  on 
nerves  arising  from  the  segnient  involved  are  soon  diminished 
or  lost;  those  due  to  nerves  arising  below  the  lesion  are  at  first 
exaggerated.  Trophic  changes,  such  as  bed-sores  and  atrophy 
of  muscles  at  the  level  of  the  lesion  are  frequent,  and  vaso- 
motor disorders  usually  arise.  When  the  tumor  is  in  the 
cervical  or  upper-dorsal  rord,  vomiting,  headache,  dyspncea,  or 
dysphagia  may  wcur,  and  changes  in  the  pupil  or  optic  neuritis 
may  be  present.     The  electric  excitability  varies  to  both  the 
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damage  done,  electricity  will  be  of  use  in  the  treatment,  and 
should  be  employed  in  the  same  manner  as  has  been  advised 
in  the  treatment  of  chronic  myelitis. 


TRAUMA. 


192.  Nature  and  Pathologry. — ^The  effects  of  injury  to 
the  spinal  cord  vary  much.  The  result  depends  on  the  cause 
and  severity  of  the  injury,  the  condition  of  the  patient  at  the 
time  the  injury  was  sustained,  and  the  promptness  and  apj)ro- 
priateness  of  the  treatment  given.  For  convenience  of  descri|>- 
tion,  and  as  a  guide  to  treatment,  injuries  to  the  spinal  cord 
have  been  divided  into  three  classes. 

193.  Class  I. — Class  I  includes  those  cases  in  which  there 
has  been  laceration  of  the  cord,  resulting  in  local  softening  and 
structural  degeneration  due  to  disturbed  molecular  nutrition. 

194.  S^Tnptoins. — The  symptoms  arising  in  such  cases 
are  immediate,  and  consist  of  pains,  paresthesia,  pyrexia,  or 
subnormal  temperature,  vasomotor  disturbances,  irregularity  of 
the  pupils,  tachycardia,  and  various  tropliic  changes.  There 
may  he  paresis  or  complete  paraplegia,  both  motor  and  sensory, 
and  loss  of  sphincter  control.  Reflex  action  below  the  level  of 
the  lesion  at  first  is  abolished  by  the  shock,  but  later  it  may  be 
exaggerated. 

195.  Class  II. — Class  II  includes  certain  cases  less  clearly 
understood  in  their  pathology.  The  nature  of  the  immediate 
effect  is  ol)S('ure,  hut  a  sul)acute  myelitis  gradually  develops, 
with  its  characteristic  symptoms  of  irritation  and,  later,  of  com- 
pression from  inllammatory  exudates. 

196.  Symptoms. — The  symptoms  are  a  tingling  and 
weakness  in  the  limhs,  spinal  pain  and  tenderness,  and  at  times 
girdle  pains.  There  may  he  headache,  vertigo,  faintness,  tinni- 
tus, specks  before  the  eyes,  anestliesia  of  special  senses,  and 
impotence;  there  is  some  pyrexia.    Stiffness  in  tiie  hack,  tremor 
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FITXCTIOXAIi    DISORDERS. 

199,  There  are  no  disorders  of  the  spinal  cord  that  have 
hitherto  been  termed  functional  that  could  not,  with  propriety, 
be  cla&$ified  under  the  head  of  nutritional  or  vascular  disorders. 
We  have  therefore  taken  the  liberty  of  placing  spinal  irritation, 
which  is  the  chief  disorder  of  the  cord-structures  that  deserves 
the  name  of  functional,  under  the  Disorders  of  Nutrition, 
l>elieving  that  by  so  doing  we  have  taken  one  step  nearer  to  its 
real  pathology. 


DISEASES  OF  PERIPHERAI.  NER\ 


■^"b::^*:? 


INTRODUCTIOX. 

200.  Ner\'es  are  but  the  prolonged  dendrites  and  axons 
belonging  to  cell-lxKlies,  which  are  themselves  located  within 
the  spinal  cord,  brain,  or  ganglionic  chain  of  the  sympftlhelic 
system.  The  nen-es  cannot,  therefore,  be  regarded  as  inde- 
(>enilent  structures  when  considered  either  from  a  path<rfogical 
or  theraj>eutic  (x>int  of  view.  However,  by  reason  of  ibeir 
Kxtition  and  similar  structure,  these  axons  and  dendrites  con- 
stitute pi>rtions  of  the  neunnis  that  are  subject  to  special  forms 
of  disease  or  injury,  and  this  .»f  itself  furnishes  a  sufficient 
reason  for  giving  separate  consideration  to  them  in  a  work 
wlu^se  main  object  is  to  serve  the  practical  requirements  of 
theraji^utios. 

l>KFOrwMITIK>   AX1>   >IALFOR>L\TIOXS. 

-01.  T:  •:'-e  are  r.  >  eir/'Tv.-r.:.;  •  r  '"oji^enitai  defects  occur- 
rii^i:  'r  /ry  lurt  :  Uk'  or^u::-::.  ::.a:  i.ave  'een  shown  to  be 
due  :*^  d-:::c:^:u:-:<  :::  :"  ^  :  r-'r^u::-  :  s  ■  :  :he  neurons  to  the 
e\c:u<:-:  of  ::  fi:  .ell-^  .i:^<.  >•.:•.;.  :-:^,::<  ...f  evoIuti^Ki  or 
dev.lo:-:  er-:  •  •.•>  ■^i^-  :'  ,•-  oj.:-::^.:;.  ;:  ^  :.  :::ju red.  diseased, 
orrerrvssevl  a\  -<  <r  .1-  1-  :.^  ■•;:  :he  :-ur;:-  i»dies  Iyin«  in 
*- 1  .  A.  .  >.  .«..  •  .'.  .'.  ..^..  ..■.  -.•:'«. e;s>::v.  -s^-.r.  snrter  with 
'^•-•-      ^-7    -^^-^   '■•-^•"^"^^    -:   -^-v-s.  th-r-f:-    :ha:   r^ult  in 

.  ••    v .  wv      ........    ^.;^\      lrr;.-rCtS,   Arg 
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other  times  the  area  supplied  by  the  nerve  is  anesthetic.  The 
pain  is  usually  unilateral.  The  paroxysms  of  pain  are  induced 
by  cold,  by  touching,  by  movement  of  the  part,  or  by  variations 
in  the  blood-supply  as  by  that  due  to  emotion.  Frequent 
attacks  of  neuralgia  in  certain  nerves  result  in  tender  points 
at  places  along  their  course,  such  as  the  bony  foramina  at 
which  they  emerge  or  where  they  pass  through  layers  of 
fascia  (Valleix's  points).  Vasomotor,  secretory,  and  trophic 
changes  accompany  severe  neuralgias,  especially  when  the 
neuralgia  is  symptomatic  of  a  neuritis.  Neuralgic  attacks 
in  certain  nerves  are  quite  persistent,  and  are  often  refractory 
to  treatment. 

205.  Treatment. — The  causes  that  induce  neuralgic  pains 
being  so  various,  it  is  not  surprising  that  the  remedies  that 
have  been  employed  to  relieve  such  pains  are  so  many  and 
that  each  has  been  beneficial  at  times.  The  first  object  in 
treatment  should  be  to  discover  the  cause  of  the  pain,  and,  if 
possible,  to  remove  it.  Next,  temporary  relief  should  be  given 
the  patient  until  the  normal  function  of  the  irritated  nerves 
is  restored. 

When  the  cause  is  found  to  be  malarial,  the  appropriate 
remedies  are  hygienic  measures,  quinin,  arsenic,  or  Warburg's 
tincture.  If  a  gouty  or  rheumatic  diathesis  is  present,  better 
elimination  and  oxidation  should  be  promoted,  and  such  reme- 
dies employed  as  colchicum,  salol,  salacin,  salicylate  of  soda, 
salicylic  acid,  or  cimicifuga  racemosa.  When  diabetes  is  the 
cause,  careful  attention  should  be  given  to  the  diet,  with  a 
view  of  decreasing  the  carbohydrates.  Methylene  blue,  per- 
manganate of  })otash,  codein,  or  sumbul  should  be  tried, 
togetlier  with  tonics  and  local  sedatives. 

206.  Often  by  relieving  one  prominent  symptom,  relief  is 
obtained,  even  though  the  cause  may  not  be  fully  made  out. 
Should  this  symptom  be  congestion  or  hyperemia,  it  may  be 
allayed  by  ergot  or  atropin,  by  blisters  or  other  counter- 
irritation,  by  hot  or  cold  applications,  by  acupuncture  or 
aquapuncture.  The  sedative  influence  of  many  drugs,  as 
phenacetin,  exalgin,  or  aconitin,  will  also  act  as  an ti conges tives. 
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high-frec|uency  currents  or   alternating   magnetic  stresses  are 
more  effectual  in  correcting  defects  of  nutrition. 

The  greater  convenience  of  application  of  these  latter  modali- 
ties and  their  agreeableness  to  the  patient  are  considerations 
likely  to  make  them  the  more  popular  electric  methods  for 
obtaining  relief  from  neuralgic  pains. 


FACIAL.    SPASM. 

(Mimic  Spagm^  Tic-Canrtdsive.) 

210.  Nature  and  Pathologry. — There  are  certain  of  the 
motor  nerves  of  the  body  that  are  especially  liable  to  spasmodic 
or  convulsive  action,  giving  rise  to  an  intermittent  contortion 
of  the  muscles  supplied  by  them.  This  affection  is  usually 
chronic  in  nature,  and  but  imperfectly  understood  as  to  its 
cause.  The  seventh,  or  facial,  nerve  is  often  affected  in  this 
way  in  one  or  several  of  its  branches,  and  usually  upon  one 
side  only.  The  spasms  are  either  tonic  or  clonic,  and  the 
attacks  somewhat  paroxysmal  as  a  rule.  They  are  excited  by 
anything  that  arouses  ner\'e-activity,  as  emotion,  conversation, 
sudden  exposure  to  light,  cold,  etc.  This  affection  is  probably 
the  expression  of  some  nutritional  disorder  of  the  cortical  cells 
or  to  reflex  disturbance.  In  many  instances,  disorder  of  some 
sense-organ,  as  the  eye,  the  ear,  or  the  sense  of  smell,  may  be 
the  causative  factor.  In  other  cases,  defects  in  the  peripheral 
portion  of  the  nerve,  as  anemia,  a  i)ressure,  or  a  neuritis,  may 
be  the  exciting  cause. 

21  1.  iSyinptoins. — The  symptoms  are  a  sudden  involun-^ 
tary  eontraction  of  one  or  several  grouj)S  of  muscles  supplied  by 
the  facial  nerve  or  ntTves.  These  contractions  recur  with  more 
or  less  fre(juency,  nnd  continue  over  a  period  of  months  or 
years,  constituting  a  habit  if  they  are  not  promptly  arrested. 

212.  Treiitinent. — The  matter  of  first  importance  is  the 
removal  of  any  reflex  sources  of  disturbance,  such  as  errors  of 
refraction,  defects  in  coordination  of  the  eye-muscles,  nasal 
polypi,  carious  WHh,  and  obstruction  of  the  auditory  canal. 
Improvement  of  the  general  health  by  tonic  measures  is  also 
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essential.  Should  there  be  congestion  or  inflammation  along 
the  course  of  the  nerve,  counter-irritation  with  blisters,  the 
actual  cautery,  and  stimulating  Uniments  are  indicated.  Seda- 
tives and  antispasmodics,  such  as  the  bromids,  cannabis  Indica, 
hyoscyamus,  belladonna,  conium,  cocain,  or  codein  may  be 
employed  to  allay  the  undue  excitability  of  the  motor  centers. 
Curare  is  recommended  because  of  its  paralyzing  effects  on  the 
motor-nerve  terminals.  Nerve-stretching  has  been  suggested, 
but  it  is  of  doubtful  utility. 

213.  Electrotlierapeutlcs. — The  sedative  action  of  the 
anode  of  the  direct  current  on  the  nerve- terminations  in  the 
muscles,  with  the  cathode  applied  in  the  vicinity  of  the  cortex 
or  medullary  center,  is  of  service  in  quieting  the  spasm.  The 
application  should  be  made  daily,  with  a  current-strength  of  10 
to  20  milliamperes.  The  induced  current  from  a  secondary  coil 
is  also  helpful  in  many  instances,  as  is  also  general  nutritive 
stimulus  from  general  faradism  or  galvanism.  In  improving 
the  general  tone  of  the  system,  the  static  breeze  or  insulation 
would  be  indicated,  while  local  nutritive  effects,  combined  with 
counter-irritation,  could  be  readily  obtained  by  drawing  fine 
sparks  from  the  upper  cervical  spine. 


TORTICOLLIS. 

(  Wryneck f  Caput  Obstipumt  Tic-Roiatoire. ) 

214.  Nature  and  Patliologrj'. — This  refers  to  the  spas- 
modic form  of  muscular  contraction  in  which  the  disorder  has 
its  origin  in  the  nerves  supplying  the  sternoclidomastoid 
and  trapezius  muscles  and  their  associates  in  action.  The 
nerves  chiefly  involved,  therefore,  are  the  muscular  branches 
from  the  four  upper  cervical  segments  of  the  spinal  cord  or  the 
spinal  accessory.  The  causes  that  operate  to  produce  spas- 
modic action  in  these  motor  nerves  are  similar  to  those  already 
referred  to  in  considering  facial  spasm.  There  is  irregular 
functionating  of  the  nerve-cells,  and  this  may  be  in  the  central 
or  peripheral  motor  neuron,  or  both.  There  is  an  instability 
either  due  to  direct  or  reflex  cause.     The  instability  is  thought 
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in  some  instances  to  be  due  to  degenerative  changes  in  the 
nerve-center.  At  times,  a  congestion  or  neuritis  at  some  point 
in  the  course  of  the  peripheral  portion  of  the  nerve  appears  to 
be  the  causative  factor,  and  this  in  turn  may  be  due  to  a 
disordered  constitutional  state  such  as  rheumatism  or  gout 
Defects  in  action  of  special-sense  organs  have  also  been  found  to 
act  in  a  reflex  manner  as  the  exciting  cause. 

215.  Symptoms. — The  spasmodic  action  of  the  muscles 
resulting  from  this  nerve-disorder  causes  the  head  to  be  drawn 
and  twisted  intermittently.  The  direction  of  the  pull  is  deter- 
mined by  the  nerves  affected.  Usually  the  stemoclidomastoid 
and  trapezius  of  one  side  are  involved,  and  this  may  be  either 
through  disturbance  of  their  muscular  branches  from  the 
cervical  plexus  or  through  the  spinal  accessory.  If  through 
the  latter,  the  head  is  drawn  over  toward  the  shoulder  of  the 
affected  side,  and  the  chin  is  elevated  and  turned  toward 
the  opposite  side.  If  the  disturbance  comes  through  the 
cervical  nerves,  certain  of  the  muscles  on  the  back  of  the  neck 
are  likely  to  })e  involved  also,  as  the  splenius,  trachelomastoid, 
and  com  plexus,  and  through  the  action  of  these  the  head  is 
drawn  })ackward8  ami  to  one  or  the  other  side.  Some  soreness 
and  (lull  aching  pain  attend  the  constant  spasmodic  action  of 
these  niUHcloH,  and  interfere  more  or  less  with  deglutition, 
respiration,  and  articulation.  Some  vertigo  may  be  present 
during  tlu^  ])ar()xysms.  The  attacks  vary  in  intensity,  duration, 
and  frecjuency,  and  are  liable  to  be  increased  by  emotional 
excitement. 

21  (y.  Troatment. — The  cause  being  so  obscure,  the  treat- 
ment is  of  necessity  somewhat  empirical.  With  a  view  of 
J  roducnng  sedation,  the  hromids,  atropin,  hyoscin,  gelseniium, 
conium,  cannabis  Indiea,  chloral,  valerian,  asafetida,  and 
()I)ium  and  its  (h'rivatives  have  l)een  recommended  and  used. 
Nerve-tonics  such  as  arsenic,  strychnin,  and  phosphorus  are  of 
service  in  some  instances,  iiest  in  bed  or  mechanical  support 
to  restrain  the  s])asm  and  prevent  overaction  have  good  effects. 
Massage  of  the  neck  and  the  affected  muscles,  and  systematic 
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belong  to  this  class.  While  attention  is  directed  especially  to  a 
certain  neuromuscular  mechanism  in  these  cases,  yet  the  disorder 
is,  as  a  rule,  the  expression  of  a  state  of  general  nervous 
exhaustion.  This  is  indicated  by  the  general  nervousness, 
insomnia,  vertigo,  headache,  mental  depression,  general  weak- 
ness, and  the  evidences  of  spinal  irritation  that  these  patients  so 
frequently  exhibit.  An  excessive  pouring  out  of  energy  through 
some  one  neuromuscular  channel  has  resulted  in  exhaustion 
of  the  nerve-centers  in  general  and  this  one  in  particular. 

219.  Symptoms. — Aside  from  the  general  symptoms 
above  enumerated,  there  are  local  symptoms  that  vary  much  in 
different  cases.  The  preponderance  of  certain  of  these  symptoms 
over  others,  in  some  cases,  has  permitted  a  division  of  the  dis- 
order into  several  forms.  The  spastic  form  is  generally  marked 
by  a  gradual  onset  of  tonic  contractions  in  the  muscles  of  the 
hand  and  forearm  when  any  attempt  is  made  to  use  them  in 
the  accustomed  occupation,  such  as  writing.  The  spasm  makes 
it  impossible  to  hold  the  pen  firmly,  and  the  finger-movements 
are  stiff  and  irregular.  In  the  neuralgic  form,  aside  from  the 
stiffness  and  fatigue  occasioned  by  the  effort  to  use  the  muscles, 
pain  and  tenderness  is  brought  on  by  any  such  attempt.  In 
the  tniiinlnnti  form,  a  tremor  is  excited  in  the  muscles  that  are 
engaged  in  the  voluntary  effort.  This  is  termed  an  ** intention 
tremor,"  since  it  is  absent  until  the  muscles  are  called  on  to 
act.  It  mav  ho  so  troul)lesome  as  to  wholly  interfere  with  the 
attempted  net  ion.  In  the  pardii/tir  form,  a  tired  and  exhausted 
feeling  acconi})anie(l  by  pain  is  present  in  the  affected  limb. 
Paresthesias,  such  as  numbness,  prickling,  a  sense  of  pressure, 
constriction,  or  tension,  may  l)e  felt  in  the  part.  Hyperesthesia 
or  anesthesia  of  the  skin  may  he  present.  At  times,  congestion 
of  the  arm  or  liand,  disturbances  of  j)erspiration,  cracking  of  the 
nails,  and  otiier  tro})hic  changes  resembling  chilblains  have 
l)een  observed. 

220.  Trejitinent. — Rest  for  the  overworked  part  is  a  posi- 
tive necessity.  Very  often  entire  rest  of  th(*  body  or  a  radical 
change  in  occupation  for  a  prolonged  period  is  imperative.     It 
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may,  in  some  of  the  less  severe  cases,  be  sufficient  to  so  modify 
the  muscular  action  aa  to  bring  into  play  neuromuscular  com- 
binations that  have  been  less  employed,  and  so  relieve  those 
that  have  been  too  severely  taxed.  But  as  a  rule  this  only 
delays  the  period  of  absolute  rest  and  prolohgs  the  time  during 
whiqji  it  must  be  observed. 

221.  Use  of  Drugfs. — Tonics  for  the  improvement  of  the 
general  tone  of  the  system  are  indicated.  Strychnin,  iron, 
quinin,  arsenic,  or  the  phosphate  combinations  used  in  con- 
nection with  local  and  general  massage,  cold  baths,  or  douches 
will  be  serviceable  as  restoratives.  Sedatives  are  required  when 
there  is  much  neuralgic  pain  or  muscular  ache  accompanying 
the  trouble.  Soothing  liniments  such  as  camphor,  belladonna, 
or  chloroform  liniment  may  be  used  on  the.  affected  area. 
When  there  is  evidence  of  spinal  congestion  at  the  spinal 
centers,  persistent  counter-irritation  over  that  portion  of  the 
spine  may  be  required  for  the  brachial  plexus.  This  can  be 
done  by  blisters,  by  croton-oil,  or  by  the  application  of  the 
cautery. 

222.  Electrotherapeutics. — It  is  a  question  of  some 
nicety  to  decide  what  electric  modality  is  most  suitable  for  the 
case  in  hand,  for  the  pathological  features  vary  in  different 
cases.  The  general  tonic  effect  of  the  static  breeze  or  insulation 
is  always  of  benefit  where  there  is  much  general  loss  of  tone  or 
exhaustion.  Such  treatment  for  15  or  20  minutes  daily  would 
never  be  misplaced.  The  application  of  the  induced  current 
from  the  high-tension  secondary  to  the  local  area  of  weakness 
is  usually  comforting  and  beneficial.  The  nutrition  of  the 
exhausted  nerve-centers  in  the  spine  can  be  brought  under  the 
influence  of  the  cathode  of  a  direct  current  of  15  or  20  milliam- 
peres  strength  with  the  effect  of  improving  the  local  nutrition 
and  hastening  restoration  of  function.  The  operator  that 
|)088es8e8  a  good  working  knowledge  of  the  physical  and 
physiological  effects  of  the  various  electrical  modalities,  and 
has  made  out  the  pathological  state  of  the  patient,  will  choose 
that  form  of  electric  action  which  is  best  adapted  to  meet  and 
counteract  the  abnormal  states. 
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DISORDERS  OF  CIRCUIjATION. 

(  Vasomotor  and  Trophic, ) 

223*  Classilicatlon  of  Disorders. — We  have  classified 
under  this  head  disorders  involving  the  peripheral  nervous  sys- 
tem, in  which  symptoms  of  defective  circulation  and  resultant 
disorders  of  nutrition  are  so  prominent  as  to  attract  attention  to 
them  chiefly.  The  pathology  in  these  affections  is  still  quite 
obscure,  and  it  may  be  found  eventually  that  in  this  respect  the 
members  of  this  group  have  very  little  in  common;  but  for  the 
present,  the  more  salient  symptoms  must  serve  as  indications 
for  treatment  until  more  exact  knowledge  of  the  cause  and 
nature  of  each  disorder  points  to  something  more  explicit  and 
rational  as  a  guide  to  therapeutics.  The  following  are  the  prin- 
cipal disorders:  Raynaud's  disease,  angioneurotic  edema,  and 
hyperemia. 

BATNAUD'S    I>ISKASE. 

{Symmetrical  Qangrene,  Local  Asphyxia^  NeuropaUdc  Oangrenotis   Trophr 

oneurons,  Sderodadyli.) 

22 4t.  Kature  and  Patliologry. — This  appears  to  be  a 
vasomotor  neurosis  in  which  there  is  primary  abnormal  con- 
striction of  the  terminal  blood-vessels,  followed  by  a  dilatation, 
likewise  abnormal,  which  not  infrequently  results  in  gangrene. 
The  seat  of  the  trouble  may  be  in  the  sympathetic  ganglia  or  in 
the  vasomotor  centers  of  the  brain  and  cord.  It  is  a  disease  of 
adult  life,  occurring,  as  a  rule,  between  the  ages  of  twenty  and 
forty.  Impaired  state  of  the  blood  predisposes  to  it,  as  do  other 
diseases  of  the  nervous  system,  such  as  neurasthenia,  tabes, 
myelitis,  and  hysteria.  Exposure  to  cold,  injuries,  fatigue, 
infectious  diseases,  or  grief  or  fright  may  act  as  exciting  causes. 

225.  Symptoms. — There  are  usually  some  constitutional 
symptoms,  as  nausea,  chill,  anorexia,  constipation,  malaise,  and 
pains  in  different  parts  of  the  body.  Then,  either  accompany- 
ing or  preceding  these  symptoms,  the  fingers,  toes,  more  rarely 
the  nose,  ears,  and  prominences  of  the  cheeks,  look  pale  and 
glossy.  There  is  a  feeling  of  tingling  and  itching,  numbness 
and  loss  of  dexterity,  and  tactile  sensibility  in  the  extremities 
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ANGIONETJROnC    EDEMA. 

{AciUe  CIrcumscrihed  Edenuiy  Acide  Idiopathic  Edema,  Acute  Nan-Inflamma- 
tory Edemay  Periodic  SweUing,  Urticaria  Tuberosa. ) 

228.  Nature  and  Pathologry. — This  is  a  vaaomotor 
neurosis.  The  immediate  cause  is  either  a  local  inhibition  of 
the  vasoconstrictors  or  a  reflex  stimulation  of  the  vasodilators, 
resulting  in  a  retardation  of  the  blood-current  and  serous  exu- 
dation. Those  that  suffer  from  it  are,  as  a  rule,  of  neuropathic 
constitution.  Intestinal  disorders  and  toxic  agents,  as  alcohol, 
tobacco,  and  malaria,  act  as  exciting  causes.  Most  cases  occur 
in  early  adult  life.  The  attacks  come  on  most  frequently  in 
the  early  morning,  without  regard  to  the  season  of  the  year. 

229.  SjTiiptoiiis. — There  is  usually  no  warning;  within 
a  few  minutes  a  circumscribed  swelling  develops  on  the  face, 
arms,  or  hands,  and  reaches  its  full  extent  in  a  few  hours.  It  is 
usually  pale  and  waxy,  and  does  not  pit  easily  to  pressure. 
The  swellings  may  be  multiple.  They  are  attended  by  a  feel- 
ing of  tension,  stifTness,  scalding,  burning,  and  itching,  lasting 
from  a  few  hours  to  2  or  3  days.  There  is  no  actual  pain. 
Occasionally,  the  tongue,  pharynx,  lungs,  stomach,  or  genital 
organs  may  be  involved.  There  is  a  dull,  numb  feeling  over 
the  affected  area  for  a  time  after  the  swelling  subsides.  The 
attacks  recur  in  a  few  days  to  months,  and,  in  the  intervals,  the 
patient  may  feel  perfectly  well.  Only  when  the  throat  or  lungs 
are  involved  do  the  symptoms  become  alarming. 

230.  Treatment. — Strychnin  and  atropin  are  indicated  to 
stimulate  and  regulate  vasomotor  control.  Baths  and  douches 
are  helpful.  Cascara  sagrada  or  saline  laxatives  should  be 
given,  with  a  view  of  eliminating  toxic  agents.  Colchicum,  the 
salicylates,  or  quinin  should  be  given,  if  gouty,  rheumatic,  or 
malarial  causes  are  evident.  The  general  health  should  receive 
attention.  Nerve-tonics,  such  as  arsenic  and  the  phosphates, 
should  be  used,  if  needed,  and  the  intestinal  action  may  require 
the  use  of  mineral  acids  with  nux  vomica  or  other  simple 
hitter  stomachic  tonics. 

231.  Electrotherapeutics. — The   anode    of   the   direct 

current  will  stimulate  vasomotor  contraction,  act  cataphorically 
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on  the  exudate,  and  be  sedative  to  the  nerve-irritation.  The 
induced  current  from  the  secondary  high-tension  coil  will 
stimulate  contraction  of  the  blood-vessels  and  allay  irritation. 
The  general  health  may  be  promoted  by  the  influence  on 
general  nutrition  brought  about  by  the  static  insulation  or  the 
high-tension,  high-frequency  currents. 


HYPEREMIA    OF    XERVES. 

(AcropareMhesia. ) 

232.  A  congested  condition  of  one  or  more  nerves  may 
result  from  some  disturbance  of  nutrition  or  may  be  due  to 
deranged  functional  control,  such  as  occurs  not  infrequently 
during  the  menstrual  period  in  women.  The  condition  may  be 
followed  by  neuritis. 

233*  Symptoms. — The  symptoms  are  mainly  sensory  and 
trophic.  There  is  a  sense  of  numbness  and  burning  in  the 
r^on  of  the  affected  nerve.  The  disturbance  is  usually  first  in 
the  extremities.  The  fingers  have  a  numb,  crawling,  prickling 
feeling  as  if  ** asleep''  on  waking  in  the  morning,  passing  off 
when  the  hands  are  used.  Later,  the  numbness  extends  to  the 
arms  and  shoulders  and  involves  the  lower  extremities.  It 
may  comie  on  at  the  moment  of  falling  to  sleep  upon  retiring  at 
night,  or  when  the  patient  lies  down  in  the  daytime.  It  then 
lasts  for  a  longer  time.  In  bad  cases,  the  feeling  may  awaken 
the  patient  from  sleep  and  force  him  to  get  up  and  exercise  or 
apply  friction  to  the  part  to  relieve  it.  The  condition  may  be 
painful,  but  rarely  is  there  tenderness  along  the  course  of  the 
affected  nerves.  General  flushings,  profuse  sweating,  with 
clumsiness  and  some  muscular  weakness  of  the  parts  may  be 
present.  The  patient  is  generally  nervous  and  restless.  There 
is  increase  in  the  quantity  of  urine  with  an  excess  of  phosphates 
or  urates. 

234.  Treatment. — The  treatment  advised  is  ergot,  salt- 
baths,  and  massage  and  electricity  at  the  time  of  the  attack; 
also,  tonics  such  as  iron,  quinin,  and  strychnin,  with  change  of 
climate  to  counteract  the  tendency. 
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235*  Elect  rot  he  nii>eu  ties. — Static  insulation  and  the 
friction  spark  daily,  or  the  faradic  brush-application  over  the 
affected  area  l)v  means  of  the  secondarv-coil  current  should  be 
given.  General  faradism  will  prove  helpful  as  will  the  alter- 
nating magnetic  fields.     (Plate  XL) 


ERYTHROMSI^AIXSIA. 

( Rtd  Xeuralgia  of  the  Feet,  Congegtire  Seuralffia, ) 

230.  Xature  and  Pathologry. — In  this  disorder  we  have 
a  still  more  marked  degree  of  vasomotor  disorder  than  in  the 
prece<ling,  amounting  almost  to  a  paralysis  of  the  vasocon- 
strictor nervt^s.  The  condition  is  one  bordering  on  a  neuritis, 
in  which  it  sometimes  terminates. 

237.  Hyiiiptonis. — It  begins  in  the  heel  or  ball  of  the  feet^ 
with  an  intensely  red  swelling.  At  first  there  is  aching,  then 
))urning  ])ains  in  the  feet  on  attempting  to  walk.  The  rednesB 
increases  and  the  veins  distend,  the  arteries  throb,  and  the 
extremities  become  purple  in  color.  The  pain  is  increased  by 
exercise  and  is  worse  at  night.  The  feet  l>ecome  so  tender  that 
walking  is  difficult  and  painful.  The  hands  also  may  be 
affected.  In  bad  cases,  tlie  parts  most  affected  take  on  a  dull, 
dusky,  mottled  redness,  with  some  swelling.  Blisters  and  ulcers 
are  apt  to  occur.  The  i)ain  is  increased  by  heat;  it  is  worse  in 
warm  weather,  and  decreased  by  cold  and  recumbency.  There 
is  some  elevation  of  tlie  skin  temperature. 

2»58.  Trout niont. — He<ruml)ent  ])osition,  elevation  of  the 
exlreniitirs,  application  of  (told,  bandaging,  all  aid  in  decreas- 
ing the  ('ongestion,  Codein  internally,  anodyne  liniments,  and 
menthol  aj)pli(.*atioiis  assist  in  relieving  the  pain.  General 
nerve-tonics  containing  strychnin  are  indicated,  and  hydrother- 
apeutics  in  soni<;  form  may  prove  beneficial.  Salicylates,  if 
rheumatism  is  j)res<*nt,  or  antidial)etic  diet,  if  this  is  indicated, 
as  it  is  in  some  cases,  are  useful. 

239.  Klectrot  herapeutlcs.— Tlie  local  application  of  the 
induction-coil  current  is  suitable,  stimulating,  as  it  does,  the 
contraction   of  the  blood-vessels.     The  induced   current  from 
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the  long  fine-wire  secondary  is  also  sedative,  and  allays  the 
pain.  The  selection  of  the  electric  modality  to  counteract  the 
malnutrition  that  underlies  the  disorder,  as  rheumatism  or 
diabetes,  will  depend  on  the  conception  formed  of  the  pathol- 
ogy. Either  static  insulation  or  high-tension,  high-frequency 
currents  would  prove  serviceable  in  aiding  nutrition. 


NEURITIS. 

240.  Nature  and  Pathology. — Inflammation  is  one  of 
the  most  common  forms  of  disorder  to  which  nerves  are  sub- 
jected. It  is  brought  about  by  many  different  causes,  and, 
according  to  the  cause,  it  may  be  slight  or  severe  in  its  effects, 
may  involve  but  one  filament  or  many  nerve- trunks,  may  be 
evanescent  or  permanent  in  its  destructive  results.  There  is  a 
radical  difference  in  the  character  and  progress  of  the  neuritis, 
according  as  it  involves  the  nerve-tissue  proper  or  the  connective 
tissue  that  surrounds,  protects,  and  holds  together  in  bundles 
the  nerve-fibers;  in  other  words,  according  as  it  is  parenchy- 
matous or  interstitial.  Broadly  speaking,  the  latter  produces 
what  is  ordinarily  treated  of  as  simple  neuritis,  while  the 
former  gives  rise  to  multiple  neuritis. 


SIMPIiE  NEURITIS. 

241.  Simple  neuritis  involves  a  single  nerve- trunk  or 
the  nerves  of  one  plexus,  part,  or  limb.  As  has  been  said, 
the  adventitious  or  interstitial  connective  tissue  composing  the 
nerves  is  the  primary  seat  of  the  inflammation,  the  nerve- tissue 
proper  being  affected,  if  at  all,  only  secondarily.  The  changes 
taking  place  differ  somewhat,  according  as  the  inflammatory 
process  is  acute  or  chronic.  There  is  hyperemia,  congestion, 
serous  exudation  into  the  tissue  composing  the  nerve,  extravasa- 
tion and  migration  of  leucocytes,  hyperplasia  of  the  connective 
tissue  which  may  result  in  compression  and  more  or  less 
destruction  of  the  nerve-fibers  proper.  The  nerve-fibers  suffer 
little  if  the  inflammation  is  limited  to  the  sheath.  If,  however, 
the  interstitial  tissue  is  also  inflamed,  the  nerve- fibers  may 
suffer,  but  not  always. 
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242.  Symptoms. — These  diflfer  according  to  the  extent 
and  character  of  the  onset  of  the  inflammation.  Usually  there 
is  some  constitutional  disorder,  such  as  weakness  and  ill-feeling. 
There  is  \mn  in  the  inflamed  part  of  the  nerve  and  throughout 
its  distribution,  sometimes  in  the  whole  limb.  The  pain  is 
boring,  burning,  and  at  times  intense;  it  is  usually  worse  at 
night,  and  increases  by  movement.  There  is  soreness  and  pain 
caused  by  pressure  on  the  nerve,  especially  where  it  passes  over 
bony  prominences,  through  a  muscle-sheath,  or  emerges  from  a 
foramen.  Where  the  inflammation  is  confined  to  the  motor 
branches  of  a  nerve,  the  pain  is  slight  or  absent.  The  skin  over 
the  affected  area  is  often  hyperesthetic,  red,  and  edematous.  In 
the  beginning,  spontaneous  sensations  arise  in  the  affected  nerve; 
later,  the  sensations  are  perverted  and  lessened.  Even  com- 
plete anesthesia  may  result.  The  muscles  supplied  by  an 
inflamed  motor  nerve  are  weak,  tender,  and  exhibit  fibrillary 
twitchings.  The  pain  may  inhibit  muscular  contractions,  and, 
not  infrequently,  the  muscles  atrophy,  and  if  nerve-d^enera- 
tion  results,  the  muscle  shows  the  reaction  of  degeneration. 
Other  trophic  change?,  such  as  eruptions,  increased  or  deficient 
perspiration,  thickened  or  thin  and  glossy  skin,  may  result. 
The  bones  may  atrophy,  the  nails  drop  off,  the  hair  fall  out, 
and  an  edematous  condition  of  the  subcutaneous  tissues  take 
place. 

243.  In  the  more  chronic  fonn  of  simple  neuritis,  the  con- 
stitutional symptoms  are  less  pronounced,  and  the  onset  and 
course  of  the  local  trouble  are  less  severe.  Acute  attacks  of 
neuritis  are  very  likely  to  pass  into  a  chronic  condition,  unless 
complete  restoration  of  the  nerve  is  brought  about  by  appro- 
priate and  })ersistent  treatment. 


DISSEMIN'ATKD     NKI'KITIS. 

244.  Simple  neuritis,  that  is,  neuritis  affecting  primarily 
and  chieflv,  if  not  exelusivelv,  the  connective-tissue  elements  of 
the  nerve  or  nerves,  may  involve  more  than  one  nerve-trunk  or 
plexus,  or  the  nerves  of  more  than  one  part  of  the  body.  A 
non-symmetrical  but  quite  extensive  or  general  involvement  of 
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the  nen'es  of  the  body  by  simple  or  interstitial  neuritis  may 
be  properly  designated  a  disseminated  neuritis  in  distinction 
from  multiple  neuritis,  which  is  generally  regarded  as  a  sym- 
metrical affection  involving  the  parenchyma  of  the  nerve.  The 
constitutional  disorders  are  more  severe  in  proportion  as  a 
larger  number  of  nerves  are  involved  in  the  inflammation.  Or, 
in  other  words,  the  greater  extent  of  the  neuritis  is  an  expres- 
sion of  the  greater  degree  of  constitutional  disturbance,  so  that 
a  disseminated  neuritis  is  more  protracted  in  course  and  less 
favorable  to  complete  recovery  than  a  local  simple  neuritis.  The 
pathological  features  in  other  re8i)ects  are  similar,  differing  only 
in  extent  and  degree. 

I-.EPROUS    NEURITIS. 

(Anesthetic  Leprosy.) 

245.  Leprous  neuritis  is  neuritis  involving  primarily  the 
connective  tissue  of  the  nerve-bundle.  Both  the  perineurium 
and  the  interstitial  structure  take  part.  It  is  irregular  in  dis- 
tribution, and  is  therefore  a  disseminated  neuritis.  There  is 
a  hyperplasia  of  this  connective  tissue  resulting  in  a  secondary 
destruction,  more  or  less  complete,  of  the  nerve-fibers,  and  of 
the  tissues  depending  on  them.  The  bacillus  of  leprosy  is  found 
in  the  nerve- tissue.  Mutilations  and  deformities  of  the  extrem- 
ities and  face  are  a  result  of  the  nerve-impairment. 

246.  Sensorj'  Symptoins. — The  sensory  symptoms  are 
more  prominent.  There  are  irregular  patches,  mainly  in  the 
extremities  and  face,  exhibiting  various  paresthesias,  tingling, 
formication,  numbness,  and  seldom  severe  pains.  All  forms 
of  sensibility  are  affected  to  some  extent,  but  touch  and  pain 
usually  suffer  most.  There  is  discoloration  of  the  skin  resulting 
from  the  trophi/r  changes,  dark  macula^  form,  and  tub<»rou8 
swellings  result  from  the  connective-tissue  overgrowth.  Then 
follow  atrophy  and  necrosis,  resulting  in  loss  of  tissue.  Por- 
tions of  the  fingers  and  toes  and  i)arts  of  the  face  are  thus 
destroyed.     Anchylosis  of  the  joints  may  occur. 

247.  The  vwtijr  i<i/inptoiiis  consist  in  muscular  wasting 
and  weakness,  but  less  in  degree  than  in  some  other  forms  of 
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neuritis.  It  is  greatest  toward  the  extremities  of  the  limbs, 
where  the  nerves  are  most  affected.  The  reaction  of  degeneration 
may  be  found  in  the  severest  forms  of  muscular  impairment. 

RHEUMATIC    NEURITIS. 

248.  Rheumatic  poison  is  responsible  for  a  large  percentage 
of  the  cases  of  both  simple  and  disseminated  neuritis.  It  is 
credited  by  some  authors  with  producing  a  symmetrical  paren- 
chymatous multiple  neuritis.  But  our  opinion,  formed  from  a 
somewhat  extensive  experience,  is  that  this  cause  seldom  pro- 
duces a  strictly  symmetrical  neuritis,  and  that  its  first  changes 
are  those  in  the  adventitious  and  interstitial  tissue  of  the  nerve. 
Repeated  attacks  arid  a  chronic  state  of  inflammation  seem  to 
be  required  to  develop  the  appearances  of  symmetrical  distribu- 
tion and  give  rise  to  the  symptoms  of  degeneration  of  the 
parenchyma  of  the  nerve.  An  acute  attack  of  rheumatic  neu- 
ritiH  yields  promptly  to  appropriate  treatment,  and  permits  a 
I)rogno8i8  much  more  favorable  than  would  be  the  case  if  it 
were  a  neuritis  of  the  parenchymatous  variety. 

MIILTIPI^K  XKirUlTIS. 

249.  Multiple  neuritis  is  understood  to  be  a  form  of  inflam- 
niati(>n  in  which  the  nerves  in  corresponding  locations  on 
the  two  sides  of  the  body  are  synchronously  affected.  The 
interstitial  and  adventitious  structures  of  tht*  nerves  may  be 
involved,  but  also,  and  chiefly,  the  nerve-tissue,  proper,  suffers. 
The  causes  that  niav  affect  the  nerve-tissue  in  this  manner  are 
various.  Some  of  these  causes  act  by  preference  on  motor 
nerves,  others  on  the  sensory  neurons.  A  determining  influence 
also  resides  in  the  location  of  the  nerves  in  the  bodv,  as,  for 
instance,  in  multiple  neuritis  due  to  lead  poisoning,  the  musculo- 
spiral  nerves  of  the  ui)per  extremities  are  most  readily  affected, 
while,  in  alcoholic  neuritis,  the  peroneal  nerves  of  the  lower 
extremities  sufTer  first  and  chiefly.  Since  the  parenchyma,  or 
nerve- tissue  proper,  is  directly  attacked  by  the  causes  that  pro- 
duce multi])l(^  neuritis,  and  the  disease  is  a  svnnnetrical  one, 
the  cause  operates  through  the  blood  or  nutrient  fluids  of  the 
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body  and  is  either  an  extraneous  toxic  substance,  an  autotoxic 
substance,  or  some  vitiated  state  of  the  nutrient  fluids.  The 
degree  to  which  injury  may  be  carried  by  the  producing  cause 
depends  on  its  nature  and  the  length  of  time  to  which  the 
nerves  are  subjected  to  its  influence,  as  well  as  to  the  resisting 
capacity  of  the  neurons  attacked. 

250.  Symptoms. — Generally  speaking,  the  onset  of  mul- 
tiple neuritis  is  that  of  an  infectious  disease.  Chill,  fever, 
malaise,  headache,  apathy,  etc.  are  common.  Aches  and  pains 
in  the  lumbar  region  and  along  the  larger  nerve-trunks  are 
usually  present.  Among  the  motor  indications  is  an  early  loss 
of  power,  generally  beginning  in  the  lower  extremities,  but  it 
may  begin  in  the  arms  and  hands.  The  tendon  reflexes  are 
soon  decreased  in  activity,  or  lost.  The  muscles  become  flabby 
and  wasted.  The  electrical  excitability  is  at  first  increased  but 
soon  decreases  and  reaction  of  degeneration  may  be  present. 
Ataxia  is  seen  in  some  cases,  and  deformities  result  from  a 
disturbance  of  the  balance  of  power  in  muscular  action. 

251.  Sensory  Symptoms. — The  sensory  symptoms  are 
at  times  only  subjective,  such  as  hyperesthesia,  numbness,  ting- 
ling, prickling,  or  formication.  The  hyperesthesia  is  accom- 
panied with  spontaneous  pains,  which  may  be  dull,  acute,  or 
burning,  when  referred  to  the  nerve-trunks,  the  joints,  or  the 
deeper  parts  of  the  limbs.  Tenderness  along  the  nerve-trunks 
is  always  present  to  a  greater  or  less  degree.  A\Tien  the  sensory 
neurons  are  involved  in  the  inflammation,  there  is  some 
anesthesia  of  touch  and  impairment  of  muscular  sense.  Reflex 
action  from  the  skin  varies  according  to  the  stage  and  degree 
of  involvement.  It  may  be  at  first  slightly  increased,  but 
later  is  impaired  or  lost. 

252*  Vasomotor  and  Trophic  Symptoms. — The  vaso- 
motor and  trophic  symptoms  are  various:  edema,  redness  of 
the  skin,  eruption,  dryness,  or  profuse  sweating  may  occur  in 
the  early  stages;  later,  the  skin  may  become  glossy,  the  nails 
and  hair  dry  and  brittle,  the  epidermis  of  the  soles  of  the  feet 
and  palms  of  the  hands  may  peel  off,  arthritic  adhesions  may 
take  place,  and  perforating  ulcers  may  form  on  the  feet. 
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ALCOHOLIC    NEURITIS. 

253.  This  is  a  typical  form  of  symmetrical  or  multiple 
neuritis.  At  the  onset,  the  temperature  is  elevated.  There  is 
tachycardia.  The  capillary  circulation  is  bad  and  there  may  be 
diarrhea. 

254.  Sensor^'  Symptoms. — The  sensory  symptoms  are 
at  first  those  of  hypersensitiveness.  There  is  pain,  prickling, 
like  pins  and  needles,  or  violent  and  tearing  hyperesthesia  or 
hyperalgesia.  Later,  there  is  anesthesia  in  patches,  the  tactile 
sense  is  blunt,  while  pain  and  temperature  senses  are  slow  in 
transmission.  The  muscular  and  articular  senses  are  lost. 
The  skin  reflexes  may  be  feeble,  slow,  or  lost  entirely.  There 
is  tenderness  over  the  nerve-trunks  and  muscles. 

255.  Motor  Symptoms. — The  motor  symptoms  are 
those  of  paresis,  then  paralysis,  and,  finally,  atrophy.  The 
nerves  innervating  the  muscles  of  the  feet  are  generally  first 
affected.  Extensor  movement  becomes  weak  and  is  then  lost,' 
resulting  in  ** foot-drop.*'  Tlie  tendon  reflexes  are  lost.  There 
in  incoordination  of  movement.  The  affected  muscles  show 
at  first  (juantitative  and  then  qualitative  (R  D)  changes  in 
reaction  to  the  direct  electric  current.  The  nerves  supplying 
the  muscles  of  the  trunk  and  thorax  niav  become  involved. 
The  nerves  of  the  arms  may  be  affected,  but  they  escape  oftener 
than  those  of  the  legs.  The  third,  fourth,  and  sixth  cranial 
nerves  may  be  attacked,  causing  diplopia  and  nystagmus. 
Optic  neuritis  occurs  in  a  few  cases.  The  phrenic  nerves  may 
be  involved,  impairing  the  action  of  the  diaphragm,  and  the 
inllanmiation  or  degeneration  may  extend  to  the  medulla, 
involving  the  hypoglossal  or  facial  nerves.  A  muscular  tremor 
is  often  seen  in  this  form  of  neuritis. 

250.     Mental    and    Trophic*    Symptoms. — The  mental 

symptoms  are  often  (juite  pronounced.  There  may  be  hallucina- 
tions witli  delusions  in  the  beginning,  and,  later,  an  apathetic 
state  with  memory  for  recent  events  confused  and  impaired. 
Insonmia   is   freijuent.     Trophic  symptoms,  such  as  redness, 
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edema,  or  smooth  and  glossy  appearance  of  the  skin,  rough  and 
brittle  nails,  eruptions,  profuse  sweating,  or  perforating  ulcers, 
have  been  observed. 

DIPHTHERITIC    NEURITIS. 

257.  Neuritis  not  infrequently  follows  an  attack  of  diph- 
theria, and  is  thought  to  be  due  to  a  diphtheritic  toxin.  This 
may  act  locally  at  the  seat  of  the  diphtheritic  inflammation  in 
the  throat,  and  the  neuritis  may  be  confined  to  the  nerves  of 
this  vicinity,  or  the  virus  may  become  more  widely  diffused  and 
affect  the  nerves  of  the  extremities,  usually  in  a  symmetrical 
manner.  The  parenchyma  of  the  nerve  appears  to  be  prima- 
rily attacked  by  the  diphtheritic  toxin. 

258.  Sensory,  Tpophlc,  and  Motor  Symptoms. — The 

sensory  symptoms  are  insignificant.  There  is  slight  hyperes- 
thesia or  anesthesia  over  the  distribution  of  the  affected  nerves. 
The  muscular  sense  is  impaired.  At  times,  there  is  some  pain 
in  the  limbs.  Trophic  changes  occur  in  the  muscles  supplied  by 
the  affected  nerves.  Occasionally,  there  are  skin  eruptions  with 
pigmentation.  As  to  motor  symptoms,  the  paresis  or  paralysis 
is  usually  first  noticed  in  the  muscles  of  the  pharynx  and 
larynx.  The  voice  changes,  deglutition  is  difficult,  liquids 
regurgitate  in  the  attempt  to  swallow  them.  The  eye-muscles 
are  affected  next  in  frequency,  the  impairment  of  the  third 
nerve  causes  loss  of  accommodation  and  diplopia.  If  the 
neuritis  becomes  more  generalized,  the  motor  nerv^es  of  the  legs 
and  arms  are  affected,  causing  weakness  in  walking  or  sUmding 
and  in  some  cases  rendering  the  patient  helpless.  The  trunk 
muscles  may  be  involved,  weakness  of  the  bladder  and 
rectum,  and  loss  of  sexual  power.  Occasionally,  the  pneumo- 
gastric  nerve  is  seriously  affected  and  sudden  death  may 
result  from  this  cause.  The  muscles  supplied  by  the  nerves 
affected  become  soft  and  atrophied,  the  knee  and  elbow 
reflexes  are  lost.  There  is  usually  a  tendency  to  spontaneous 
improvement  in  these  cases,  but  appropriate  treatment  will 
not  only  hasten  the  improvement  but  will  insure  its  being 
more  complete. 
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259.  Neuritis  arising  from  malarial  poisoning  is  not  infre- 
quent, and  it  often  takes  a  symmetrical  form.  The  impaired 
state  of  the  blood  affects  the  nutrition  of  the  neuron  proper. 

260.  Symptoms. — The  sensory  symptoms  are  not  usually 
very  severe.  There  is  some  pain  in  the  limbs.  Sensation  to 
touch  is  decreased  over  the  affected  area,  and  there  is  muscular 
tenderness  accompanying  the  tenderness  of  the  nerve-trunks. 
The  trophic  changes  consist  of  skin  eruptions,  pigmentation, 
and  wasting  of  the  affected  muscles.  The  motor  impairment  is 
chiefly  confined  to  the  legs  and  feet.  There  is,  in  some  cases, 
complete  paralysis  of  these  parts.  The  knee-jerk  is  diminished. 
The  motor  nerves  of  the  arms,  trunk,  and  cranium  may  also  be 
involved  so  that  respiration  may  be  disturbed  and  deglutition 
and  speech  rendered  imperfect.  These  cases  commonly  end  in 
recovery  if  the  cause  is  removed  and  the  conditions  are 
favorable. 

TYPHOID    XKirRITIS. 

201 .  A  neuritis  following  an  attack  of  typhoid  fever  is  of 
quite  common  occurrence,  })resuniably  due  to  the  deleterious 
effects  of  the  toxins  generated  in  the  system  during  the  progress 
of  the  disease.  Tliese  poisons  a})pear  to  select,  by  preference, 
the  motor  neurons  of  tlie  lower  extremities,  although  the 
sensory  neurons  do  not  wholly  escape.  Usually,  the  neuritis  is 
bilateral,  but  it  may  be  unilateral  and  the  parenchyma  of  the 
nerve  is  chiellv  affected. 

2(>2.  Syniptonis. — The  chief  sensory  symptoms  are  severe 
pains  at  times  in  the  course  of  the  affected  nerves  in  the  legs. 
There  is  much  atrophy  and  more  or  less  paralysis  (in  some 
cases  complete),  with  reaction  of  degeneration  of  the  affected 
muscles.  The  motor  weakness  is  chiefly  exhibited  in  the  legs. 
There  is  loss  of  knee-jerk.  Occasionally,  the  vocal  cords  are 
paralyzed.  These  cases  are,  as  a  rule,  slow  in  recovering,  but 
the  majority  get  well. 
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DIABETIC    Ni:VRITIS. 

263.  The  deranged  blood-state  present  in  this  disease  gives 
rise  to  neuritis  in  a  great  many  instances.  The  neuritis  aflFects 
chiefly  the  sensory  neurons  of  the  extremities,  especially  the 
feet  and  1^,  but  is  not  strictly  symmetrical  in  its  distribution. 
Trophic  and  vasomotor  changes  are  very  common,  such  as 
edema,  vasomotor  paresis,  bullae,  and  necrosis.  The  neuritis 
is  but  a  minor  incident  in  the  course  of  the  systemic  disease, 
and  but  little  benefit  can  be  derived  from  local  treatment,  unless 
improvement  can  be  brought  about  in  the  constitutional  state. 


NEITRinS    FKOM    CARBONIC    OXIl>. 

264.  This  form  of  poison  seems  to  possess  a  selective  affin- 
ity for  the  peripheral  neurons,  both  sensory  and  motor.  Severe 
carbonic-oxid  poisoning  often  causes  numbness,  impaired  tactile 
sensibility,  and  pain  in  the  extremities  over  the  affected  nerves 
and  muscles.  Redness  of  the  skin,  edema,  and  herpes  over  the 
area  of  distribution  of  the  affected  nerves  may  occur.  There 
are  local  palsies  that  are  irregular  and  variable  in  distribution. 
There  may  be  foot-  or  wrist-drop,  or  the  paralysis  may  be  hemi- 
plegic  or  paraplegic  in  character. 


NEURITIS    FROM    LEAD. 

265.  Lead-poisoning  is  a  very  common  cause  of  neuritis. 
The  sensory  disturbances  are  slight  or  wanting,  with  the  excep- 
tion of  the  colic  pains,  which  are  oftentimes  very  severe  from 
this  cause,  and  may  be  due  to  neuritis  of  the  abdominal 
sympathetic.  There  may  be  slight  pain  and  tenderness  along 
the  course  of  the  affected  nerves  and  in  the  joints.  The  pain  is 
dull  and  deep-seated,  and  occasionally  there  is  some  anesthesia 
within  the  areas  involved.  There  is  tingling,  numbness,  and 
cold  feelings.  There  is  swelling  about  the  joints  at  times, 
especially  the  wrists.  Atrophy  of  the  affected  muscles  is  com- 
mon, with  partial  or  complete  reaction  of  degeneration.  The 
motor  symptoms  are  chiefly  shown  in  paresis  or  paralysis  of  the 
extensor  muscles  of  the  feet  and  hands,  chiefly  the  latter,  causing 
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a  cliaractenstic  '  *  wrist-drop. ' '  The  musculospiral  nerve  is  there- 
fore primarily  involved  in  the  disease,  but  it  has  often  been 
remarked  that  the  supinator  longus  and  extensor  ossis  metacarpi 
pollicis  muscles  escape  paralysis.  The  affection  is  usually 
bilateral.  The  deltoid  and  biceps  muscles  of  the  upper  extrem- 
ities are  occasionally  involved,  as  well  as  the  brachialis  anticus 
and  supinators.  The  disease,  when  severe,  extends  to  the 
homologous  extensors  of  the  feet  and  legs.  Cramp  in  the  muscles 
of  the  arms  and  legs  is  not  uncommon,  and  quite  often  a  tremor 
is  seen  in  the  affected  nmscles.  The  tendon  reflexes  are  lost. 
With  the  cause  removed,  the  disease  tends  to  recovery,  but  tlie 
progress  is  slow  and  can  be  very  greatly  aided  by  appropriate 
treatment,  such  as  will  eliminate  the  poison  from  the  system 
and  promote  nutrition  of  the  weakened  neurons. 


AKSENIC^  NEURITIS. 

200.  This  form  of  metallic  poison  ranks  next  to  lead  in  the 
frequency  with  which  it  causes  inflammation  of  nerves.  There 
are  usually  some  acute  gastric  symptoms  preliminary  to  the 
nerve-disorder.  The  sensory  symptoms  are  more  abundant  than 
in  neuritis  from  lead.  There  are  shooting,  darting  pains  in  the 
liml>s,  with  various  paresthesias.  Anesthesia  is  common  over 
the  distribution  of  the  affected  nerves,  and  the  muscular  sense 
is  impaired.  The  trophic  symptoms  are  also  quite  pronounced 
in  the  form  of  skin  eruptions  and  other  changes.  The  motor  dis- 
order is  chiellv  in  the  extensor  nerves  and  muscles  of  the  lower 
extreniitii'S,  though  it  is  not  so  distinctly  localized  as  in  lead 
neuritis.  The  knee-jc^rks  are  iin|>aired  and  ataxia  is  present. 
While  this  form  of  paralysis  resembles  that  of  alcoholic 
neuritis,  tliere  is  a  lack  of  the  mental  symptoms  of  the  latter. 
The  history  of  tlie  case  would  also  serve  to  distinguish  them. 


HEIUBEUI     XEITIITIS. 


207.  This  a  form  of  multiple  neuritis,  infectious  and  con- 
tagious in  nature,  is  due  to  a  micro-organism  found  in  the  blood. 
It  is  presumed  that  a  virus  is  generated  in  the  system  by  the 
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action  of  this  organism,  causing  the  nerve-inflammation.  The 
disease  attacks  by  preference  the  nerves  of  the  legs  and  the 
cardiac  branches  of  the  vagus.  It  is  prevalent  in  the  East 
Indies,  Japan,  and  China.  An  exclusive  diet  of  white  rice  is 
thought  by  some  to  act  as  a  predisposing  cause. 

268*  Symptoms. — The  general  symptoms  are  those  of 
dropsy,  lessened  quantity  of  urine,  weakness  of  the  circulation, 
palpitation  of  the  heart  with  dyspnoea.  The  edema  is  first 
noticeable  along  the  edge  of  the  tibia.  It  affects  not  only  the 
subcutaneous  tissue  but  all  cavities  of  the  body.  The  face  has 
a  stiff,  pasty  appearance.  If  the  cardiac  nerves  are  not  involved 
in  the  neuritis,  symptoms  of  dropsy  do  not  appear.  There  is 
anemia,  epigastric  oppression,  anorexia,  and  general  malaise. 
Among  the  sensory  symptoms  there  are  dysesthesia,  sensations 
of  touch  lessened  or  lost,  and  temperature  sense  diminished. 
The  cardiac  weakness  and  weakness  of  the  legs  are  early 
motor  symptoms.  Nearly  all  the  motor  nerves  of  the  body 
may  be  affected  in  some  cases,  including  those  of  the  face, 
so  that  the  muscles  become  paretic  or  paralyzed,  waste,  and, 
in  some  cases,  exhibit  reaction  of  degeneration.  There  is  ten- 
derness along  the  course  of  the  nerves  and  over  the  muscles 
involved  in  the  disease.  The  tendon  reflexes  are  decreased 
or  absent.  This  form  of  neuritis  is  not  infrequently  fatal, 
especially  so  in  those  cases  in  which  the  cardiac  nerves  are 
involved. 

269.  Treatment. — In  whatever  form  the  neuritis  is  found, 
whether  simple,  disseminated,  or  multiple,  if  the  causes  are  still 
active,  steps  should  be  taken  to  remove  or  counteract  them. 
Simple  and  disseminated  neuritis  are  oftentimes  much  benefited 
by  local  treatment,  such  as  moist  heat,  wrapping  the  part  in 
cotton  wool,  or  cold  applications  over  the  course  of  the  inflamed 
nerves.  Counter-irritation,  soothing  liniments,  or  ointments 
containing  menthol,  chloroform,  cocain,  or  aconite,  and  mas- 
sage, are  of  service. 

270.  A  rheumatic  or  gouty  condition  of  the  system  is  so 
often  responsible  for  the  attacks  of  simple  and  disscminatod 
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neuritis  that  elimination  by  means  of  saline  laxatives  is  the 
first  essential,  and  this  should  be  followed  by  the  prolonged  use 
of  salol,  salicylate  of  soda,  colchicum,  cimicifuga  racemosa, 
or  some  other  of  the  antirheumatic  remedies.  If  pain  is 
severe  and  there  is  elevation  of  temperature,  one  of  the  coal-tar 
derivatives,  such  as  phenacetin  or  exalgin,  can  be  given  with 
the  antirheumatic.  A  canthus  blister  applied  over  the  course 
of  the  main  nerve-trunks  at  the  seat  of  greatest  tenderness  is  of 
much  service  in  quickly  subduing  the  inflammation.  A  suc- 
cession of  such  blisters  should  be  employed  until  the  tenderness 
is  gone.  The  general  healthy  tone  of  the  system  requires  atten- 
tion, for  the  debility  is  often  great.  Tonics  of  iron,  quinin,  and 
strychnin  are  usually  indicated,  or  the  arsenate  of  iron  with 
gentian  and  nux  vomica.  In  very  neurasthenic  cases,  the 
valerianates  of  iron,  quinin,  and  zinc  with  sumbul  is  an  appro- 
priate tonic.  In  all  these  cases  of  more  or  less  generalized 
neuritis,  rest  in  bed  during  the  acute  stage  and  the  period  of 
prostration  is  essential.  Especially  should  rest  be  enjoined 
and  kept  up  for  a  protracted  period  in  cases  of  multiple 
neuritis  where  the  nerve- parenchyma  has  suffered  severely. 
The  affected  neurons  are  long  in  regaining  their  normal  vigor, 
and  time  must  be  given  for  recuperation.  During  this  period 
of  rest,  effete  mutters  must  be  removed  by  gentle  laxative  meas- 
ures; the  causes  of  the  neuritis  must  be  allayed,  the  nutrition  of 
the  system  must  be  promoted  by  suitable  general  tonics,  and  the 
distribution  of  the  nutrient  fluids  maintained  by  frequent  warm 
baths,  followed  by  massage  and  the  application  of  some  suitable 
electric  modality. 

271.  Electrotherapeutics. — There  is  no  kind  of  nerv- 
ous disorder  in  which  the  use  of  the  various  forms  of  electricity 
is  more  serviceable  in  effecting  a  restoration  to  normal  condition 
than  in  neuritis.  Even  in  the  milder  attacks  of  neuritis,  where 
the  disease  is  simple  and  localized,  an  increase  of  connective- 
tissue  elements  results  from  the  inflammation,  which  has  the 
effect  of  compressing  the  neuron  proper  and  impeding  its  action. 
Even  when  the  inflammati(Mi  subsides,  it  is  seldom  that  nature 
l)y  her  unaided  efforts  clears  up  completely  the  debris  resultant 


108  ELECTRICITY  IN  DISEASES  §11 

under  the  disorders  of  peripheral  nerves  that  have  been  dis- 
cussed in  tlie  preceding  pages.  In  what  follows,  there  will  be 
discovered  other  causes  that  may  lead  to  degeneration  and 
atrophy  of  nerves,  and  of  the  tissues  that  are  dependent  on 
them.  These  conditions  of  degeneration  and  atrophy  do  not 
arise  of  themselves.  They  are  but  the  necessary  results  of  the 
dcvitiilizing  action  of  toxic  substances,  anemia,  inflammation, 
overaction,  etc.  They  are  not  to  be  regarded  as  disease  entities, 
hut  only  as  incidents  in  the  pathological  process  marking  the 
stage  to  which  it  has  progressed.  Such  treatment  as  tends  to 
reestablish  normal  nutrition  will  be  required  to  counteract  the 
degeneration  and  institute  new  growth  to  replace  the  atrophied 
tissue. 

TUBBRCUL.08I8   AND   SYPHIIilS. 

274.  A  neuritis  of  special  character  may  be  excited  in 
nerve-tissue  l)y  either  of  these  causes,  although  the  instances  are 
somewhat  rare.  The  syphilitic  irritant  generally  gives  rise  to  § 
simple  neuritis.  In  connection  with  posterior  spinal  sclerosis 
of  syphilitic  origin,  a  multiple  neuritis  may  occasionally 
devel()]».  A  number  of  cases  have  been  observed  in  which  a 
local  tubercular  inflammation,  as,  for  instance,  in  the  cervical 
lymphatics,  has  invaded  the  perineurium  of  the  contiguous 
nerves,  and  a  tubercular  neuritis  of  progressive  nature  has 
followed.  The  constitutional  and  local  treatment  appropriate 
to  these  pathological  states  should  be  employed  in  such  cases. 
For  treat ni(»nt  of  neuritis  in  all  other  respects,  the  practitioner 
should  be  guided  i)v  the  general  rules  that  have  already  been 
laid  down. 

TUMORS. 

275.  A  true  neuroma,  which  is  rare,  is  a  neoplasm  that  has 
its  origin  in  the  nerve- liber  proper.  False  neuromata  grow 
from  the  connective  tissue  composing  the  perineurium  or  the 
neurilemma;  these  are  more  common.  These  abnormal  growths 
may  occur  on  any  nerve  in  the  body.  They  may  be  of  the 
nature   of    glioma,  myxoma,   fibromata,  solitary  or  multiple, 
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carcinomata,  sarcomata.  Syphilitic  and  tubercular  nodules  may 
also  invade  nerve-tissue,  and  when  they  affect  the  extremities  of 
sensory  nerves,  as  they  do  at  times,  they  are  very  painful. 
These  growths  seldom  reach  any  great  size,  but  they  may  be 
very  numerous  in  the  same  patient,  growing  on  the  same  nerve 
in  a  number  of  places  or  on  several  nerves  in  different  parts  of 
the  body.  The  growths  of  connective- tissue  origin  may  develop 
on  the  sheath  of  the  nerve  at  one  side,  and  the  neirve-fibers 
may  pass  by  unchanged,  or  it  may  involve  the  interstitial  con- 
nective tissue  so  as  to  widely  separate  the  nerve-fibers  and 
compress  them. 

276.  Symptoms. — The  symptoms  are  those  which  arise 
from  compression  and  gradual  interference  with  the  function  of 
the  nerve.  A  sensory  nerve  may  for  a  time  be  very  painful  and 
subsequently  numbness  and  anesthesia  result.  A  motor  nerve 
exhibits  weakness  with  ultimate  paralysis.  Trophic  changes 
both  in  the  skin  and  muscular  tissue  are  likely  to  occur  in  the 
late  stages. 

277.  Treatment. — Medicines  are  of  little  service  except 
when  the  growths  are  of  syphilitic  nature.  Early  surgical 
extirpation  is  usually  necessary  when  the  neoplasm  is  located 
where  this  can  be  done  with  advantage.  Hypodermic  injec- 
tions of  cocain  or  morphin  may  be  required  to  relieve  pain. 

278.  Klectrotlierapeuties. — In  some  instances,  electrol- 
ysis may  take  the  place  of  surgical  extirpation  with  advantage. 
It  can  be  practiced  in  most  instances  with  the  least  destruction 
of  normal  tissue.  The  needle  used  as  the  cathode  of  a  direct 
current  of  5  to  8  milliamperes  is  what  is  usually  required. 
The  sedative  action  of  the  anode  of  the  direct  current  may 
be  employed  as  a  means  for  temporarily  relieving  pain. 


TRAUMA. 


279.  Injuries  to  nerves  may  arise  from  a  great  variety  of 
causes.  Blows,  falls,  cuts,  bruises,  gunshot  wounds,  and  the 
like  may  crush  or  lacerate  the  nerve-tissue.     If  the  fibers  of  the 
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nerve  are  injured  severely  or  severed,  a  process  of  degeneration 
begins  at  once  in  the  peripheral  portion.  The  degeneration 
may  be  regarded  as  a  process  of  parenchymatous  inflammation 
(  Gowers).  The  white  substance  of  Schwann  undergoes  s^men- 
tation;  granular  substance  takes  its  place  and  in  turn  gradually 
disappears.  The  axis  cylinder  degenerates  throughout  the  entire 
extent  of  the  peripheral  end.  In  the  proximal  end,  slight 
degenerative  changes  are  noticeable,  extending  from  one  to  two 
internodal  segments.  The  myelin  is  at  first  reduced  to  fine 
granules,  then  the  nuclei  multiply  and  increase  in  size.  The 
axis  cylinder  remaining  intact  grows  and  new  fibers  are  formed. 
The  connective-tissue  elements  are  multiplied.  These  changes 
result  in  a  bulbous  enlargement  of  the  proximal  extremity  of 
the  nerve,  consisting  of  nerve-fibers,  connective  tissue,  and 
leucocytes.  Years  after  the  injury  there  may  be  some  atrophy 
of  the  nerve-fiber  due  to  diminished  functional  activity.  The 
muscles  supplied  by  an  injured  motor  nerve  atrophy  by  reason 
of  granular  or  fatty  degeneration.  The  part  is  paralyzed,  and 
deformities  in  the  part  or  limb  result  from  the  disturbance  in 
muscular  action  and  other  changes  in  tissue.  The  skin  of  the 
part  atrophies,  becoming  thin  and  glossy,  and  the  circulation  is 
feeble.  BulUu  and  eruptions  may  occur  over  the  distribution 
of  the  injured  nerve,  the  perspiration  is  deranged,  and  the  skin 
becomes  excessively  dry  or  moist.  The  bones  atrophy  and  the 
joints  are  destroyed  or  impaired. 

An  intense  neuritis  sometimes  follows  a  nerve-injury. 
Especially  is  this  true  when  the  nerve  has  been  bruised  or 
crushed  rather  than  cut  or  severed.  The  condition  of  the 
]>atient  at  the  time  of  the  injury  and  the  septic  or  aseptic  condi- 
tion of  the  wound  lias  much  to  do  with  determining  the  second- 
ary neuritis.  Trophic  changes  are  more  common  from  the 
neuritis  following  injuries  than  with  simple  neuritis. 

280,  8ymi)toins. — Immediately  following  an  injury  to  a 
nerve,  there  may  be  excruciating  pain  in  the  part,  with  choreic 
twitchings  or  spasms  of  muscles.  In  some  instances  of  gun- 
shot wounds,  the  patient  describes  the  sensation  as  that  of 
being   struck    by   a   stone    or    stick.     At   times    no    pain    or 
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DISEASES  OF  THE  BKADf. 


INTRODUCTION. 

283.  Brain. — The  brain,  constituting  as  it  does  the  main 
part  of  the  central  nervous  system,  is  the  seat  of  the  greatest 
number  and  variety  of  disorders  having  their  origin  in  the  ner- 
vous mechanism,  or  deriving  their  chief  symptoms  from 
derangement  of  that  mechanism.  Not  an  inconsiderable  num- 
ber of  these  disorders  of  the  brain  are  evolutionary  defects,  the 
mechanism  never  having  reached  the  stage  of  complete  or  per- 
fect development.  Hereditary  endowment,  the  amount  and 
quality  of  vital  capital  furnished  the  individual  germ  by  its 
progenitors,  is  an  important  element  in  determining  the  degree 
to  which  the  evolutionary  process  of  the  brain  will  be  carried. 
But  perhaps  no  less  important  are  the  conditions  and  influences 
that  surround  it  at  every  stage  of  that  evolutionary  progress. 
Observation  and  reason  both  teach  us  that  the  more  favorable 
are  these  conditions  for  normal  and  healthful  development  in 
the  embryonic  and  infantile  stages  of  evolution,  the  greater  is  the 
probability  that  the  brain  will  reach  a  complete,  unifonn,  and 
stabile  structure,  and  thus  be  able  to  perform  all  the  functions 
that  pertain  to  it  in  the  most  perfect  and  satisfactory  manner. 

• 

284.  Certain  defects  in  evolution  are  primordial,  gross,  and 
fundamental.  Others  date  from  one  or  other  of  those  periods 
at  which  the  structure  and  function  pertaining  to  some  one  of 
the  accessory  animal  or  intellectual  capacities  of  man  need  to 
be  put  forth  by  the  individual,  but  for  which  the  power  to 
accomplish  this  is  found  wanting.  The  result,  henceforth,  is  an 
incomplete  or  perverted  physical,  emotional,  intellectual,  or 
moral  mechanism.  This  is  found  to  be  the  origin  of  many 
disorders  of  the  central  nervous  system,  and  they  are  disorders 
the  cause  of  which  resides  in  the  very  nature  of  the  nervous 
structure,  and  for  this  reason  is  not  removable. 

Only  those  disordei*s  that  arise  from  causes  operating  upon  a 
comparatively  normal  brain  give  a  chance  for  amelioration  or 
cure  for  the  use  of  appropriate  therapeutic  means. 
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DEFORMITIES  AND  MALFORMATIONS. 

285.  Pseudenceplialiis. — The  bniin  envelopes  and  ves- 
sels are  represented  by  only  a  few  rudiments. 

286*  Anenceplialus  (Absence  of  the  Brain), — A  complete 
arrest  of  development  of  the  hemispheres,  probably  due  to 
pathological  disturbance  occurring  in  the  forebrain  of  the 
embryo. 

287.  Cyclocephalus  (Cyclops). — In  cyclocephalus  there 
is  fusion  of  the  anterior  cerebral  vesicles.  The  two  orbits  and 
eyes  are  merged  into  one,  making  but  a  single  rudimentary  eye. 
The  hemispheric  vesicles  may  be  arrested  in  their  development 
from  the  first  anterior  cerebral  vesicle,  but  one  may  develop  so 
that  it,  with  its  corresponding  ocular  vesicle,  may  go  on  to 
maturity  and  occupy  alone  the  frontal  region.  The  foregoing 
conditions  are  incompatible  with  viability,  the  creature,  if  bom 
alive,  seldom  living  but  a  few  hours. 

288.  Porencephalus. — This  is  a  congenital  defect  of  the 
brain  likewise  arising  from  pathological  causes  in  the  fetal  brain. 
The  term  is  confined  to  a  defect  in  the  cerebrum,  in  which  there 
is  an  al)sence  of  cortical  or  subcortical  cerebral  tissue,  either 
communicating  with  the  arachnoidal  space,  or  shut  off  from  it. 
The  d(»fect  of  tissue  may  extend  to  the  endyma  of  the  ventricles 
or  l>e  so  far  wanting  as  to  leave  an  opening  into  the  ventricular 
cavities.  This  forms  a  pore  or  funnel-shaped  depression  in  the 
cerebrum,  hence  the  name.  The  defect  is  confined  to  the  con- 
vexity of  the  hemispheres  or  to  the  isle  of  Reil.  The  tissue 
throughout  the  hemisphere  depending  on  this  defective  area 
lacks  development,  or  has  degenerated  or  atrophied.  The  hem- 
isi)heres  are  usually  smaller,  and  the  convolutions  and  fissures 
atypic.  The  primary  fissures  may  Ih)  changed  in  direction. 
The  cereln^llum  in  some  cases  is  smaller  than  normal.  Asym- 
metry of  the  cranium  results. 

In  a  collection  of  96  cases,  the  seat  of  the  cerebral  defect  was 
distributi'd  as  follows:  In  both  hemispheres,  32;  in  left  hemi- 
sj»here,  38;  in  right  hemisphere,  28;  in  parietal  lobe,  17;  in 
frontal  l<)l)e,  7;  in  temj)oral  lobe,  4;  in  occipital  h^br,  o.     The 
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symptoms  are  of  course  dependent,  in  a  great  measure,  on 
the  location  of  the  defect.  Idiocy  or  imbecility  is  usually  the 
result.  Mutism,  deafness,  blindness,  strabismus,  hemiplegia, 
malformations,  and  contracture  of  muscles  are  among  the  dis- 
orders that  most  frequently  attend  this  condition.  The  patient 
may  have  convulsions  and  epileptiform  attacks. 

289.  Microceplialus.  —  Microcephalus  is  a  condition 
where  a  whole  or  any  considerable  part  of  the  brain  is  below 
normal  size.  The  structure  of  the  brain  is  firmer  than  normal. 
There  is  more  connective  tissue  and  a  decrease  of  ner\'e- 
elemente.  The  blood-vessels  are  smaller  in  size  without 
evidence  of  disease  in  them.  There  is  arrest  of  development 
of  the  cerebral  vesicles  after  the  fifth  month  of  gestation. 
Defect  shows  chiefly  in  lack  of  the  cortical  and  subcortical 
elements.  There  is  evidence  of  partial  acquired  atrophy  due 
to  compression  by  meningeal  hemorrhage,  meningitis,  intra- 
uterine disease,  or  germinal  defect.  Disease  of  the  cranial  bones 
and  premature  closure  of  the  sutures  of  the  skull  have  been 
thought  l)y  some  to  act  as  a  cause.  The  symptdmS  of  micro- 
cephalus usually  give  evidence  of  mental  defect  bordering  on 
idiocy.  Bilateral  weakness,  incoordination  of  movements, 
athetosis,  and  slight  paresis  to  pamlysis  or  hemiplegia  are 
among  the  motor  disturbances.  Convulsions  or  epileptic 
attacks  may  occur  in  some  cases.  An  overgrowth  of  some 
element  or  tissue  may  disturb  their  relative  proportions  and 
so  give  rise  to  defect. 

290.  Hypertrophy,  or  Hyperplasia. — In  this  condition 
th(Te  is  an  increase  of  the  connective  tissue  of  the  brain  more 
abundant  tliroughout  the  white  substance.  The  brain  cortex 
is  thickened  and  the  so-called  ''barren  layer"  gives  evidence  of 
internal  pressure.  The  brain  is  enlarged.  The  bones  of  the 
skull  are  thin  and  the  sutures  sej)arated.  The  gyri  are  flattened 
and  the  dura  mater  is  adherent  to  the  vertex  of  the  skull.  This 
disorder  gives  rise  to  symptoms  variable  and  uncertain,  such  as 
are  described  in  the  less  severe  forms  by  the  word  nervousness, 
but  in  the  gniver  cases  there  is  idiocy  or  imbecility,  i)an^sis  of 
the  extremities,  drowsiness,  convulsions,  and  ej)ileptic  attacks. 
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and  atrophy  of  the  optic  tract.  The  bones  of  the  skull  are 
widely  separated,  thinned,  and  expanded,  and  Wormian  bones 
are  formed  in  the  interspaces.  Occasionally,  the  cranial  bones 
are  somewhat  thicker  than  normal.  The  skin  of  the  scalp  is 
thin  and  glistening,  with  the  veins  clearly  defined  upon  its  sur- 
face.    The  hair  of  the  scalp  is  usually  scanty  and  short.  ' 

295.  Symptoms. — The  symptoms  of  chronic  hydroceph- 
alus differ  somewhat  according  to  the  stage  at  which  it  began 
and  the  degree  to  which  it  has  progressed.  The  head  is 
enlarged,  in  some  cases  enormously,  especially  when  the  defect 
is  congenital.  The  measurements  of  the  transverse  circum- 
ferences in  a  number  of  cases  range  from  24  to  44  inches.  The 
head  is  globular  or  somewhat  triangular  in  form.  The  fontanelles 
and  sutures  are  open,  and  fluctuation  is  detected  on  palpation. 
The  eyeballs  protrude  and  are  directed  downwards,  the  cornea 
is  partly  covered  by  the  lid,  and,  occasionally,  there  is  nystag- 
mus or  strabismus.  The  sight  is  impaired  and  the  eyes  roll 
from  side  to  side.  If  the  child  is  able  to  walk,  its  gait  is  quite 
shambling,  tottering,  slow,  and  methodical.  On  rising,  it  holds 
its  head  in  its  hands  to  steady  it.  The  limbs  are  usually  weak, 
but  ofti'n  there  is  paraplegia  or  c'unjj)l('te  paralysis,  and  in  some 
cases  only  hemiplegia.  Tonic  or  clonic  spasms  of  the  extremi- 
ties, drowsiness,  and  convulsions  may  occur.  There  is  an 
unwillingness  of  the  cliild  to  move  the  head  or  body,  since  such 
motion  often  causes  vertigo  or  vomiting.  The  gencMiil  nutrition 
is  poor,  the  body  is  emaciated  and  wrinkl(*(l,  the  skin  is  pale, 
thin,  transluccMit,  and  moist,  especially  al>out  the  head.  The 
child  is  usually  cross  and  irrital)le,  and  utters  a  peculiar  moan 
or  whining  cry.  The  voice  is  high-pitched  and  stridulent. 
Tlie  intelligence  is  of  low  order;  th(*  child  talks  little  and  is 
V>ackward,  or  im)»ecile.      Its  halnts  are  dirty. 

296.  Treatment. — Except  in  a  few  instances,  little  benefit 
can  be  expected  from  any  form  of  treatment  for  the  defects  or 
per\'ersions  of  brain  development.  Occasionally,  surgical  treat- 
ment  for  meningocele,  encephalocele,  niicrocephalus,  or  hydro- 
cephalus has  been  benetlcial.      If  tlu^  deformity   or   abnormal 
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structure  is  small  in  degree  in  meningocele  or  encephalocele, 
burgery  may  remove  the  deformity  caused  by  the  tumor, 
check  its  further  progress,  and  assist  in  restoring  the  normal 
proportion  of  the  several  tissues.  Much  that  has  l)een 
attempted  by  surgery  for  the  correction  of  microcephalus 
and  hydrocephalus  has  been  meddlesome  and  ill-advised, 
since  the  causes  giving  rise  to  the  defect  are  usually  so 
fundamental  as  to  be  in  no  manner  changed  for  the  better 
by  such  procedure.  Nevertheless,  the  possibilities  of  benefit 
from  surgery  should  always  be  carefully  considered  in  these 
ciises. 

297.  Electrotlierapeutlcs. — In  the  (rast^s  of  moderate 
defect,  much  can  be  done  to  stimulate  normal  development 
by  attention  to  the  general  nutrition,  tonics,  good  hygiene, 
systematic  gymnastics,  and  massage.  The  object  should  be 
to  discover  the  stage  of  evolution  where  the  departure  to 
abnormal  paths  began,  and  attemi)t  to  reestablish  normal 
conditions  by  education  of  the  muscles  and  special  senses 
and  the  mental  fa(;ulties  that  remain  impressionable.  In 
seeking  to  accomplish  this,  electrotherapeutics  in  various  modal- 
ities will  be  of  much  service.  The  static  charge,  the  alternating 
magnetic  fields,  general  faradism,  or  the  general  application  of 
the  direct  current  will  stimulate  the  nutritive  activities  as  a 
whole.  The  quickening  influences  of  the  induced  currents,  or 
of  the  cathode  of  the  direct  current,  applied  locally,  will  aid  the 
growth  of  damaged  areas,  provided  they  retain  capacity  for 
development. 

DISORDERS    OF    NUTRITION. 

298*  Classlflcatlon  of  Disorders. — Under  the  heading 
of  Disorders  of  Nutrition  we  will  consider  the  more  common  of 
those  diseases  in  which  the  essential  pathological  factor  appears 
to  be  a  toxicity  of  the  nutrient  fluids,  causing  a  defect  in  the 
nutrition  of  the  neurons  of  the  entire  central  nervous  system, 
or  of  those  occupying  certain  important  areas  of  the  brain. 
They  are  as  follows:  Neurasthenia,  megrim,  chorea,  tetanus,  tetany, 
hydrojjhobia,  phunbiam,  alcoholism,  morphinism,  and  cocainism. 
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XBURASTHENIA. 

299.  Nature  and  Pathologry. — The  causes  of  nervous 
exhaustion  are  diverse.  A  vigorous  and  stabile  nervous  system 
may  never  have  developed  in  the  individual  in  question.  The 
ordinary  experiences  and  demands  of  every-day  life  would  be 
enough  to  tax  such  a  system  beyond  its  recuperative  power. 
Others  possessing  at  one  time  normal  endowment  of  vigor  are 
subjected  to  unusual  strains  or  demands  on  the  nervous  activi- 
ties by  disease,  by  anxiety,  by  worry,  or  by  excesses,  so  that 
nerve- energy  is  unduly  expended.  Again,  toxic  conditions  of 
the  blood  due  to  faulty  climate,  hygiene,  or  malnutrition,  or 
defects  in  the  action  of  some  important  blood-making  or  elimina- 
ting organ  or  system  is  a  common  cause,  either  in  originating 
or  maintaining  the  morbid  condition  of  nerve-nutrition. 
An  immediate  cause  of  nervous  exhaustion  is  often  found  in 
a  defective  control  of  the  circulation,  which,  in  turn,  may  be 
traced  to  weakness  or  derangement  of  the  nerve-centers,  and 
thus  a  vicious  round  of  disturbance  is  kept  up.  In  traumatic 
neurasthenia,  the  vascular  mechanism  receives  a  shock  that 
secondarily  disturbs  the  nutrition  of  the  nerve-centers. 
Prolonged  nervous  exhaustion  may  produce  a  permanent 
change  or  instability  in  the  nervous  structure  if  it  did  not 
exist  primarily. 

300.  Symptoms. — There  is  deficient  capacity  for  func- 
tional activity,  associated  with  undue  responsiveness  to  slight  or 
inadequate  cause.  The  sensory  symptoms  are  early  manifested 
and  largely  subjective.  Most  frequent  among  them  are  headache 
and  various  feelings  of  discomfort  about  the  head;  pains  in 
the  spine-)  dull  aching  in  character;  spinal  tenderness,  especially 
in  the  lower  cervical  and  lumbar  regions,  increased  by  exertion, 
standing,  or  walking;  slight,  fugitive  pains  in  the  limbs,  with 
tingling  or  numbness.  There  is  cutaneous  hyperesthesia  and 
the  skin  reflexes  are  increased.  The  s})ecial  senses  are  variously 
disturbed.  There  may  be  olfactory  hyperesthesia  or  pares- 
thesia; asthenopia,  muscat  volitantes;  gustatory  paresthesia  or 
anesthesia;  auditory  hy{)eresthesia  and  tinnitus.  The  diges- 
tive action  is  deranged.     There  is  loss  of  appetite,  dyspepsia. 
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constipation  as  a  rule,  with  occasional  diarrhea.  The  heart- 
action  is  accelerated,  with  low  arterial  tension,  occasionally 
arhythmia.  Palpitations,  flushings  and  pallor,  sense  of  heat 
and  cold  and  imaginary  fever,  and  a  sense  of  impending 
giddiness  with  dizziness  are  common.  Shortness  of  breath, 
with  sense  of  oppression  at  the  chest  and  general  visceral 
discomfort,  is  often  a  cause  of  complaint.  There  is  increased 
or  decreased  secretion  from  the  skin,  while  defective  skin 
nutrition  is  shown  in  the  presence  of  acne,  and  the  early 
loss  of  the  hair  and  teeth.  The  urine  is  subject  to  various 
changes  from  normal.  It  may  be  decreased  in  amount  in  the 
24  hours,  with  low  specific  gravity,  or  it  may  be  increased  or 
concentrated  with  an  excess  in  phosphates,  urates,  uric  acid, 
oxalates,  or  indican.  There  may  be  temporary  albuminuria  or 
glycosuria.  Sexual  derangements  such  as  over-excitation  or 
impotence  may  be  present. 

301.  Motor  Symptoms. — The  motor  symptoms  are  very 
pronounced.  There  is  a  sense  of  profound  exhaustion,  inca- 
pacity for  work,  and  the  power  for  sustained  exertion  is 
reduced.  Fatigue  is  reached  sooner  and  is  more  distressing 
than  in  health.  Even  talking  wearies  the  patient,  the  voice 
being  weak  and  low.  Early  in  the  day  there  comes  on  a  sense 
of  muscular  inertia  and  powerlessness:  Simple  acts  require 
an  excess  of  efifort.  There  is  slight  drooping  of  the  eyeUds, 
with  excessive  mobility  of  the  iris.  There  is  stiffness  in 
the  limbs.  Cramps  occur  in  the  calves  or  in  the  feet.  The 
knee-jerks  are  exaggerated  but  easily  exhausted,  likewise  the 
tendo- Achilles  reflex.  A  general  fidgetiness,  with  muscular 
tremor  and  fine  twitchings  of  the  face  and  tongue  muscles 
are  often  noticed. 

302.  Mental  Symptoms. — The  mental  symptoms  corre- 
spond with  the  physical.  All  voluntary  cerebral  processes 
quickly  cause  fatigue.  There  is  mental  depression,  lack  of 
spontaneity  of  thought,  and  uncertainty  of  memory.  There  is 
irritability  of  temper,  morbid  fears,  introspection,  loss  of  sense 
of  propriety,  loss   of  affection,  and   the  emotions  are  easily 
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excited.  There  are  peculiarities  of  speech  and  writing,  both 
becoming  slovenly  in  execution.  Insomnia  is  a  frequent 
accompaniment. 

303.  Treatment. — If  overexpenditure  of  nerve-energy 
is  the  cause,  this  should  be  checked  and  rest  enjoined.  In 
many  cases,  rest  in  bed,  with  systematic  methods  of  manage- 
ment for  both  the  mental  and  physical  conditions,  is 
required,  such  as  are  practiced  in  the  Mitchell  or  Playfair 
treatment.  When  rest  is  required  to  a  degree  that  interferes 
with  muscular  exercise,  the  nutritive  functions  can  be.  main- 
tained in  an  active  state  by  hydrotherapeutics,  massage,  and 
some  suitable  electric  treatment.  All  cause  of  excessive  drain 
on  nerve-energy,  whether  in  habit  or  occupation,  should,  if 
possible,  be  removed.  Prolonged  natural  sleep  is  one  of  the 
best  restoratives,  and  this  should  be  brought  about  by  physio- 
logical measures  rather  than  by  means  of  drugs.  A  little 
simple  nourishment  at  bedtime,  quiet  surroundings,  a  warm 
footrbath  or  wet  pack,  quiet  and  unejmotional  attendance, 
gentle  massage,  and  cool  a[)pIications  to  the  head  will  often 
bring  refreshing  sleep.  If  hypnotics  must  be  employed,  they 
should  be  of  the  least  injurious  sort,  such  as  bromids,  chloro- 
tone,  and  paraldehyde.  Only  as  a  last  resort,  and  then  only 
occasionally,  should  such  remedies  as  sulfonal,  trional,  or 
opium  V)e  used  as  hypnotics.  A  combination  of  trional  and 
sulfonal  often  acts  more  happily  and  in  less  doses  than  either 
used  separately. 

304.  Judicious  moral  management  of  these  cases  is  most 
important.  For  this  reiison  it  is  essential  in  most  cases  that 
tliey  be  removed  for  a  long  period  from  the  conditions  and 
surroundings  that  induced  or  kej)t  up  the  overaction  of  the 
nervous  system,  and  be  placed  where  the  mental  and  moral 
inlluenc^es  and  j)hysical  conditions  are  of  such  nature  as  will 
tend  to  ciilm  and  allay  the  excessive  excitability,  both  mental 
and  physi(^al,  and  wiuTe  the  needed  means  for  treatment  are 
conveniently  at  hand  and  can  be  intelligently  applied.  In 
some  cases  it  is  sufficient  to  secure  a  change  of  climate  and 
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appetite  is  much  increased.  Trophic  changes,  such  as  pig- 
mentation of  the  skin  and  premature  grayness  of  the  hair, 
often  occur.  From  a  succession  of  attacks  the  patient  may 
become  peevish,  ill-tempered,  and  unsocial.  Even  transient 
perversion  of  the  mind  may  develop  when  the  headaches  are 
very  frequent. 

309.  Treatment. — All  causes  of  reflex  irritation,  such  as 
errors  of  refraction  and  muscular  strain,  nasal  polypi,  dys- 
pepsia, hepatic,  renal,  or  uterine  derangement,  must  be  sought 
out  and  if  possible  removed.  As  to  the  diet,  meats,  as  a  rule, 
should  be  restricted.  Cooked  fruits  and  green  vegetables  should 
be  used  more  largely.  Fresh  air  and  abundance  of  exercise, 
diminished  school-work  of  children,  hydropathic  measures, 
change  of  climate,  and  correct  daily  habits  of  living  are 
requirements  in  many  cases.  More  thorough  and  systematic 
attention  to  elimination  of  eflfete  matters  from  the  system, 
by  means  of  saline  laxatives  and  the  free  drinking  of  pure 
water  between  meals,  does  much  to  ward  ofif  attacks.  General 
tonics  are  also  helpful  in  fortifying  the  system  against  attacks. 
The  valerianates  of  iron,  arsenic,  and  zinc,  phosphate  of  iron, 
quinin,  and  strychnin  are  remedies  tliat  are  serviceable  in 
this  way. 

When  disturbance  of  the  circulation  is  a  prominent  factor, 
the  use  of  nitroglycerin,  belladonna,  and  cannabis  Indica 
are  found  to  be  beneficial.  When  an  attack  threatens,  it  can 
sometimes  be  averted  by  a  promptly  acting  saline  laxative 
and  free  emesis.  Drinking  copiously  of  hot  water  will  either 
cause  prompt  vomiting  or  promote  elimination  by  the 
intestiiK's.  Rest  in  bed,  a  darkened  room,  quiet,  cold  or 
hot  aj)pli(*ation8  to  the  head,  musUird  foot-baths,  and  a  mus- 
tard ])lnster  on  th(^  nape  of  the  neck  are  all  of  service  in 
diminishing  the  severity  of  an  attack.  The  drugs  that 
have  been  found  more  or  less  helpful  in  mitigating  the 
pain  are  many.  Those  deserving  special  mention  are 
caffein,  guarana,  antipyrin,  phenacetin,  exalgin,  chloral,  chlo- 
ralamid,  chlorotone,  and  the  bromids,  especially  the  bromid 
of  lithium. 


§11  OP  THE  NERVOUS  SYSTEM.  125 

310.  Electrotherapeutics. — For  the  systemic  condition 
of  defective  nutrition,  a  g(fneral  application  of  the  direct  or 
induced  (.-urrent,  and  the  static  insulation  or  the  static  spark  to 
the  spine  are  suitable.  They  should  be  given  daily  for  some 
'weeks,  together  with  the  (eliminating  and  tonic  measures  just 
mentioned  above.  For  the  relief  of  the  headache  at  the 
time  of  the  attack,  especially  if  there  is  much  vasomotor 
disturbance,  the  static  breeze  to  the  head  has  been  found  very 
efficacious. 

CHOREA. 

31  !•  Nature  and  Pathologry. — Under  the  heading 
chorea  are  usually  grouped  a  variety  of  disorders  chiefly 
characterized  by  involuntary  and  irregular  muscular  move- 
ments brought  about  by  some  derangement  of  nutrition  in  the 
cortical  motor  centers  or  the  coordinating  nuclei  in  the  basal 
giuiglia.  The  pathological  changes  that  are  found  in  any  one 
of  the  various  forms  of  chorea  are  by  no  means  constant. 

312.  Sydenham's  Chorea. — The  common  form,  or 
Sydenham's  chorea,  usually  affects  young  children — ^girls  rather 
more  frequently  than  boys — and  the  disease,  even  when  not 
specially  treated,  tends  to  recovery.  The  morbid  changes,  there- 
fore, in  this  form  of  the  disease,  at  least,  are  not  permanent  and 
are  evidently  due  to  some  derangement  of  the  blood  affecting 
the  nutrition  of  the  central  motor  neurons.  So  frequently  is 
rheumatism  and  the  effects  of  it  in  other  parts  of  the  l>ody,  as 
the  heart,  found  in  patients  troubled  with  the  common  form  of 
chorea,  that  the  belief  in  a  rheumatic  origin  for  the  disease  is 
very  generally  entertained.  The  nutritive  change,  whatever  it 
is,  st^ems  to  have  some  action  on  the  bkH)d- vessels  of  the  brain 
as  well  as  the  neurons,  since  an  intense  hy])eremia  of  the  gray 
matter  of  the  meninges,  the  cortc'x,  the  basal  ganglia,  and  the 
pyramidal  tnicts  has  been  observed,  and  infiltration  of  the  {>eri- 
vascular  spaces,  with  round  cells  and  swelling  and  proliferation 
of  the  intima  of  the  small  arteries,  are  conditions  verging  upon, 
if  not  actually  indicating,  inflammation.  Together  with  these 
vascular  changes   an   eh^vation    of   temptTature — as   much   as 
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102°  F. — is  not  infrequently  present  A  subacute  inflammation 
seems,  therefore,  to  form  a  part  of  the  pathological  state  in 
many  of  these  cases  of  Sydenham's  chorea,  and  the  nerve- 
discharges  would  of  necessity  he  interrupted  by  compression  of 
the  cortex  or  basal  ganglia  neurons  due  to  the  exudates. 

313.  Hereditary,  or  Hnntlng^don^s,  Chorea. — In  he- 
reditary, or  Huntingdon's,  chorea,  which  is  a  chronic  progressive 
form  occurring  in  successive  generations  and  making  its  appear- 
an(»e  in  the  indi\idual  between  the  ages  of  thirty  and  forty, 
the  evidences  of  inflammation  are  even  more  constant  and 
pronounced.  Miliary,  disseminated  patches  of  cortical  and 
subcortical  encephalitis  are  found.  There  is  slight  meningitis 
and  accumulation  of  cell-elements  alwut  the  vessels  and  nerve- 
cells,  with  an  increase  of  interstitial  tissue.  But  it  is  very 
probable  that  these  inflammatory  changes  are  rather  the  result 
of  the  overaction  of  the  ner\-c-centers  than  the  primary  dis- 
order. There  is  not  the  close  association  between  rheumatism 
and  this  form  of  chorea  that  has  Ix^en  obser\'ed  in  the 
common,  or  Sydenham's,  variety.  Neither  is  the  hereditary 
form  as  much  disposed  to  spontaneous  cure  nor  as  amenable 
to  treatment. 

314.  SjTnptoms. — The  attack  of  chorea  may  be  ushered 

in  by  some  incntiil  depression  or  a  sudden  emotional  excitiition, 
as  fright.  Mental  irritability  and  an  indisposition  for  mental 
work  are  frequent  prodromes.  In  the  common  form  there  may  be 
slight  rheumatic  pains,  anorexia,  or  other  signs  of  constitutional 
(lerangenicnt.  The  onset  may  br  sudden,  but  is  generally  slow. 
Tliere  is  general  restlessness  and  tidgetiness,  and  inability  to  sit 
still.  The  movements  of  the  body  are  awkward  and  clumsy. 
The  movements  of  the  linjbs,  liead,  or  ])o(iy  are  jerky,  spontane- 
ous, irregular,  and  ineoordinated.  Tlie  voluntary  muscles  only 
are  affected,  and  these  may  be  of  any  ])art  of  the  body,  the  face, 
shoulders,  arms,  hands,  trunk,  or  lower  extremities,  one-half  of 
the  body,  one-half  of  the  face,  or  one  arm.  At  first  there  may 
not  be  nmeh  interferene<'  with  voluTitary  movement;  later  the 
muscles  are  seized  in  the  voluntary  act  with  jerks  and  spasms 
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that  make  it  difficult  or  impossible  to  carry  out  the  intended 
movements.  This  awkwardness  excites  the  patient,  and  the 
more  he  tries  to  control  the  movement,  the  less  successful  he  is. 
Attention  and  the  presence  of  spectators  increase  the  difficulty. 
Purely  reflex  and  automatic  movements  are  not  disturbed,  but 
the  respiratory  rhythm  is  frequently  uneven  and  the  pulse-rate 
irregular  and  rapid.  There  does  not  seem  to  be  any  increase 
of  the  sense  of  fatigue.  Paresis  is  at  times  more  prominent 
than  movements — the  so-called  chorea  paralytica — which  appears 
to  be  more  a  lack  of  will-power  than  a  muscular  weakness. 

The  knee-jerk  and  tendon  reflexes  may  be  absent  or  capri- 
cious. The  spasmodic  movements  of  the  muscles  usually  cease 
during  sleep.  But  they  may  become  so  violent  when  the 
patient  is  awake  as  to  require  measures  for  protecting  him  from 
self-injury.  Some  tenderness  may  be  found  over  the  spine,  and 
rarely  there  is  soreness  along  the  nerve-trunks.  The  electric 
excitability  of  the  muscles  may  be  increased  or  lessened. 

315.  Among  the  trophic  changes  that  occur  during  the 
attack  are  abscesses,  herpes,  erythema,  nodosum,  purpuric 
urticaria,  peliosis  rheumq,tica.  Bruises  and  sores  heal  slowly. 
The  appetite  is  poor,  the  tongue  coated,  and  constipation  is  the 
rule.  There  is  anemia  and  loss  of  flesh.  There  are  functional 
and  often  organic  heart  murmurs.  Frequently,  endocarditis, 
and,  occasionally,  pericarditis,  are  present.  The  urine  shows 
high  specific  gravity,  with  increase  of  urea  and  the  phosphates, 
but  a  decrease  in  chlorids.  There  are  marked  psychical  changes. 
The  patient  may  become  wilful,  peevish,  irritable,  or  spiteful. 
He  may  be  slow  at  grasping  and  understanding  what  one 
attempts  to  teach  him;  he  forgets  quickly,  and  interrupted  mus- 
cular movements  in  speech  may  unfit  him  for  work  in  school. 
The  child  is  emotional,  inclined  to  tears,  and  often  awakens  in 
the  night  crying.  Headache  is  common  and,  in  severe  aises, 
mental  excitement  may  increase  to  delirium. 

The  symptoms  occurring  in  hereditary  chorea  are  very  similar 
to  the'  above,  except  that  the  mental  deterioration  may  be  more 
I)ronounced  and  progressive.  A  loss  of  pain  sense  has  been 
observed. 
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316.  Treatment. — With  rest  of  mind  and  body,  some 
cases  may  and  do  get  well  without  special  treatment.  All  causes 
of  excitement  and  irritation  should  be  removed.  All  reflex 
causes  of  disturbance  should,  if  possible,  be  allayed.  The 
eyes  should  be  carefully  examined  for  defects  in  vision  or 
muscular  movement.  The  nasal  cavities,  the  digestive  tract, 
and  the  genital  organs  should  be  looked  to  for  the  discovery 
of  any  cause  of  irritation.  The  strain  of  school  duties  or 
exciting  games  may  act  as  an  accessory  cause  requiring  atten- 
tion. Seclusion  from  others,  moderate  muscular  exercise,  and 
rest  in  bed,  in  bad  cases,  are  necessary  to  quiet  the  excessive 
muscular  movement.  This  is  still  further  accomplished  by 
gentle  massage,  cleanliness,  the  wet  pack,  warm  baths,  and  a 
nutritious,  easily  digested,  but  unstimulating,  diet. 

Since  the  etiology  is  so  obscure,  the  selection  of  drugs  is  some- 
what empirical.  Among  those  that  have  been  apparently  most 
serviceable  are  arsenic  (especially  the  bromid),  cimicifuga 
racemosa,  salol,  sodium  salicylate,  valerianate  or  oxid  of  zinc, 
and  eserin.  As  sedatives,  antipyrin,  hyoscin  hydrobromate, 
monobromated  camphor,  conium,  the  bromids  of  lithium, 
sodium,  ammonium,  or  potassium,  and  chloral  have  j>roved 
more  or  less  serviceable. 

317.  Electrotherapeutics.— This  is  a  form  of  disorder 
best  adapted  for  treatment  by  means  of  the  alternating  mag- 
netic fields.  The  patient  can  get  the  benefit  of  the  nutritive 
niodificjition  that  this  treatment  effects  combined  with  the  com- 
})lete  l)()dily  rest  in  the  supine  position  that  the  patient's  con- 
dition requires.  The  noiselessness  and  sensationless  action  of 
this  form  of  electric  treatment  arouses  no  alarm  or  emotional 
disturljiince  in  children,  and  thus  its  benefits  are  in  no 
measure  counteracted.  General  and  local  sedative  action  of 
either  the  induced  or  direct  current  may  also  be  employed 
to  advantaire  in  patients  old  enough  to  submit  to  it  without 
fear  or  excitement;  or  the  static  insulation  might  be,  used  to 
advantage. 
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TETANUS. 

( Trismus,  Lockjaw. )  ^ 

318.  Nature  and  Patbologry. — Experimental  evidence 
has  shown  that  in  this  disease  the  nen^ous  system  is  subjected 
to  a  poison  that  acts  somewhat  like  strychnin.  It  is  a  specific 
infection  that  finds  entrance  usually  through  a  wound  and  acts 
chiefiy  on  the  pons  and  medulla  through  the  spinal  cord,  and 
the  nerves  at  the  seat  of  the  wound  may  be  likewise  directly 
involved. 

319.  Symptoms. — The  symptoms  are  chiefly  those  of 
tonic  and  clonic  muscular  spasm.  In  the  beginning  there  are, 
in  some  instances,  vague  pains  in  the  head,  the  epigastrium,  or 
at  the  seat  of  the  wound.  Chilliness  may  be  felt.  Stiffness  of 
the  muscles  of  the  face,  the  lower  jaw,  and  the  nape  of  the  neck 
soon  comes  on,  spreading  so  as  to  involve  the  muscles  of  the 
trunk  and  abdomen.  The  jaws  are  fixed,  the  eyes  staring, 
the  comers  of  the  mouth  are  drawn  ba(*k  in  a  sardonic  grin. 
The  muscles  of  the  back  are  contracted  so  as  to  bow  the  spine 
(opisthotonos).  The  contractions  are  painful.  The  tonic 
spasms  give  place  to  those  of  clonic  nature.  The  upper  abdo- 
men is  flat  and  the  muscles  hard.  The  pulse  is  increased,  and 
respiration  is  rapid  or  so  impeded  as  to  oc!casion  asphyxia  and 
death.  The  temperature  is  at  first  normal,  but  rises  later  to 
108°  or  110°  F.  .  The  bowels  are  constipated,  and  micturition 
is  prevented.  Occasionally,  there  are  traces  of  albumin  or 
sugar  in  the  urine.  Sweat  pours  from  the  body  during  the 
paroxysms. 

320.  Treatment. — Injections,  hypodermatically,  of  teta- 
nus antitoxin,  or  of  carbolic  aeid  give  the  most  prompt  relief. 
C'hloroform,  (»ther,  or  nitrite-of-amyl  inhalations  may  be  of 
service.  A  (juiet  dark  room,  with  prolonged  hot  or  warm 
bathing,  have  a  sedative  effect.  The  bromids,  the  hydrobro- 
mate  of  hyoscin,  curare,  physostigmin.  Calabar  beau,  cannabis 
Indica,  atropin,  ('hloral,  and  moq)hin  are  among  the  chief 
remedic»s  re<^ommendt»d. 

321.  Electrotherapeutics. — There  is  but  little  oppor- 
tunity for  the  use  of  electricity  in  the  acute  stage  of  the  disease. 
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Should  the  attack  not  prove  fatal,  it  would  be  helpful  in  any 
one  of  the  various  forms  suitable  for  sedative  effects  and  the 
improvement  of  nutrition. 


TETANY. 

(IntermiUent  Tetanus.) 

322.  Nature  and  Pathologry. — We  have  in  this  disorder 
an  alteration  in  function,  and,  in  all  probability,  of  nutrition 
also,  of  the  motor  neurons.  An  autointoxication  of  some  kind 
is  j)robable,  affecting  the  cortex  of  the  brain,  though  the  changes 
in  nutrition  may  not  be  confined  to  the  nervous  structure  of 
the  brain  alone.  An  infectious  origin  is  believed  in  by 
some  authors. 

323.  Symptoms. — There  are  some  premonitory  symp- 
toms, such  as  headache,  malaise,  pain  in  the  spine,  and  cerebral 
vomiting.  There  is  a  feeling  of  stiffness  in  the  arms.  There  ifl 
increased  irritability  of  the  sensory  nerves  indicated  by  tingling 
and  formication  when  pressure  is  applied.  .There  are  slight 
drawing  sensations  in  the  arms  and  a  feeling  of  coldness.  The 
motor  nervH'S  respond  with  undue  promptness  to  mechanical 
stimuli.  Stroking  the  face  produces  sjKism  of  the  facial 
muscles,  and  pressure  on  the  large  nerve- trunks  of  the  arm 
causes  local  muscular  contractions.  There  is  increased  electric 
irritahilitv  of  ]>oth  nerves  and  muscles. 

An  attack  comes  on  in  the  form  of  a  tonic  muscular  bilateral 
sptisni,  aflFectinfj:  especially  the  upper  extremities.  The  fingers 
suffer  first  and  then  the  arms.  The  muscles  of  the  lower 
extremities  are  rarely  involved;  in  severe  aises  they  may  be, 
as  well  as  the  muscles  of  the  abdomen,  chest,  neck,  and  face. 
At  times  the  muscles  of  the  pharynx,  cs()j)hagus,  and  bladder 
may  l)e  affected.  The  flexor  muscles  are  most  affected.  The 
fingers  are  bent  at  the  metacarpal  phalangeal  joints  and 
extended  at  the  others  so  as  to  form  the  ''accoucheur's  hand.*' 
In  the  legs,  the  knees  are  extended,  the  thighs  adducted,  rarely 
flexed.  The  tonic  sf)asm  renders  the  muscles  firm  and  hard, 
interfering  with  movement.  Fibrillary  twi tellings  of  the  muscles 
may  be  seen. 
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As  a  rule,  several  paroxysms  occur  daily,  but  the  interval 
may  be  days,  weeks,  or  even  months.  The  attacks  last  from 
1  to  10  minutes.  The  spasm  may  continue  during  sleep.  The 
tendon  reflexes  are  sometimes  exaggerated,  but  may  be  wanting 
})ecau8e  of  the  spasm.  During  the  attack,  there  is  profuse 
sweating,  and  the  disorder  may  give  rise  to  trophic  changes 
in  the  skin,  such  as  edema,  herpes,  urticaria,  pigmentations, 
dr3me88,  and  brittleness  of  the  hair  and  nails.  Muscular 
atrophy  has  resulted.  Transient  albuminuria  and  glycosuria 
have  been  observed.  Psychical  disturbances  are  rare.  There 
is  no  impairment  of  consciousness  as  a  rule,  but  epilepsy  has 
occurred  in  some  instances. 

324.  Treatment. — The  treatment  consists  in  removing,  if 
possible,  any  source  of  infection  or  autointoxication  by  change 
of  abode  or  climate  and  careful  attention  to  diet  and  elimina- 
tion. Rest,  with  blood-and- nerve  tonics  to  tone  up  the  general 
health,  is  indicated.  Many  cases  seem  to  recover  without  any 
special  treatment.  During  the  paroxysm,  the  sedative  influence 
of  warm  baths,  ice  to  the  spine,  the  bromids  and  hyoscin  are 
of  ser\'ice.  Chloroform  or  ether  inhalations  may  be  employed 
if  the  attack  is  severe. 

325.  Electrotherapeutics. — The  disturbed  functional 
condition,  if  it  is  due  to  defective  nutrition,  can  be  much 
relieved  by  the  use  of  the  direct  and  induced  currents  in  gen- 
eral or  local  applications.  The  static  insulation  and  the  spark 
to  the  spine  and  along  the  course  of  the  nerves  chiefly  affected 
would  be  appropriate  methods  of  treatment. 


HYDROPHOBIA. 

( Rabies. ) 

326.  Nature  and  Pathology. — This  is  an  infectious 
disease  in  which  the  virus  is  transferred  by  incK^ulation  and  is 
best  propagat<'d  in  the  nervous  sysU^m.  The  brain  cortex,  the 
medulla,  and  the  glossopharyng(»al,  pneumogastric,  and  hypo- 
glossal ners'cs  are  the  seat  of  its  most  inU^nse  effects.  The 
result  of  its  action  is  at  first  stimulating,  and  then  depressing. 
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After  death,  the  blood  is  found  to  be  dark  and  fluid,  and 
the  brain  and  spinal  cord,  the  pharynx,  spleen,  and  kidneys 
are  congested.  There  is  vascular  dilatation,  minute  hemor- 
rhages, clots  in  the  small  vessels,  infiltration  of  leucocytes,  and 
miliary  abscesses  about  the  nerve-roots.  The  nerve-ceUs  are 
swollen  and  granular.  The  changes  in  the  spinal  cord  are,  as  a 
rule,  less  intense  than  in  the  brain,  though  myelitis  may  occur. 
The  lungs  are  often  congested  and  edematous.  These  changes 
are  looked  upon  as  the  effect  rather  than  the  cause  of  the  disease. 

327.  Symptoms. — The  symptoms  may,  with  more  or  less 
variation,  be  grouped  into  four  stages:  (1)  the  initial  stage  of 
excitement,  succeeded  by  depression;  (2)  respiratory  spasm; 
(3)  mental  disturbance  and  convulsions;  (4)  paralysis  or 
exhaustion.  The  symptoms  of  one  or  another  of  the  sts^es 
may  predominate  in  any  case,  characterizing  the  attack. 

As  a  rule,  there  is  an  interval  of  some  days  l)etween  the  time 
of  inoculation,  the  bite  of  the  mad  dog,  or  other  animal,  and  the 
symptoms  of  hydrophobia.  In  the  initial  stage,  there  is  pain 
or  an  unpleasant  sensation  at  the  seat  of  the  wound  and  radia- 
ting from  it,  headache,  slight  fever,  and  disturbed  sleep.  There 
is  a  feeling  of  malaise,  and  the  j)ationt  is  irritable.  Anorexia 
may  be  present.  Profound  feelings  of  depression  follow. 
Severe  spasms  of  the  throat  then  set  in,  with  choking  sensa- 
tions, spreading  to  the  museles  of  n^sjuration.  There  is 
inability  to  swallow  liquids.  The  mere  contact  of  water  to  the 
lips,  the  sight  of  it,  or  its  sound  or  verbal  suggestion  is  sufficient 
to  excite  spasm.  The  S|)asms  soon  become  more  general, 
involving  the  museh^s  of  the  spine,  trunk,  and  limbs.  They  are 
tetanoid,  causing  oj)isthotonos,  or  coordinated  as  in  hysteroid 
convulsions.  The  skin  reflexes  and  knee-jerks  are  exaggerated. 
There  is  now  great  mental  de])ression.  Tlie  patient  has  a 
dread  of  excitants.  Tlie  mental  distnrl>ance  leads  to  d(4irium, 
in  which  the  patient  at  one  moment  attemj)ts  to  bite  the 
attendant,  at  the  next,  l)eseeches  him  to  keej)  away  so  as  to 
avoid  being  hurt.  He  makes  use  of  indecent  language,  and  at 
once  dej)lores  it.  He  has  delusions  during  the  paroxysms, 
imagines  he  sees  dogs  in  the  room,  or  imagines  he  is  himself  a 
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dog,  and  imitates  one  in  hie  conduct.  As  the  mental  disturb- 
ance increases,  the  spasms  in  swallowing  and  in  respiration 
usually  lessen.  The  convulsive  attacks  may  also  cease. 
Exhaustion  may  bring  on  a  paralytica  stjite,  which  may  be  so 
extreme  as  to  cause  death;  or  death  may  occur  from  the  violent 
convulsions  causing  asphyxia  or  heart- failure.  There  is  great 
thirst,  burning  in  the  throat,  and  salivation.  The  temperature 
is  generally  elevated,  ranging  from  100°  to  105®  F.  The  urine 
may  contain  albumin  or  sugar. 

328.  Treatment. — There  should  be  immediate  surgical 
rare  of  the  wound.  Piisteur^s  method  of  inoculation  should  be 
employed  as  soon  as  possible.  The  patient  should  be  placed 
in  a  dimly  lighted  room,  kept  quiet,  and  be  fed  by  pej)tonized 
enemeta.  The  drugs  that  have  proved  of  some  service  are 
mercury,  curare,  Calabar  bean,  chloroform  inhalations,  chloral, 
}>otassium  bromid,  and  morphin.  Artificial  respiration  may 
be  needed. 

329.  Electrotherapeutics. — There  is  no  place  in  the 
treatment  of  this  disorder  for  electricity  unless  in  those  cases 
that  sur\4ve  but  remain  exhausted  and  paretic.  Restoration  to 
normal  vigor  and  function  may  be  aided  by  the  stimulating 
action  of  electricity  on  nutrition. 


PLUMBISM. 

330.  Nature  and  Pathologry. — We  have  considered 
plumbism,  or  lead-poisoning,  as  a  cause  of  peripheral  neuritis. 
Its  first  effects  are  usually  first  seen  in  the  nerve-affection,  but 
a  more  prolonged  exposure  or  a  more  intense  saturation  of  the 
system  with  the  poison  causes  derangement  of  the  tissues  of  the 
central  nerv^ous  system,  both  of  the  spinal  cord  and  brain. 
Post-mortem  examination  has  given  evidence  of  lead  in  the 
brain-tissue.  Chronic  meningeal  changes  occur;  there  is  brain 
atrophy,  and  atrophy  of  the  optic  nerve  with  evidences  of  inter- 
stitial neuritis  are  seen.  Degeneration  of  the  cells  in  the  ante- 
rior horns  of  the  spinal  cord  takes  place.  There  is  increase  of 
connective  tissue  and  thickening  of  the  walls  of  the  vessels. 
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331.  Symptoms. — Aside  from  the  symptoms  that  arise 
from  the  inflammation  of  the  peripheral  nerves  that  always 
attends  lead-poisoning  to  a  greater  or  less  degree,  and  has  been 
fully  described  elsewhere,  there  are  symptoms  that  depend  on 
the  impairment  of  nutrition  of  the  central  nervous  system. 
A  general  anemia  and  evidences  of  general  disturbance  of.  nutri- 
tion are  first  noticed.  There  is  general  muscular  weakness. 
A  blue  line  on  the  gums  close  to  the  teeth  is  observed.  Severe 
abdominal  pains  occur.  There  is  constipation,  vomiting, 
retarded  pulse  with  increase  of  arterial  tension.  Endocarditis 
may  occur.  Some  chronic  cases  show  degeneration  of  the 
cardiac  valves.  Gout  develops  in  middle  or  later  life.  Kidney 
disease  may  be  present,  or,  without  actual  disease  of  the  kid- 
neys, the  urine  may  contain  albumin.  As  a  rule,  the  temper- 
ature is  normal,  but  occasionally  there  is  an  elevation.  The 
cerebral  symptoms  are  a  general  cephalalgia,  vertigo,  tinnitus, 
hysteria,  hallucinations  of  hearing  and  of  sight,  diplopia,  rest- 
lessness, and  insomnia.  Delirium  with  acute  mania  may 
develop,  or  conditions  resembling  general  paresis.  Melancholia 
with  delusions  is  not  infrequent.  These  disturbances  may  be 
preliminary  to  general  cerebral  or  spinal  affections  of  more  pro- 
nounced or  degenerative  character.  Hemiplegia  may  occur, 
with  rather  more  serious  loss  of  sensation  than  of  motion. 
Chronic  or  subacute  poliomyelitis  of  the  cord  with  sclerosis  of 
the  columns  at  times  takes  place. 

832.  Treatment. — Removal  of  the  patient  from  the  con- 
ditions that  led  to  the  poisoning  is  the  first  step,  and  then  the 
elimination  of  the  lead  from  the  system,  by  the  use  of  mag- 
nesium or  sodium  sulfate  and  potassium  iodid  and  sulfur  baths, 
strychnin,  nitroglycerin,  and  nitrite^  of  aniyl  will  assist  in  main- 
taining the  nutrition  of  the  central  nervous  system.  Iodid  of 
iron,  the  phosphite  of  zinc,  arsenate  of  iron  eomlnned  with  the 
l)itter  tonics  will  need  be  employed  to  promote  nutrition. 
Opium  in  some  form  may  be  required  to  allay  pain,  either 
cerebral  or  abdominal. 

333.  Electrotherapeutics. — The  various  forms  of  elec- 
tricity are  of  nmch  service  l)oth  in  aiding  elimination  of  the 
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poison  and  in  restoring  the  normal  \ngor  of  nutrition.  The 
anaphoric  use  of  the  direct  current  can  be  employed  with  great 
benefit  in  the  treatment  by  means  of  the  sulfur  baths.  The 
general  application  of  the  direct  current  through  the  head  and 
spine  assists  in  quickening  the  catabolism  by  which  elim- 
ination is  brought  about  and  the  nerve-centers  furnished  with 
better  nourishment.  The  induction-coil  current  is  an  aid  to  the 
local  as  well  as  the  general  nutrition  of  the  impaired  and  wasted 
muscular  tissue.  The  static  insulation,  high-tension,  auto- 
induction,  and  alternating  magnetic  fields  may  be  employed 
with  advantage  in  promoting  the  vigor  oi  nutrition  in  all  the 
enfeebled  tissues. 

AL.COIIOL.ISM. 

334.  Nature  and  Patliologry. — As  is  the  case  in  plum- 
bism,  the  central  neurons  suffer,  as  well  as  the  peripheral  nerves, 
from  the  effects  of  alcoholism.  In  the  acute  form  of  alcoholism, 
the  central  nervous  system  shows  disturbance  of  nutrition  of  the 
cells  of  the  cortex  and  of  the  medulla.  There  is  little,  however, 
in  the  way  of  pathological  change  that  can  be  demonstrated 
except  congestion,  and  in  some  cases  indications  of  acute 
meningitis.  In  the  chronic  forms,  the  tissue,  changes  are  more 
marked.  There  are  evidences  of  pachymeningitis,  either  simple 
or  hemorrhagic.  The  vessels  show  atheromatous  patches. 
The  cortical  cells  and  association  fibers  are  degenerated.  The 
spinal  cord  may  exhibit  inflammatory  changes. 

335.  Symptoms. — The  defective  nutrition  caused  by  alco- 
hol gives  rise  to  a  variety  of  premonitory  symptoms  before  any 
acute  disorder  or  permanent  breakdown  of  the  brain  takes  place. 
The  sleep  is  disturbed  by  bad  dreams,  there  is  loss  of  appetite, 
restlessness,  the  pulse  is  small  and  frequent,  and  the  ti»mper- 
ature  is  elevated,  ranging  from  103°  to  105°  F.  Acute  alcohol- 
ism causes  a  tremor  of  the  muscles  of  the  face,  tongue,  and 
extremities.  Ataxia  affects  the  muscles  of  the  upper  and  lower 
extremities,  and  also  of  the  eyes,  causing  vertigo.  The  reflexes 
are  lost.  There  is  mental  excitement  with  hallucinations  of 
sight  and  hearing,  or  sensory  disturbances  causing  illusions  of 
insects  or  reptiles  crawling  over  the  body.     There  is  delirium, 
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with  constant  talking  to  imaginary  persons.  Versat41ity  of  false 
ideas  is  (juite  chamcteristic.  Stupor  or  coma  may  come  on 
witli  stertorous  breathing.  From  this,  the  patient  can  usually 
])e  roused,  but  soon  returns  to  unconsciousness.  The  pupils 
usually  react  to  light,  but  may  be  abnormally  contracted  or 
dilated.  The  skin  is  cool,  clammy,  and  anesthetic.  Vomiting 
may  occur.  Death  may  result  from  syncope,  or  convulsions 
may  set  in,  ending  in  death,  or  the  coma  may  change  to  a 
natural  sleep  and  the  case  may  recover.  In  the  chronic  form 
there  is  irritability,  restlessness,  disturbed  sleep,  with  mental 
debility  tending  toward  dementia.  There  are  sudden  starts  of 
the  body,  muscular  tremor  of  the  lips,  tongue,  and  hands. 
The  mind  is  prone;  to  delusions  of  persecution,  dread  of  poison- 
ing, and  suspicions  of  infidelity  on  the  part  of  husband  or  wife. 
Epilepsy  may  result  from  meningeal  trouble. 

336.  Treatment. — In  the  acute  attack,  sedatives  and 
some  physical  restraint  may  be  necessary.  The  patient  should 
be  kept  as  quiet  as  })ossible.  The  cold-sheet  pack  and  cold  to 
the  head  may  accompHsb  both  of  these  objects.  Abstain  from 
the  use  of  alcohol.  Give  liquid  food  at  short  intervals,  to  which 
digestive  preparations,  as  })epsin,  j)eptenzyme,  or  lactopeptin 
have  been  added.  The  broniids,  chloral,  hyoscin,  Indian 
hemp,  or  opium  may  be  efTective  as  sedatives.  Trional,  sul- 
fonal,  or  paraldc^hyde  assist  in  securing  sleep.  The  circulation 
will  need  to  i)e  sustained  by  the  use  of  strychnin,  digitalis, 
strophanthus,  and  remedies  of  like  nature. 

In  the  chronic  form,  the  continual  craving  for  alcoholic  stim- 
ulants will  ncjuirc  to  he  counteracted  by  the  use  of  bitter  tonics 
such  as  <z;entian  and  nux  vomica.  Xourishin<r  diet  with 
(lijiestive  aids  shoul<l  be  carefully  prepared.  Nerve-tonics,  as 
strychnin,  tlie  phospliates  of  iron,  quinin,  and  zinc  will  be 
needed   Uw  a  pi*olon^e<l   period.      The  teni})orary  or  occasional 

use  of  hvdrochlorate  of  cocain   niav   be  serviceable. 
•  •• 

337.  KleetrotlioniiHMities. — In  the  acute  staj^es,  elec- 
tricitv  is  not  indicated  in  anv  form.  In  chronic  alcoholism, 
such  modalities  as  act  in  improving  the  general  nutrition  are  of 
service. 
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MORPHINISM. 

338.  Nature  and  Pathologry. — The  chief  effects  of  a 
prolonged  or  habitual  use  of  morphin  are  witnessed  in  defective 
action  of  the  central  nervous  system.  There  are  no  known 
structural  changes  due  to  this  cause,  but  the  function  of  the 
cortex  cells,  especially,  is  much  deranged. 

339.  Symptoms. — The  sensory  symptoms  are  those  of 
diffuse  neuralgic  pains,  vesical  and  recttd  tenesmus,  and  an  incon- 
querable  longing  for  morphin.  The  motor  symptoms  are 
muscular  weakness  and  tremor,  increasing,  as  the  use  of  the  drug 
increases,  to  ataxia  and  paresis.  There  is  generally  an  unstable 
condition  of  the  nervous  system.  Mentally  there  is  lack  of 
energy,  apathy,  vacillation,  and  procrastination.  The  will- 
power is  lost  and  the  patient  becomes  forgetful,  unreliable,  and 
untrustworthy.  His  moral  nature  becomes  degraded  so  that  to 
pro<'ure  the  drug  he  will  not  hesitate  to  lie  or  steal.  Any  great 
excesses  may  give  rise  to  acute  maniacal  symptoms,  hallucina- 
tions, and  delusions  of  persecution.  On  withdrawal  of  the 
drug,  there  is  intense  anxiety,  insomnia,  dread  of  impending 
evil,  restlessness,  maniacal  manifestations  or  depression,  and 
thoughts  of  suicide.  Ultimately,  a  form  of  dementia  is  reached, 
with  chronic  delusions  of  persecution.  The  pupils  are  usually 
contracted.  There  is  constipation  or  diarrhea.  The  general 
nutrition  fails  and  emaciation  results.  The  pulse  is  rapid  and 
compressible.  Profuse  sweating  occurs.  Trophic  changes,  such 
as  edematous  swellings  and  abscesses,  take  place. 

340.  Treatment. — The  withdrawal  of  the  drug  is 
imperative.  It  must  be  done  either  (1)  immediately, 
(2)  rapidly,  that  is,  within  a  few  days,  or  (3)  gradually,  by 
daily  decreasing  the  dose.  Each  of  these  methods  may  be 
successful.  The  diet  and  digestion  will  need  attt^ition.  The 
depressed  circulation  must  be  sustained  by  digitalis,  strychnin, 
strophanthus,  and  other  suitable  cardiac  tonics.  Institution 
treatment  and  management  is  usually  required  for  these  cases. 
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COCATNTSM. 

341.  Nature  and  Pathology. — Locally  applied,  the 
hydrochlorate  of  cocain  causes  almost  immediate  paralysis  of 
both  sensory  and  motor  nerve-tissue.  When  introduced  into 
the  blood,  it  generally,  at  first,  produces  some  cerebral  excite- 
ment. Its  prolonged  or  habitual  use  results  in  a  degeneration 
of  the  coats  of  the  arteries,  and  defective  nutrition  of  the  cortex 
of  the  brain,  medulla,  and  spinal  cord. 

342.  Symptoms; — The  primary  effect  of  a  sufficient  dose 
of  cocain  is  to  cause  cerebral  excitation,  the  person  becoming 
lively  in  manner  and  apparently  brilliant  in  conversation,  from 
the  lack  of  inhibitory  control.  The  pupils  are  dilated,  the  pulse 
becomes  rapid  and  feeble.  Profuse  sweating  occurs.  The  con- 
tinuous use  of  the  drug  brings  about  a  loss  of  mental  and  moral 
control,  a  disregard  of  the  passage  of  time,  hallucinations  of  the 
special  senses  of  sight,  hearing,  and  smell.  Delirium  and  delu- 
sions of  persecution  are  likely  to  develop.  The  disorder  may 
end  in  some  form  of  insanity,  as  parancea. 

343.  Treatment. — The  treatment  consists  in  withdraw- 
ing the  drug,  either  at  once  or  gradually,  and  restoring  the 
weakened  nutrition  of  the  nervous  system  by  the  use  of  the 
phosphates  of  iron,  quinin,  and  strychnin,  sulfate  of  strychnin, 
the  oxid  of  zinc,  or  the  arsenate  of  iron  with  nux  vomica. 
Digitalis,  spartein,  or  strophanthus  may  be  needed  as  cardiac 
stimulants. 

In  the  treatment  of  any  one  of  these  debilitating  drug-habits, 
whether  it  be  alcoholism,  morphinism,  or  cocainism,  hydrother- 
a])euties  and  massage  are  most  helpful  in  assisting  the  removal 
of  effete  matters  and  restoring  normal  nutrition,  while  electro- 
therapeutics, in  the  form  of  general  faradism,  general  direct- 
current  treatments  (general  galvanism),  the  static  insulation 
or  breeze,  the  autoinduction  currents  of  the  high-tension  appa- 
ratus, or  the  alternating  magnetic  fields,  would  be  serviceable 
adjuncts  to  the  medicinal  and  moral  measures  that  are  found 
necessary. 
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CIKCULATORY    DISORDEBS. 

344.  The  more  important  of  the  disturbances  of  the  brain 
tliat  occur  in  connection  with  the  meningeal  or  cerebral  vessels 
are  hyperemia,  anemia,  aneurism,  embolism,  thrombosis,  men- 
ingeal hemorrhage,  and  cerebral  hemorrhage. 


HYPEREMIA. 

345.  Nature  and  Pathology. — A  congestion  of  the 
cerebral  blood-vessels,  acute  or  chronic,  active  or  passive  in 
nature,  is  not  of  uncommon  occurrence.  It  is  seldom  primary 
in  origin,  but  dependent  on  impairment  of  vasomotor  innerva- 
tion often  due  to  toxemia.  Cerebral  neurasthenia  is  usually 
attended  by  a  passive  hyperemia.  The  capillaries  are  dis- 
tended throughout  the  cortex  and  centrum  ovale.  Some  extra- 
vasation of  the  blood-serum  appears  to  result  at  times,  and 
perhaps  the  escape  of  corpuscles  takes  place  to  a  slight  degree. 
Proper  nutrition  of  the  cerebral  structure  is  so  much  impaired 
as  to  derange  function,  but  the  symptoms  indicate  that  struc- 
tural changes  are  slight  and  evanescent.  When  serious  or 
permanent  changes  in  cerebral  structure  occur,  it  shows  that 
the  pathological  process  has  progressed  beyond  a  simple 
hyperemia. 

346.  Symptoms. — Acute  cerebral  congestion  causes  heat 
in  the  head  and  face,  throbbing  of  the  temporal  and  carotid 
arteries,  buzzing  of  the  ears,  and  headache.  The  countenance 
may  be  purplish  red  in  color,  and  the  conjunctiva  congested. 
There  may  be  some  fever.  Considerable  psychical  excitement 
is  usually  present,  with  photophobia,  vertigo,  nausea,  hallucina- 
tions, illusions,  nocturnal  delirium,  irritability,  or  there  may  be 
somnolence  with  mental  dullness.  The  attacks  may  take  a 
convulsive  form  with  epileptic  attacks  followed  by  temporary 
unconsciousness.  Symptoms  of  hemiplegia  may  ensue,  occa- 
sioning pseudo-apoplexy,  not  followed  by  the  permanent  dis- 
abilities due  to  cerebral  hemorrhage.     The  chronic  or  passive 
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form  has  symptoms  similar  in  nature,  coming  on  less  suddenly 
and  continuing  over  a  longer  period. 

347.  Treatment. — When  the  condition  arises  from  an 
autotoxemia,  elimination,  proper  diet,  and  exercise  will  do 
much  to  correct  it.  In  the  acute  attack,  elevation  of  the  head, 
cold  ai)plications  to  the  head,  hot  foot-baths,  sinapisms  to  the 
feet  and  back  of  the  neck,  dry-cupping  or  leeches  to  the  temples, 
and  mastoid  processes  or  cathartics  will  be  serviceable.  Rest 
and  (juiet  should  be  enjoined. 

Lithium,  sodium  salicylate,  colchicum,  potassium  iodid  are 
indicated  where  there  is  a  gouty  or  rheumatic  diathesis. 
Aconite,  digitalis,  veratrum  viride,  belladonna,  or  hyoscyamus 
may  be  needed  to  regulate  the  circulation.  The  bromids  or 
coal- tar  preparations  will  relieve  the  headache. 

348,  Klectrotherapeutics. — The  general  nutritional 
defocta  will  require  the  use  of  those  electric  modalities  that  tone 
the  nutritive  functions  and  bring  about  a  more  normal  action. 
The  sedative  application  (positive  pole  to  the  head)  of  the 
direct  current  will  often  bring  relief.  So,  also,  the  current  from 
the  secondary  coil  of  the  induction-apparatus.  Vasomotor  con- 
trol is  brought  about  by  the  static  insulation;  and  the  conges- 
tion is  often  j)ronij)t]y  lessened  in  this  manner,  thus  relieving 
tlie  lieadac^he  and  other  distressing  symptoms,  whil^  if  the 
hyj)erenii{i  is  due  to  defective  nutrition,  this  is  likewise  modi- 
fied henefieiallv  i)V  this  and  otlier  forms  of  electric  action,  and 
j)ernianent  ixjnefit  results. 

CKREHUAL    ANEMIA. 

34 f).  Xatiire  and  Patholo|L?y.— Cerebral  anemia  is  at 
times  due  to  a  neurosis  of  the  cerebral  vessels,  resulting  in  a 
prolonged  stimulation  and  c(>ntraction  of  the  small  arteries,  due 
to  irritation  of  thc^  lo(;al  vasomotor  centers. 

The  causes  that  })roduce  acute  (cerebral  anemia  are  not  well 
known.  It  is  not  often  a  ])rimary  disorder.  In  chronic  states 
of  cerebral  anemia  there  may  be  degeneration  of  the  nerve-cells 
and  vessels.  Some  effusion  of  serum  takes  place.  Blood- 
disorders,  such  as  chlorosis  or  pernicious  anemia,  or  excessive 
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loss  of  blood  from  hoinorrhage,  may  cause  cerebral  anemia  as  a 
part  of  the  general  condition. 

350.  Symptoms. — The  acute  symptoms  of  cerebral 
anemia  are  paleness  of  the  face,  cold  perspiration  over  the 
face  and  body,  mental  confusion  or  apathy,  dizziness,  nausea, 
ringing  in  the  ears,  vomiting,  spots  before  the  eyes,  things  look 
black,  the  pupils  are  at  first  contracted,  then  dilated,  and  there 
is  dullness  and  drowsiness  with  some  headache.  The  pulse  is 
small  and  rapid,  the  heart-action  is  weak.  When  a  large 
quantity  of  blood  has  been  lost  there  is  complete  loss  of  con- 
sciousness, generalized  spasms  may  occur,  the  pupils  are  dilated, 
and  the  reflexes  annulled. 

Acute  attacks  of  cerebral  anemia  often  occasion  syncope. 
This  may  be  the  result  of  a  temporary  spasm  of  the  cerebral 
vessels  as  a  result  of  defective  cardiac  action  or  a  reflex  effect  of 
strong  emotion.  Painful  sensory  impressions,  terror,  or  anxiety 
may  result  in  this  manner. 

Chronic  anemia  of  the  brain  is  more  common  as  a  result  of 
general  conditions  impoverishing  the  blood,  as  chlorosis  or  per- 
nicious anemia,  or  after  repeated  hemorrhages.  The  symptoms 
are  heaviness  of  the  head,  drowsiness,  apathy,  ringing  in  the 
ears,  impaired  memory,  vertigo,  syncope,  and  sleeplessness. 
The  patient  is  relieved  by  the  reclining  position. 

351.  Treatment. — When  'the  condition  is  acute  the 
patient  should  be  kept  in  the  horizontal  position  with  the 
head  even  lower  than  the  body.  Bandaging  of  the  extremities 
will  still  further  increase  the  amount  of  blood  in  the  brain. 
Stimulants,  as  spirits  of  camphor,  ether,  ammonia,  or  amyl 
nitrite  may  be  needed  to  excite  the  cardiac  action.  When  the 
condition  is  more  chronic  and  dependent  on  general  anemia,  or 
constitutional  or  local  defects,  the  treatment  must  be  of  a  nature 
that  will  correct  or  counteract  these  causes. 

352.  Electrotlierapeutlcs. — The  induced  current  may 
he  used  as  a  powerful  cardiac  excitant  in  acute  cases  of  cerebral 
anemia,  either  by  direct  application  to  the  cardiac  region,  to 
the  cervical  spinal  centers,  or  to  the  medulla.  Vitiated  blood- 
states   and    feeble   nutrition,   which   are   conditions   attending 
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chronic  cerebral  anemia,  are  benefited  by  the  use  of  general 
applications  of  induction-coil  currents,  by  the  static  insulation 
and  friction,  spark,  and  by  general  galvanism. 


AISTEITRISM. 

353.  Nature  and  Pathologry. —  Dilatation  of  one  or 
more  of  the  cerebral  arteries  may  occur  as  the  result  of  trauma, 
endoarteritis,  primary  defect  in  structure,  or  embolism.  The 
resulting  tumor  is  often  minute  in  size,  and  of  these  there 
may  be  many  in  the  course  of  the  same  vessel.  Single 
aneurisms  are  never  large  in  this  locality,  seldom  exceeding  the 
size  of  an  English  walnut.  In  shape  they  may  be  round,  oval, 
or  fusiform.  The  damage  they  cause  to  surrounding  cerebral 
and  other  structure  is  determined  by  their  location.  The 
pressure  caused  by  them  may  erode  bone,  compress  the  cerebral 
structure  or  the  cranial  nerves,  and  cause  softening,  atrophy, 
and  degeneration.  The  aneurism  may  rupture  and  the 
hemorrhage  occasion  compression  and  destruction  of  the  con- 
tiguous cerebral  tissue. 

354.  Symptoms. — There  are  certain  general  symptoms 
that  may  arise  as  tlie  result  of  cer(4)ral  aneurism,  especially  if  it 
has  dilated  so  as  to  cause  much  pressure.  Among  these  are 
headache,  which  is  usually  of  a  pulsating  nature,  either  con- 
tinuous or  paroxysmal,  mental  dullness  or  irritability,  giddi- 
ness and  j)Ossibly  convulsions.  Occasionally  a  murmur  or  bruit 
may  ho  detected  on  auscultation.  Motor  or  sensory  paralysis, 
(hie  to  compression  of  the  cranial  nerves,  or  certain  centers  or 
trac^ts  of  the  l)rain  will  usuallv  serve  to  locate  the  lesion,  and 
the  symptoms  vary  greatly  in  accordance  with  this  location. 
Aneurisms  mav  form  in  the  course  of  anv  one  of  the  cerebral 
arteries,  hut  those  most  commonlv  affected  in  this  manner  are 
the  internal  carotid,  the  vertebral,  the  basilar,  the  posterior 
middle,  or  anterior  cerebral,  and  the  posterior  connnunicating. 

355.  Treat luent. — The  treatment  of  cerebral  aneurism  is 
the  same  as  for  aneurism  elsewhere  when  the  <lilate(l  portion  of 
the  vessel  is  not  directly  accessible.     The  internal  carotid,  or 
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their  specific  foci  of  inflammation  at  the  pointa  where  they  are 
arrested.     Closure  of  the  lumen  of  an  artery  causes  softening 
of  the  corresponding  cerebral   area,   when   collateral   circula- 
tion cannot  take  place.      As   many   of   the   cerebral   arteries, 
especially  those  supplying  the  white  substance  of  the  interior 
of  the  brain,  are  terminal  arteries,  softening  of  the  cerebral 
structure    is    a   common    result    of     embolus    or    thrombus. 
The  region  that  is  thus  rendered  anemic,  or  is  deprived  of  ite 
blood-supply,  is  surrounded  by  an  area  of  engorgement  where, 
by  reason  of  the  congestion  of  contiguous  vessels  to  this  area, 
the  tissues  become  swollen,  and  minute  hemorrhages  may  occur. 
If  blood-stasis  takes  place  in  the  obstructed  area,  a  red  soften- 
ing results,  which  later  becomes  yellowish  or  white  by  changes 
in  the  blood-constituents  and  by  absorption.     The  final  result 
may  be  a  cicatrix  or  a  cyst  at  the  seat  of  the  necrosed  area. 
Or,  if  the  embolus  contained  microbes,  a  local  encephalitis  may 
occur  or  an  abscess  form. 

357.  Symptoms. — Occasionally  there  are  premonitory 
symptoms  of  embolus,  such  as  headache,  vertigo,  some  disturb- 
ances of  circulation,  prickling  feelings  in  the  limbs,  or  a  sense 
of  numbness  over  certain  peripheral  area*. 

The  onset  is  sudden,  often  with  spasm  and  immediate  loss  of 
consciousness.  The  coma  is  usually  more  transient  than  in 
hemorrhage;  giddiness  or  delirium  may  take  the  place  of  loss 
of  consciousness.  Some  form  of  aphasia  is  usual  if  the  embolus 
has  invaded  the  left  middle  cerebral  artery.  On  examination 
11  flaccid  paralysis  of  one  leg,  arm,  or  side  of  the  face  may 
be  found.  Conjugate  deviation  of  the  head  and  eyes  may 
he  ol)served,  or  it  will  be  found  that  there  is  hemianopsia  or 
hemi;inesthesia.  Later,  the  tendon  reflexes  are  exaggerated  on 
the  aiTected  side,  there  is  more  or  less  permanent  hemiplegia 
or  monoplegia,  and  other  disorders  of  movement,  choreoid  or 
athetoid  in  (character,  are  likely  to  develop.  Indications  of 
mental  failure  usuallv  ensue,  such  as  loss  of  memorv  and 
emotional  disturbances. 

358.  Treatment. — All  influences  leading  to  endocarditis, 
as   rheumatism,  infectious   fevers,  etc.  should   he  counteracted 
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by  appropriate  remedies.  The  action  of  the  heart  and  circula- 
tion should,  when  weak,  be  strengthened  by  the  use  of  stroph- 
anthus,  cactus,  digitalis,  and  kindred  remedies,  or  if  the 
arterial  tension  is  high,  aconite,  veratrum,  or  nitroglycerin 
should  be  used.  In  plethoric  persons,  local  blood-letting  is 
helpful. 

At  the  time  of  the  attack  the  patient  must  be  kept  at  rest, 
and  heat  should  be  applied  to  the  feet  and  trunk,  with 
sinapisms  to  the  back  of  the  neck.  It  is  well  to  administer 
a  quick-acting  cathartic,  and  the  depression  may  require  a 
stimulant.  Ammonium  carbonate,  both  as  a  stimulant  and 
with  a  view  of  increasing  the  alkalinity  of  the  blood,  is  a 
suitable  remedy.  The  action  of  the  heart,  bowels,  and  kidneys 
should  receive  attention,  and  the  bladder  should  be  evacuated, 
if  need  be,  by  means  of  a  catheter. 

A  light  diet  should  be  enjoined  for  some  time  following  the 
attack.  The  patient  should  be  kept  quiet  and  not  allowed  to 
put  forth  much  effort,  either  mental  or  physical.  Threatened 
inflammation  should  be  met  by  ice  to  the  head,  phenacetin, 
aconite,  and  bromids.  Cleanliness  must  be  observed  to  avoid 
bed-sores.  Later  there  will  be  need  of  tonics,  such  as  quinin, 
strychnin,  hypophosphate  of  soda.  It  would  be  well,  for  a 
time,  to  use  potassium  or  sodium  iodid. 

359.  KlectrotlierapeutleB. — After  a  few  weeks,  massage, 
and  electrotherapeutics  in  the  form  of  induced  currents,  should 
be  used  in  the  treatment  of  the  impaired  muscular  areas. 
The  negative  electrode  of  the  direct  current,  applied  with  a 
current- strength  of  from  20  to  30  milliamperes  over  the  area  of 
the  cortex  in  which  defective  nutrition  has  occurred,  has 
appeared,  in  some  instances,  to  aid  the  removal  of  debris  and 
the  more  complete  and  rapid  recovery  of  function. 

THROMBOSIS. 

360«  Nature  and  Pathologry. — The  conditions  that 
give  rise  to  thrombosis  are,  in  most  instances,  similar  to  those 
that  cause  embolism.  Disease  of  the  arterial  walls  or  changes 
in  the  blood,  or  both,  are  the  most  frequent  causes.  Trauma- 
tism often  gives  rise  to  the  formation  of  thromi)i  in  the  cerebral 
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arterieB  and  sinuses.  Septic  fevers  and  infectious  diseases, 
changing  the  character  of  the  blood  and  impairing  the  nutrition 
of  the  vessels'  walls,  favor  the  formation  of  thrombi.  Syphilis 
may  create  such  changes  in  the  vessels'  walls  as  to  cause  a 
thrombus  to  form. 

361.  Symptoms. — Premonitory  symptoms  are  rather 
more  common  than  with  embolus.  They  may  exist  for  months 
previous  to  the  onset  of  acute  symptoms.  They  consist  of  dull 
general  headache,  giddiness,  local  tingling,  or  numbness,  a  slight 
weakness  in  one-half  of  the  body  or  in  one  limb,  which  may  or 
may  not  be  the  seat  of  later  paralysis.  There  is  likely  to  be 
some  mental  dullness,  somnolence,  transient  aphasia,  impair- 
ment of  memory,  or  irritability.  Occasionally  there  is  severe 
headache. 

The  onset  of  obstruction  to  the  cerebral  circulation  is  usually 
gradual,  though  at  times  it  may  be  sudden.  Loss  of  conscious- 
ness in  the  beginning  is  rare.  In  other  respects  the  symptoms 
very  closely  resemble  those  of  embolus. 

362,  Treatment. — The  treatment  of  this  disease  is 
similar  to  that  for  embolism. 

MENINGEAL    HEMORRHAGE. 

303 •  Nature  and  Pathologry. — Hemorrhage  may  take 
place  from  some  one  of  the  meningeal  vessels,  due  either  to 
injury  or  diseases  of  the  vessels'  walls.  The  middle  meningeal 
artery,  because  of  its  wide  distribution  over  the  lateral  surface 
of  the  cranial  vault,  is  most  frequently  the  seat  of  injury,  and 
ilisease  quite  as  frequently  attacks  this  vessel  as  any  other. 
KitluT  the  arteries  or  the  veins,  or  both,  may  be  the  source  of 
the  hemorrhage.  The  escape  of  blood  may  be  either  supradural 
or  siilulural.  The  supradural  hemorrhages  are  most  frequently 
tiue  to  injury  or  disease  of  the  cranial  bones.  The  majority 
i»f  Hululural  hemorrhages  are  the  result  of  degenerative  changes 
in  {\\v  vessel  itself. 

Tlie  I'urrent  of  blood  that  is  poured  out  is  dependent  on  the 
HXfv  of  the  vessel  involved  and  the  location.  A  considerable 
!»emorrhage  may  occur  from  a  rupture  of  the  middle  meningeal 
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a^t^ry,  and  the  blood  may  cause  compression  and  flattening 
of  the  convohitions.  Hemorrhage  from  the  choroid  plexus  or 
vessels  at  the  base  of  the  brain  may  extend  into  the  ventricles, 
accumulate  in  the  sulci  at  the  base,  or  penetrate  into  the 
sheaths  of  the  optic,  or  other  cranial  nerves,  or  down  the 
spinal   canal,  causing   compression. 

364.  S^TTiptonis. — The  symptoms  are  variable,  according 
to  the  location  and  extent  of  the  hemorrhage.  If  the 
hemorrhage  is  caused  by  disease  of  the  vessels,  there  may  be 
some  premonitory  signs  such  as  headaches,  vertigo,  temporary 
weakness,  or  paresis  of  the  limbs.  There  are  no  necessary 
distinctions  between  hemorrhages  that  are  extradural  and  those 
that  are  subdural.  In  both  cases  they  are  at  first  irritative 
and  then  depressive.  If  the  hemorrhage  causes  considerable 
instantaneous  compression,  the  symptoms  of  depression  are  the 
most  pronounced.  There  may  be  pain,  headache,  photophobia, 
extreme  sensitiveness  to  noises,  variation  in  the  size  of  the 
pupils,  the  one  corresponding  to  the  injured  side  of  the  head 
dilated,  the  other  contracted;  convulsions  or  rigidity  of  one  or 
both  legs,  or  arms,  or  hemiplegia;  aphasia  with  impaired 
consciousness,  somnolence,  perhaps  coma,  may  ensue.  The 
pulse  is  at  first  slow,  later  it  may  be  quickened.  The  respira- 
tions are  slow,  labored,  or  stertorous.  The  temperature  may 
at  first  be  subnormal,  later  it  will  rise,  and  in  critical  cases 
it  may  run  very  high.  Vomiting  may  occur,  and  the  bowels 
and  bladder  be  involuntarily  evacuated.  In  moderate  hemor- 
rhages, the  tendon  reflexes  are  usually  exaggerated,  but  when 
the  hemorrhage  is  considerable  and  the  depression  great,  they 
are  lessened  or  lost.  In  later  stages,  if  partial  recovery  takes 
place,  the  tendon  reflexes  are  excessive. 


CKKEBRAL.    HEMORRHAGE. 

365.  Nature  and  Pathology. — The  same  causes  that 
give  rise  to  meningeal  hemorrhages  are  productive  of  hemor- 
rhage within  the  brain.  They  are  chiefly  traumatism  and  dis- 
ease of  the  vessels'  walls.  The  latter  is  perhaps  the  more 
frequent  causation  of  hemorrhage  from  cerebral  vessels.    Minute 
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hemorrhages  may  result  from  the  formation  and  rapture  of 
miliary  aneurisms,  or  atheroma  may  obstruct  the  blood-corrent 
and  weaken  the  vessels'  walls  until  the  coats  finally  give  way, 
and  a  hemorrhage  of  greater  or  less  amount  takes  place. 

The  escaped  blood  is  likely  to  tear  the  cerebral  tissue  and 
leave  a  coagulated  mass  of  blood  corpuscles,  debris  of  nerve 
elements,  and  other  tissue.  Edema  of  the  soft  parts  surround- 
ing the  mass  takes  place.  If  the  patient  lives,  much  of  the 
coagulated  mass  disint^rates  and  is  absorbed.  In  some  cases, 
an  encapsulating  wall  is  formed  about  it,  and  this  may  fill  with 
serum  and  form  a  cyst.  The  absorption  at  times  is  so  complete 
as  to  leave  nothing  but  a  scar  at  the  seat  of  the  hemorrhage. 
As  secondary  results,  the  tracts  of  the  brain  damaged  by  the 
hemorrhage  degenerate  and  become  sclerosed. 

366.  Symptoms. — These,  as  in  meningeal  hemorrhage, 
may  be  (1)  premonitory',  (2)  apoplectic,  (3)  postapoplectic,  and 
(4)  a  period  of  persistent  symptoms.  Among  the  premonitory 
signs  are  epistaxis;  flushing  of  the  face;  a  feeling  of  fulness  in 
the  head;  spells  of  dazing,  vertigo,  dull  pains  or  peculiar  sensa- 
tions in  the  head;  numbness,  tingling  or  weakness  in  the 
arms  or  legs;  irregular  action  of  the  heart:  monoohoreic  or 
hemichoreic  movements,  emotional  outbreaks;  ringing  in  the 
ears;  insomnia;  bad  dreams;  loss  of  memory  for  words;  and 
the  like. 

A  sudden  fulness,  pain  in  the  head,  and  dizziness  accom- 
panied l»y  vomiting  or  convulsions,  may  usher  in  the  attack. 
The  disturbance  of  consciousness  may  vary  from  slight  vertigo 
to  deep  coma,  according  to  the  hx^ation  and  extent  of  the  hem- 
orrhage. The  attack  often  takes  place  during  sleep.  On  exam- 
ination, the  patient  is  found  hemiplegic  or  monoplegic,  with 
disturbances  of  the  eye  movements  and  pupillary  reflex.  The 
face  may  be  tlushed,  pale,  or  pinch eil.  The  muscles  of  the 
trunk  and  limbs  are  soon  relaxed,  all  the  tendon  reflexes  are 
lost.  The  heart-action  may  l»e  slow  and  the  pulse  hard  and 
full,  or  (piick  and  feeble  with  a  scarcely  perceptible  pulse.  The 
respirations  are  usuallv  slow  and  stertorous.  Involuntarv  dis- 
charges  (»f  feces  and  urine  take  place.     The  urine  may  contain 
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traces  of  albumin  or  sugar,  temporarily,  without  there  being 
kidney  disease  or  diabetes.  The  temperature,  at  first  subnormal, 
soon  rises  above  normal. 

When  the  patient  is  rendered  comatose  this  may  last  from 
several  hours  to  a  day,  and  then,  if  the  issue  is  not  fatal,  there  is 
gradual  return  to  consciousness  accompanied  by  some  headache 
or  delirium. 

In  the  postapoplectic  stage,  the  patient  returns  to  conscious- 
ness and  gives  evidence  of  understanding,  though  some  form  of 
aphasia  is  likely  to  remain.  The  temperature  returns  to 
normal.    Some  paresis  or  paralysis  is  found,  often  a  hemiplegia. 

The  permanent,  or  chronic,  stage  results  in  more  or  less  motor 
disability  with  some  numbing  of  sensibility.  A  hemiplegia  or 
hemiparesis  is  the  result  of  the  damaged  pyramidal  tracts,  and 
the  injured  sensory  paths  cause  hemianesthesia,  paresthesia  or 
hyperesthesia  of  certain  areas.  As  a  result  of  the  injury  to  the 
nerve-elements,  degeneration  with  rigidity  and  contractions  of 
certain  muscle  groups  occur,  due  to  a  lack  of  cerebral  control. 
The  tendon  reflexes  are  increased  and  spasmodic,  athetoid,  or 
choreic  movements  in  the  muscles  may  develop.  A  tremor  is 
noticed  occasionally.  Tropic  changes  of  a  variety  of  forms 
ensue,  such  as  edema  of  the  affected  parts,  the  temperature  is 
lowered,  as  compared  with  the  normal  side.  Vasomotor 
changes  with  cyanosis,  and  a  moist  and  clammy  condition  of 
the  skin  or  increasing  growth  of  hair  on  the  impaired  area  are 
often  present. 

The  mental  condition  is  likewise  changed.  The  mind  is 
afterward  weakened.  The  memory  fails.  Emotional  outbreaks 
are  frequent.  The  patient  often  suffers  from  insomnia. 
Epilepsy  and  even  insanity  may  result. 

367.  Treatment. — The  treatment  of  both  meningeal  and 
cerebral  hemorrhage  can  be  considered  together.  When  the 
cause  has  been  a  traumatic  one  the  treatment  is  of  necessity 
surgical.  Even  when  the  hemorrhage  has  been  caused  by 
diseases  of  the  vessels,  there  are  instances  where  a  surgical 
operation  to  remove  the  clot  and  close  the  ruptured  vessel  will 
be  the  wisest  course.    This  is  possible  only  when  the  symptoms 
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permit  the  location  of  the  clot  to  be  fixed,  and  the  location  is 
accessible.  The  damage  to  the  cerebral  structure  can,  within 
these  limits,  oftentimes  be  very  greatly  mitigated  by  judicioos 
surgical  treatment. 

For  persons  predisposed  to  cerebral  hemorrhage  ther^  are 
prophylactic  measures  that  should  be  observed.  The  life 
should  be  tranquil;  the  diet  nutritious,  but  light;  coflfee, 
alcohol,  and  all  stimulants  should  be  avoided;  diuretics  and 
saline  aperients  should  be  given  at  frequent  intervals;  the 
exercise  should  be  r^ular  but  moderate,  both  outdoors  and 
indoors;   severe  muscular  exertion  must  be  avoided. 

At  the  time  of  attack  the  patient  must  be  kept  quiet,  free 
from  all  excitement,  in  bed,  with  the  head  and  shoulders 
elevated.  Catheterize  the  bladder  and  empty  the  bowels  by 
enema,  later  by  elaterium,  calomel,  croton-,  or  castor-oil. 
Maintain  cleanliness,  cold  to  the  head,  and  heat  to  the  feet, 
and  sinapisms  to  the  nape  of  the  neck.  If  the  pulse  is  full  and 
the  arterial  tension  high,  veratrum  \'irid  or  aconite  may  be 
given;  or,  if  there  is  much  depression,  the  aromatic  spirits  of 
ammonium  or  ammonium  carbonate  in  some  other  form. 
Later,  potassium  or  sodium  iodid  may  be  given  with  the 
view   of  aiding  the  removal  of  the  coagulum. 

«3l>8.  Electrotherai>eutics. — Electricity,  in  any  form,  is 
of  little  service  in  meningeal  or  cerebral  hemorrhage,  except  to 
aid  in  the  removal  of  the  debris  or  to  assist  in  the  restoration  of 
tlie  functions  of  the  damaged  neurons.  There  is  reason  to 
believe  that  the  use  of  the  cathode  of  the  direct  current  over 
tlie  seat  of  the  hemorrhage  is  of  some  service  in  disintegrating 
the  coagulum  and  securing  more  complete  absorption.  This 
may  be  done  daily  for  10  or  15  minutes  with  a  density  of 
current  of  1  milliamj)ere  to  a  square  centimeter  of  surface. 
Within  2  or  :^  weeks  after  the  attack,  electric  stimulus,  either  in 
the  form  of  th(;  cathode  of  the  direct  current  or  the  induction- 
coil  current,  should  l>e  applied  to  the  nerves  and  muscles  that 
are  paretic  or  paralyzed  with  a  view  of  restoring  their  function, 
or,  at  least,  of  maintaining  them  in  the  most  responsive  state 
until   the  nutritive   processes   have  had   time  to  clear  up  the 
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debris  in  the  brain.  Secondary  degenerations  are,  no  doubt, 
prevented  by  such  electric  treatments,  when  they  are  judi- 
ciously given  in  connection  with  massage  and  suitable  hydro- 
therapeutics.  For  the  stimulation  of  sensory  areas  that  have 
been  rendered  anesthetic,  the  faradic  brush  or  static  friction 
spark  are  very  eflBcient  remedies. 


External 


Internal 


INFIiAMMATIONS. 

369.  It  will  be  impossible  within  the  limits  of  a  Paper  of 
this  size  to  give  a  full  discussion  to  all  the  varieties  of  inflamma- 
tion that  are  known  to  attack  the  brain  or  its  membranes.  We 
must  content  ourselves  with  the  selection  of  a  few  typical 
forms,  such  as  are  of  most  frequent  occurrence.  From  the 
symptoms,  pathology,  and  treatment  of  these  the  reader  may 
gather  those  general  principles  that  will  guide  him  in  the  recog- 
nition and  management  of  those  varieties  that  are  less  com- 
monly met  with. 

The  following  are  the  forms  of  inflammation  with  which  we 
are  most  familiar  involving  the  intracranial  structures: 

Fadiymeiiini^itis. 

Acute. 
Chronic. 

Purulent. 
Serous. 
I  Hemorrhagic. 
lieptomenlngritis. 

Acute. 
Chronic. 

Serous. 

Purulent. 
Tubercular. 
Syphilitic. 
Cerebrospinal. 
Encephalitis. 

Acute  (non-suppurative). 
Chronic  (interstitial). 
Suppurative  (brain  abscess). 


Simple 


Simple 
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In  the  serous  form,  in  addition  to  the  pressure  and  irritative 
symptoms,  there  is  likely  to  l)e  some  enlargement  of  the  head, 
since  this  form  of  the  disease  occurs  most  commonly  in  the 
young  before  the  sutures  are  closed.  There  are  irregular 
periods  of  pyrexia  and  redness  of  the  scalp.  Sometimes  the 
mental  deficiency  is  quite  marked,  and  in  children  there  is  often 
an  associate  enlargement  of  the  spleen. 

The  onset  of  the  hemorrhagic  form  is  often  very  insidious, 
the  symptoms  that  might  call  attention  to  the  condition  being 
masked  by  the  other  pathological  conditions  present  in  the  case. 
There  are  instances,  however,  where  the  onset  resembles  an 
apoplectic  attack.  Headache,  somnolence,  vomiting,  and 
pupilary  changes  may  be  followed  by  loss  of  consdoosness 
deepening  into  coma.  There  may  be  epileptic  attacks,  paresis, 
hemiplegia  or  diplegia,  nystagmus,  choked  disk,  optic  neuritis, 
conjugate  deviation  of  the  eyes  or  aphasia.  These  symptoms 
are  somewhat  paroxysmal  and  periodical  in  their  occurrence, 
but  repeated  formation  of  the  hemorrhagic  layers  will,  in  many 
instances,  result  in  profound  paralysis,  coma,  and  death. 

376.    Treatment. — In  the  treatment  of  the  several  forms 

of  pachymeningitis,  we  are  to  be  guided  by  the  symptoms  and 
indications  in  each  case.  In  general,  it  may  l>e  said  that  rest 
in  ]ye(\  with  the  head  elevated  and  the  patient  guarded  from 
disturbing  light  and  sound  are  precautions  always  to  be 
ol>ser\'ed.  Also,  the  lH)wels  should  be  acted  upon  by  calomel, 
castor-oil,  or  some  equally  efficient  means.  Cold  to  the  head 
in  some  cases  is  helpful,  and  where  the  patient  is  plethoric, 
leeches  to  the  mastoid  <>r  tenij)oral  regions,  or  other  means  of 
bloo<l  lettin<r.  may  he  advisable. 

In  the  stroi's  form,  relief  from  pressure  may  l>e  gained  by 
lumbar  puncture,  which  may  also  serw  to  confinn  the  diag- 
nosis. In  the  hemorrhagic  and  also,  at  times,  in  the  purulent 
form,  benefit  may  follow  a  surgical  operation. 

When  tlie  patient  survives  tlu-  attack  and  the  efforts  are 
directed  to  restoring  im[Kiired  functions  caused  by  the  disease, 
electrotherapeutics  is  of  signal  service,  but  there  are  no  indica- 
tions for  it  in  the  statres  of  tlie  inflammation. 
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LEPTOMENINGITIS. 

377.  Nature  and  Patliologry. — Acute  simple  inflam- 
mation of  the  pia  mater  is  generally  diffuse  in  distribution. 
Though  found,  especially,  upon  the  convexity  and  the  base  of 
the  brain,  it  is  not  necessarily  confined  to  one  of  these  areas. 
The  intimate  relationship  of  the  pia  mater  to  the  brain-tissue 
causes  the  latter  to  be  involved  in  most  inflammations  of  this 
membrane,  so  that  the  proper  designation  in  ^ost  cases  would 
be  meningocephalitis. 

There  are  some  cases  of  acute  leptomeningitis  in  which  at  the 
autopsy  a  cloudy  appearance  of  the  pia  and  arachnoid  with 
congestion  of  the  meningeal  vessels  and  some  softening  and 
tumefaction  of  the  cerebral  structure  are  the  only  noticeable 
pathological  changes. 

378.  In  the  purulent  form  the  membranes  are  covered  with 
a  layer  of  greenish-yellow  or  whitish-yellow  pus  at  the  con- 
vexity or  at  the  base  of  the  brain,'  or  both.  The  exudate  may 
extend  down  the  cord  as  far  as  the  cauda  equina.  Pus  is 
found  in  the  sulci,  around  the  nerve  roots,  and  along  the  veins. 
The  ventricles  may  be  dilated  and  filled  with  turbid  fluid. 
Rarely,  the  inflammation  is  limited  to  the  ventricles.  The 
surface  of  the  brain  is  often  softened  and  edematous,  the  con- 
volutions are  flattened  and  capillary  hemorrhages  occur  in  the 
brain  substance.  Purulent  meningitis  is  caused  by  organized 
carriers  of  infection.  The  pneumococcus  of  Fraenkel  and  the 
meningococcus  of  Weichselbaum  are  both  credited  with  causing 
the  disease,  and  by  their  inoculation  in  animals  meningitis  has 
been  produced.  Streptococci  and  staphylococci  have  also  been 
found  in  the  exudate.  The  micro-organisms,  may  reach  the 
membrane  from  contiguous  purulent  foci  or  through  the  blood 
or  lymph  from  a  general  infection  or  distant  foci. 

379.  A  serous  form  of  exudate  is  most  common  in  patient* 
that  have  been  addicted  to  the  use  of  alcohol,  or  in  infants  or 
young  children  where  a  perverted  increase  of  cerebrospinal 
fluid  or  some  interference  with  its  normal  distribution  has 
occurred  by  reason  of  obstructive  adliesions  in  the  ventricles  or 
arachnoid  spaces. 
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Such  excess  of  serous  exudate,  especially  in  the  young,  causes 
dilatation  of  the  ventricles,  flattening  of  the  convolutions,  and 
separation  of  the  cranial  bones,  occasioning  enlargement  of  the 
head  (internal  hydrocephalus). 

380.  Symptoms. — It  may  be  found  convenient  to  group 
the  symptoms  as  they  occur  in  the  prodromic,  irritative,  and 
paralytic  stages  of  the  disease.  Among  the  prodromic  symp- 
toms may  be  mentioned :  malaise,  hebetude,  headache,  languor, 
vertigo,  irritability,  peevishness,  loss  of  appetite,  vomiting, 
chills,  and   fever. 

During  the  irritative  stage  these  symptoms  are  more  constant 
and  pronounced.  The  headache  is  severe,  there  is  hyperesthesia 
of  the  skin  and  of  the  special  senses,  restlessness,  delirium, 
even  maniacal  excitement,  rigidity  of  the  neck,  retraction  of 
the  abdomen,  nausea,  vomiting,  irregular  fever,  the  tempera- 
ture varying  in  a  few  hours  over  a  wide  range;  ordinarily  it 
is  102°  to  103°  F.,  but  it  may  drop  to  99°  or  reach  107°.  The 
pupils  are  contracted  or  unequal.  There  may  be  optic  neuritis 
or  local  paralysis  of  the  cranial  nerves.  The  pulse  may  be 
slow,  rapid,  or  intermittent.  The  respirations  are  quickened 
and  irregular.  The  tongue  is  furred,  the  bowels  constipated, 
the  urine  albuminous  and  scanty  with  retention.  At  times  the 
urine  contains  sugar. 

The  onset  of  the  paralytic  stage  is  indicated  by  moodiness, 
obtuseness,  somnolence,  apathy,  stupor,  or  coma.  The  pupils 
dilate,  there  is  trismus  and  rigidity  of  the  muscles  of  the  trunk 
and  limbs  until  near  the  end.  The  skin  becomes  moist,  theru 
is  rapid  general  emaciation,  herpetic  eruptions,  and  bed-sores 
form,  and  there  are  involuntary  evacuations  from  the  bowels 
and  bladder. 

It  is  possible  by  means  of  the  character  or  preponderance  of 
symptoms  to  determine  whether  the  inflammation  involves  the 
membrane  at  the  convexity  or  the  base  of  the  brain.  Usually 
in  inlhunnuition  of  the  convex  surface,  delirium,  convulsions, 
and  paralytic  symptoms  are  prominent  with  mental  dullness, 
some  form  of  aphasia,  and  heniiano])sia.  When  at  the  base, 
the  delirium  is  leh;t^,   the  mental  disturbance  is  less,   vomiting 
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rather  than  the  exception.  The  tubercle  bacilli  are  both  in  the 
tubercles  and  the  exudate.  Young  children  are  most  com- 
monly the  victims  of  this  disease;  although  it  may  occur  in 
adults,  it  is  rare  beyond  the  middle  period  of  life. 

384.  Symptoms. — Its  onset  may  be  acute  or  chronic. 
Ordinarily  certain  prodromes  are  noticeable,  such  as  languor, 
apathy,  general  clumsiness,  general  loss  of  strength,  and  loss  of 
flesh,  mental  irritability,  peevishness,  wilfulness,  restlessness  at 
night,  headache,  drowsiness,  vertigo,  vomiting,  diarrhea,  or  con- 
stipation. Many  of  these  symptoms  are  but  the  precursors  of 
the  stage  of  irritation  in  which  they  are  more  constant  and 
pronounced.  The  headache,  vomiting,  and  drowsiness  give 
place  to  local  muscular  twitchings  or  to  general  convulsions. 
There  is  pain  in  the  chest  and  abdomen,  sinking  in  of  the 
abdominal  walls^  constipation.  The  thirst  is  great,  extremities 
cold.  The  countenance  is  pale,  sickly,  and  pinched.  The 
patient  utters  a  peculiar  involuntary  outcry  at  frequent  inter- 
vals. There  is  slight  irregular  fever  with  respirations  variable, 
rigidity  and  retraction  of  the  neck,  rigidity  of  the  limbs,  irrita- 
tion or  paralysis  of  the  cranial  nerves  causing  gritting  of  the 
teeth,  trismus,  strabismus,  ptosis,  pupilary  changes  or  impair- 
ment of  vision.  The  skin  shows  eruptions  and  gives  out  a 
peculiar  odor. 

In  the  stage  of  depression  there  is  a  loss  of  sensation, 
j)aralysis,  hemiplegia,  tropic  changes  in  the  skin,  with  extreme 
decubitus,  ending  in  death.  The  disseminated  form  of.  the 
disease  in  adults  presents  essentially  the  same  symptoms  except 
that  general  convulsions  are  less  frecjuent,  the  third  nerve  is 
seldom  but  j)artly  involved;  ptosis  is  more  common. 


SYPHILITIC     MENIXCilTIS. 

385.  Nature  and  I*atholoj?y. — The  specific  virus  causes 
the  membranes,  es|)eoially  at  the  base,  to  become  the  seat  of 
more  or  less  extensive  gummatous  formations.  At  times  the 
gumma  are  large  and  show  caseous  degeneration  or  they  may 
be  dense  and  fibrous.     The  distribution  is  quite  irregular,  the 
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varies.  In  young  children,  general  convulsions  occur  at  the 
onset,  muscular  twitchings  are  frequent  with  all  cases.  There 
may  be  epistaxis.  The  face  is  pale  and  shrunken.  Disturb- 
ances of  the  cranial  nerves  are  common,  as  anosmia,  photo- 
phobia, ptosis,  optic  affections,  unequal  pupils,  nystagmus, 
tinnitus  aurium,  hyperesthesia  or  anesthesia  of  the  face,  facial 
paresis  or  paralysis.  If  the  convexity  is  much  affected  there 
are  monoplegia,  hemiparesis,  or  hemiplegic  and  psychical 
disturbances  in  addition. 

The  spinal  symptoms  are  stiffness  of  the  neck  and  back, 
retraction  of  head  and  neck,  difficulty  in  swallowing,  spmal 
tenderness  or  pain,  spasmodic  or  paretic  conditions  of  the 
limbs,  retraction  of  the  abdominal  walls.  The  tendon  reflexes 
vary.  They  may  be  increased,  diminished,  or  lost.  There  is 
flexor  contracture  (Kernig's  sign),  inability  to  extend  the  leg 
when  the  patient  is  in  a  sitting  posture.  The  skin  reflexes  are 
at  first  increased.  Disturbances  of  secretion  and  excretion  are 
common.  Either  constipation  or  diarrhea  may  be  present. 
There  may  be  polyuria  or  scanty  secretion  with  albuminuria. 
Jaundice  is  present  not  infrequently.  Purpuric  spots  causing 
a  purplish  mottling  of  the  skin  on  the  face,  chest,  abdomen,  or 
limbs  80  commonly  occurs  as  to  give  rise  to  the  name  spotted 
fever.  Herpes  on  the  lips  and  elsewhere,  urticarial  erythema, 
roseola,  and  pemphigus  are  other  forms  of  eruption  that  are 
often  seen. 

In  fatal  cases  the  stupor  deepens  into  coma,  emaciation 
progresses,  the  urine  and  feces  pass  off  involuntarily,  the  pulse 
fails  and  intermits,  the  temperature  rises  or  drops  to  subnormal, 
and  death  occurs  at  the  end  of  the  second  or  the  beginning  of 
the  tliird  week. 

The  symptoms  in  the  cases  that  recover  are  generally  mild 
from  the  first.  Coma  does  not  occur  or  is  incomplete,  the 
temperature  is  inconstant  and  not  high  at  any  time.  In  the 
course  of  the  second  week  ini{)rovement  begins,  though  relapses 
not  infreijuently  occur. 

At  times  a  chronic  condition  follows  in  which  the  symptoms 
continue  with  moderate  intensity  and  j)aralysi8  in  some  form 
develops. 
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In  tul)erciilar  leases,  opening  the  skull  and  washing  out  the 
menilminous  8|>aces  with  iixloform  and  glycerin  or  other  germi- 
cidal solutions  has  l>een  followed  by  some  improvement  in  cer- 
tain instances.  Luml^ar  puncture,  for  the  purpose  of  diagnosis, 
removal  of  excess  of  serum,  or  for  medication  has  its  advocates. 

Much  can  W  done  in  the  prevention  of  a  spread  of  an  epi- 
demic of  cerebrospinal  meningitis  by  rigorous  sanitation. 

The  tivatment  of  the  sequela^  of  meningitis  must  be  adapted 
to  the  indications.  Careful  and  persistent  treatment  by  appro- 
priate nutans  during  the  progress  of  the  inflammation  or  in  the 
periixl  imnuxliately  following  its  subsidence,  will  do  much  to 
pivvent  the  serious  im|iairments  of  function  that  so  often 
remain  as  an  inheritan^-e  fn.>m  leptomeningitis.  The  inflam- 
matory exudates  that  cv>mpre!%  the  nerve  and  brain  stractare^ 
and  olstnict  the  circulation  of  nutrient  fluids  can  be  more  com- 
pletely rv moved  by  the  use  of  potassium  or  sodium  iodid.  or  the 
syrMi*  ..*f  hydrivvlic  dv-id.  -\  prolonged  use  of  merctiriak  and 
|x^ta<siuu:  i«viid  i>  usujil'y  of  service  in  the  syphilitic  txva. 

lu  chc^«<-  Idter  stages,  as  an  aid  to  •x^GT:iIescec!ce  and  the 
re^^tA'-Iishnier.:  yi  ihr  fu::\:!iiv»cs.  elecotrieciDeciics  »  ma?t 
helrfv--     The  !:«eir»i;ive  eiectn.^ie  o:  :he  -iir^'t  ccrrect  applied 
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inflamed  area.  The  onaet  ia  sudden,  with  feelingB  of  wn^lal—^ 
headache,  nausea,  fever,  and  irritability.  The  pain  and  fever 
are  not  so  severe  as  in  meningitis.  There  is  apathy  and  som- 
nolence. \Mien  the  motor  areas  are  affected,  there  are  con- 
vulsions beginning  locally  and  extending,  and  the  correBponding 
limbs  are  heavy  and  weak.  After  a  few  days,  or  perhaps  hours, 
the  apathy  may  pass  into  stupor  or  coma,  which  alternates  with 
periods  of  restlessness  or  even  delirium.  There  is  likely  to  be 
optic  neuritis,  mydriasis,  with  other  cranial  nerve  affections. 
There  may  be  rigidity  of  the  muscles  of  the  neck  with  tetanoid 
symptoms.  The  reflexes  are  diminished  and  the  sphincters 
impaired.  The  pulse  is  feeble  and  frequent,  the  respiiations 
shallow. 

Where  the  inflanmiatory  process  has  not  been  very  severe  or 
long  continued,  recovery  may,  in  a  great  measure,  take  place^ 
though  some  residual  impairment  of  functions  is  the  rule  even 
thr>ugh  the  patient  recover.  Among  the  residual  symptoms  are 
monoplegia,  hemiplegia,  at  times  diplegia,  spasmodic,  athetoid, 
or  clonic  muscular  action,  contractions,  arrest  of  development 
of  limbs,  speech  affections,  chronic  unilateral  convulsions, 
exaggerated  reflexes,  greater  or  less  mental  defect. 

393.  Chronic  Encephalitis. — There  are  various  forms 
of  subacute  or  chronic  interstitial  inflammation  of  the  brain- 
tissue  resulting  in  sclerosis  that  may  be  uniformly  diffused  in 
{>atohes  or  single  areas.  There  is  an  increase  in  the  consistency 
of  the  affected  brain-tissue.  It  cuts  like  a  piece  of  tough  leather. 
There  is  an  hyperplasia  of  the  neuroglia  and  connective 
tissue-structure  with  degeneration  and  atrophy  of  the  neurons. 

Some  authors  regard  paralytic  dementia  as  primarily  an 
inflanmiatory  process  of  this  nature  while,  by  others,  it  is 
looked  u[)on  as  a  degenerative  process  from  the  beginning. 
Tliat  evidences  of  brain  inflammation  may  attend  this  degen- 
eration in  this  disease  is  undoubted. 

394.  The  syniptonis  of  this  disease  are  a  slow  onset, 
headache,  optic  neuritis,  slight  pyrexia,  irritability,  delirium, 
successive  p^^riods  of  increase,  partial  subsidence,  and  a  station- 
ary state,  motor  irritation  as  epileptiform  convulsions,  general 
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solitary^  varying  in  size  from  a  walnut  to  an  apple,  or  even 
larger.  Metastatic  abscesses  are  of  smaller  size  and  more 
numerous.  The  pus  has  generally  a  green  or  greenish- yellow 
color,  a  fetid  odor,  and  often  contains  degenerated  debris  from 
the  brain-tissue. 

Old  abscesses  are,  as  a  rule,  encapsulated,  a  pyogenic  mem- 
brane having  formed,  which  in  some  cases  permits  of  the 
collection  of  pus  remaining  latent  for  years  until  from  some 
cause,  spontaneous  or  external,  the  process  again  becomes 
active.  The  pus  within  the  capsule,  by  absorption,  often 
becomes  thick  and  cheesy.  The  pyogenic  membrane  may  grow 
quite  vascular,  and  phagocytic  action  tends  to  dispose  of  the 
contents  of  the  abscess.  Or  vigorous  granulations  may  displace 
the  membrane  and  the  abscess  increases  from  within  out  until 
it  bursts  through  its  walls.  If  it  ruptures  into  the  brain- 
structure,  a  second  abscess  cavity,  with  a  communicating  sinus, 
may  form.  Or  the  rupture  may  be  into  the  ventricles,  or 
through  necrosis  of  the  floor  of  the  skull  into  the  nasal  fossa, 
the  orbit,  or  pharynx. 

396.  The  patient  may  give  a  history  of  an  injury  or  a 
chronic  otitis.  There  may  be  a  latent  and  then  an  active 
period.  The  symptoms  are  both  general  and  focal.  Frequently, 
local  headache,  increased  by  movement  and  position,  nausea, 
vertigo,  vomiting,  constipation,  local  tenderness  of  scalp,  vari- 
able pulse,  irregular  fever;  later  may  have  subnormal  temper- 
ature, rigors,  sweating,  convulsions,  local  or  general;  the  cranial 
nerves  may  i)e  afTected;  optic  neuritis  is  exceptional;  there  may 
he  a  ptosis  on  the  same  side  as  the  abscess.  The  cerebral 
affections  accord  with  the  location  of  the  abscess.  There  is 
paralysis  of  the  opposite  side  progressing  st(^p  by  step,  often  a 
hemii)legia.  As  to  the  mental  condition  there  is  apathy,  som- 
nolence, stupor,  or  coma.  Tlie  patient  is  pale  and  loses  flesh. 
There  may  he  some  signs  upon  the  scalp,  such  as  redness  or 
l>ogginess,  indicating  the  location  of  the  cranial  or  subdural 
focus  of  i)us.  Occasionally  there  is  a  purulent  discharge  from 
the  ear,  nose,  or  throat  through  a  sinus  communicating  with 
the  abscess. 
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397.  The  treatment,  other  than  surgical,  is  for  encephalitis 
very  similar  to  that  required  for  meningitis.  The  patient 
should  be  kept  quietly  in  bed,  free  from  disturbing  light,  sights, 
and  sounds.  Cold  should  be  applied  to  the  head,  purgatives, 
such  as  calomel,  castor-oil,  or  croton-oil,  used.  In  suitable 
cases,  extraction  of  blood  by  leeches  or  cupping  may  be  prac- 
ticed. The  irritative  symptoms  may  be  relieved  by  aconite, 
bromids,  chloral,  chloralamid,  cannabis  indica,  or  morphin; 
the  fever  com  batted  by  anti  pyrin  or  phenacetin;  the  sleepless- 
ness in  the  irritative  stage  by  trional  or  sulfonal.  In  chronic 
encephalitis,  mercury  and  the  iodids  will  be  indicated,  as  they 
are  likewise,  to  some  extent,  in  the  later  stage  of  the  acute 
form.  Where  there  is  good  reason  for  believing  that  an 
accumulation  of  pus  is  present,  the  only  course  is  to  reach  and 
evacuate  it,  and  establish  thorough  antiseptic  drainage. 

Should  the  patient  recover,  there  is,  as  a  rule,  some  impair- 
ment of  the  brain  functions  as  a  sequel,  and  this  must  be 
counteracted,  as  far  as  may  be  possible,  by  good  hygiene, 
hydrotherapeutics,  properly  devised  gymnastics,  massage,  and 
electrotherapeutics.  Much  can  be  done  with  the  negative 
electrode  to  remove  the  inflammatory  debris  and  stimulate  the 
nutritive  activity  of  the  neurons  that  are  injured  but  not 
destroyed.  General  faradism,  the  static  breeze,  and  magnetic 
fields  will  assist  the  general  nutritive  processes,  and  the 
paralyzed  or  paretic  groups  of  nerves  and  muscles  will  be 
aided  in  recovery,  as  far  as  this  is  possible,  by  the  local  appli- 
cation of  the  direct  and  induced  currents,  aided  by  massage 
and  judicious  exercise. 

ATROPHY    ANI>    DEGENERATION. 

398.  We  have  included  under  the  heading  of  atrophy  and 
degeneration  a  few  of  the  more  frequently  occurring  disorders 
affecting  the  cerebral  structures  in  which  a  degeneration  of  the 
neurons  is  apparently  the  initial  morbid  process.  It  must  be 
presumed  that  in  some  instances  a  defect  of  some  sort  in  the 
nutrient  fluids  antedaten  the  degeneration  and  atrophy,  or  it 
may  be  that  the  vital  energy  in  the  neurons  tlieniselves  is  the 
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beginning  of  the  retrograde  change.  Among  the  representative 
diseases  of  this  class  are  chronic  progressive  softening j  disdeminaied 
sderosiSy  bulbar  paralyitis^  paralysis  agitans. 

CHRONIC    PROGRESSIVE    SOFTEXIXO. 

399.  Nature  and  Pathologry* — ^This  is  a  primary  soften- 
ing nearly  always  affecting  the  white  substance  of  the  hemi- 
sphere, though  the  gray  matter  may  be  involved  secondarily. 
The  process  is  a  simple  white  softening.  The  extent  of  the 
lesion  varies  considerablv  in  different  cases.  In  the  cerebellum 
the  gray  matter  is  more  apt  to  be  affected  than  the  white 
( Gover^.  The  disease  is  most  frequent  betweoi  the  ages  of 
00  and  70. 

4lM>.  Symptoms. — The  symptoms  are  of  gradual  onset, 
ht-miplecic  in  distribution,  and  both  motor  and  sensorv.  There 
is  A  weaknes^s  l^tecinning  in  one  part,  gradually  spreading  to  the 
whole  of  one  side,  without  gT>e!at  sensory  loss.  Slight  irritative 
symptoms,  such  as  numbness,  tingling,  and  formication  in  the 
limbs  may  vxvur:  and  there  may  be  paioxysmal  pains  in  the 
extTv-mities.  At  tlie  vMistt  thrre  may  be  muscular  rigidity, 
whiih  di?ykp|x*Ar?  L^t'T.  TV^o  }>atier.t  may  have  occasional 
A*:;.v"k>  of  c-.^vii'-.-v-ss  Thi  :r.t<y.t\;  r.  .fiv  ":n  ••'j:  little  affected  or 
: : .  t  y»/i : .  ?  v :  v. .  ;\ v  ! .?  vi .: . . .  n v.  .^  :  t\  &  r.;  :  r.  t  Lasi  of  the  disease, 
i?r  V.  :. :  ><:  ■>  - 1 :  c  rr»  '. }  :  u  f :  r:  ;  ■  >  s :, ^>-  :  V.  t  .^-rebral  sy  m  ptoms 
': . A  • ;  .s ; r,^. ; :  isi  : ho. :  : . :  :c: . \   .** :  .^,  * :  :  v      :. v-  r: -r-iiuned  staiionarv. 

4 in,     Trt>i4tti\ont.      TV;     :rt\'.:r.  vv;     :v»ns:si5    of    general 

r.  t.-.>.."^>  r;^--—  ■  >  ■*-'^'  ■■■'**••>  ^^  .••■  "•  iresh  air  for  the 
:•• '  \:.:  v!  .../  .     V    ;c\ /.   :     :  ..r.-..riiUv:in.  and  nerve 

.:<:;**-         ^'  .  \      -.    V     V       '       .>v        ..:,:.  .'n-^  .»f  sclerosis 

s/~--:-  i"  .    .   .  V  vv^     •:  ■.»^.r..;iry  change, 

V  :.\        .'        .        ,         '.  V     '  :,f    i5  iri  the 
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among  the  remedies  used.  For  the  tremor,  solanine  or  hydro- 
bromate  of  hyoscin  are  recommended  to  allay  tremor. 
Strychnin,  arsenic,  silver  nitrate,  and  the  phosphates  are  indi- 
cated as  general  nerve-tonics. 


CHRONIC     BUI^BAR    PARALYSIS. 

( Lahioglossopharyngeal  Paralysis. ) 

406.  Nature  and  Pathologry. — This  disease  is  a  primary 
degeneration  of  the  motor  nuclei  of  the  medulla.  This  degen- 
eration may  be  interstitial  or  parenchymatous.  The  nuclei 
affected  are  the  hypoglossal,  vagus-accessorius,  facial,  glosso- 
pharyngeal; and,  sometimes,  the  fifth.  The  nuclear  cells 
entirely  disappear  or  are  greatly  atrophied,  the  connective 
tissue  is  increased,  and  the  walls  of  the  blood-vessels  traversing 
the  nuclei  are  thickened.  The  degeneration  extends  to  the 
nerve-fibers  and  in  time  to  the  muscles  that  they  enervate. 
The  pyramidal  fibres  of  the  crus,  pons,  and  medulla,  the  pos- 
terior longitudinal  bundle,  and  the  fibers  of  the  raphe  have 
l)een  found  involved  in  some  cases. 

407.  Symptoms. — There  may  be  premonitory  symptoms 
of  pain  in  the  nock  and  head  and  attacks  of  vertigo.  The  onset 
of  the  disease  itself  is  gradual.  There  is  weakness  of  the 
tongue.  The  pronunciation  of  linguals  and  of  linguopalatine 
consonants  d,  c,  /,  ?•,  //,  /  becomes  difHcult.  The  lips  next  lose 
their  power  and  o,  v/,  />, /,  m  are  (liflicult  of  pronunciation.  The 
j)atieiit  cannot  whistle^  he  drools  because  of  inability  to  close 
his  lips  and  because  of  an  increase  in  the  secretion  of  saliva. 
Theni  is  difliculty  in  mastication  and  swallowing.  The  palate 
becomes  weak,  increasing  the  ditTiciilty  in  speech  and  adding  a 
nasal  tone  to  it.  In  the  attempt  to  swallow,  li(}ui(ls  regurgitate 
through  the  nose.  Later,  the  tongue  becomes  large,  flabby, 
atrophied,  and  rugose.  The  mouth  remains  open,  the  lips 
waste,  the  nasolabial  folds  deepen,  and  there  is  lack  of  expres- 
sion in  the  lower  part  of  the?  face.  The  voice  is  faint  and  the 
tone  monotonous.  The  trouble  increases  until  speech  is  unin- 
telligible and  there  is  inability  to  take  solid  foods.  A  fibrillar 
tremor  is   present  in  the  affected  muscles;  and  there  may  be  a 
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gross  tremor  of  the  lips  on  attempting  to  speak.  The  reaction 
of  degeneration  may  be  found  in  the  affected  muscles.  The 
pharyngeal  and  laryngeal  reflexes  are  weakened  or  disappear. 
Occasionally  the  jaw-jerk  is  exaggerated.  The  patient  com- 
plains of  a  tired  feeling  and  uncomfortable  sensations  of 
dryness  and  stiffness  about  the  throat.  There  may  be  some 
impairment  of  taste;  there  is  tinnitus  and  a  gradual  impairment 
of  hearing.  In  some  cases  there  may  be  tachycardia  and 
respiratory  disturbances.  Glycosuria  has  been  found  present, 
and  the  patient  has  a  look  of  distress  or  astonishment,  and  is 
very  emotional. 

408.  Treatment. — Physical  and  mental  rest,  baths, 
massage,  and  artificial  feeding  for  the  general  condition  of 
the  patient;  and,  then  general  nerve-tonics,  such  as  arsenic 
phosphorous,  and  strychnin  is  the  usual  treatment. 


PARALYSIS    AGITAXS. 

(Parkinson's  Disease,  Shaking  Palsy,) 

409.  Nature  and  Pathologry. — Until  recently  this  has 
been  classified  with  the  functional  disorders,  but  the  latest 
investigations  have  shown  changes  of  a  degenerative  character 
in  both  the  cord  and  brain.  The  changes  are  similar  to  those 
of  senility.  There  is  an  atrophy  of  the  nerve-fiber  and  an 
increase  of  the  interstitial  tissues.  The  primary  condition 
seems  to  be  an  endoarteritis  or  periarteritis,  the  surrounding 
tissues  becoming  involved  secondarily.  The  cord  is  most 
affected,  and  that  most  frequently  at  the  cervical  and  lumbar 
enlargement.  Changes  have  been  noted  in  the  anterior  horn 
cells,  in  those  of  Clarke's  column,  and  in  the  white  matter  of 
the  lateral  and  posterior  tracts.  Brissand  suggests  that  the 
lesion  is  in  the  region  of  the  peduncles.  In  old  cases,  fatty 
changes  in  the  muscles  are  found. 

410.  Symptoms. — The  symptoms  are  with  slight  excep- 
tion motor,  the  sensory  symptoms  consisting  of  only  subjective 
feelings  of  heat  and  disagreeable  sensations.  The  disease  begins 
with  a  weakness  of  the  extremities,  followed  soon  by  a  slight 
tremor,  which  at  first  occurs  only  temporarily.     This  is  more 
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marked  in  the  upper  extremities,  especially  the  right  side, 
involving  the  fingers.  The  tremor  may  be  noticed  in  the  legs, 
and,  exceptionally,  in  the  head.  A  hemipl^c  distribution  of 
the  tremor  is  rare.  The  tremor  consists  of  uniform  oscillating 
movements,  few  in  number.  It  is  present  during  rest,  usually 
disappearing  on  voluntary  motion,  though  occasionally  it 
increases  on  forced  motion,  passing  into  a  regular  shake  and 
making  the  patient's  movements  very  awkward.  The  tremor 
as  a  rule  does  not  cease  during  sleep.  The  tremor  is  shown  in 
the  handwriting — all  the  lines  are  tremulous,  and  the  characters 
are  cramped  and  small. 

Later  in  the  disease,  the  muscular  strength  is  much  dimin- 
ished so  that  the  patient  tires  easily,  but  there  is  never  more 
than  a  paresis.  Then  a  rigidity  develops,  which  influences  the 
position  of  the  body  and  extremities  at  rest  as  well  as  when  in 
motion.  The  speech  is  modified,  becoming  slow  and  monoto- 
nous, and  the  voice  is  piping.  The  patient  hesitates  at  first,  and 
then  hurries  through  a  sentence.  The  patient  may  become 
taciturn.  The  movements  of  association  and  accommodation  are 
interfered  with  by  the  muscular  rigidity,  and  the  ocular  globes 
become  fixed.  A  characteristic  facies  develops.  The  nasolabial 
folds  and  lines  of  expression  are  obliterated  so  that  the  patient 
is  described  as  wearing  a  mask.  The  gait  is  disturbed.  The 
steps,  short  and  tripping  at  first,  become  quicker  and  longer, 
and  the  patient  moves  forward  with  such  force  that  he  often 
falls.  This  has  been  called  **  propulsion, ''  and  with  the 
opposite  condition,  ^'retropulsion,"  where  the  patient  tends  to 
rush  backwards,  constitutes  the  ^* forced  movements"  of  Charcot. 

The  characteristic  attitude  of  the  body  is  one  in  which  the 
head  and  trunk  are  bent  over,  the  arms  flexed  at  the  elbows, 
closely  applied  to  the  trunk,  the  thumb  resting  against  the 
fingers  so  that  the  hand  assumes  the  writing  position,  and 
the  fingers  flexed  at  the  metacarpal  joints.  The  knees  are  close 
together  so  that  walking  is  interfered  with.  The  legs  are 
slightly  flexed  at  the  knees.  The  trophic  disturbances  are  a 
transient  purpura  in  some  cases.  The  sweat  secretion  is 
increased.  There  is  slowing  of  the  mental  processes,  but,  as  a 
rule,  no  especial  loss  of  mental  power. 
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411.  Treatment. — Active  medication  in  this  disease  is 
oftentimes  more  harmful  than  beneficial.  Bland  but  nutritious 
food,  little  or  no  alcoholic  stimulants,  mild  hydrotherapy, 
warm  baths  at  bedtime  followed  by  general  massage,  and 
physical  and  emotional  quiesence  are  the  measures  most  help- 
ful to  the  patient.  Erb  recommends  liquor  potassii  arsenitis, 
tincture  of  nux  vomica,  and  aqua  foeniculi  in  equal  parts  in 
doses  of  6  to  12  drops.  Spartein  has  been  found  serviceable 
by  Podak. 

To  lessen  the  tremor,  tincture  of  veratrum  virid  with 
tincture  of  gelsemium  is  used  by  Oppenheim,  hyoscin  hydro- 
bromate  by  Charcot,  and  duboisin  sulfate  by  Mendel.  The 
injurious  effects  of  such  poisonous  drugs  used  for  a  prolonged 
period  must  not  be  forgotten.  To  secure  sleep  resort  must  be 
had  to  the  hypnotics,  trional,  sulfonal,  paraldehyde  or  even 
morphin. 

The  treatment  by  mechanical  vibration  suggested  by  Charcot 
has  not  been  of  much  benefit,  though  some  patients  seem  to  be 
helped  by  railroad  or  carriage  travel. 

412.  Electrotherapeutics. — Electrotherapeutics  of  the 
degenerative  forms  of  disease  is  important.  Since  the  defect  in 
the  organism  leading  to  senile  changes,  atrophy,  and  degenera- 
tion is  apparently  a  lack  of  vigor  in  nutrition,  it  is  natural  that 
some  benefit  should  be  expected  from  treatment  by  some  form 
of  electric  energy.  There  is  no  doubt  but  that  a  temporary 
benefit  and  retarding  influence  is  possible  in  these  diseases  by 
the  judicious  use  of  general  galvanism,  general  faradism,  static 
insulation,  or  the  magnetic  fields.  But,  in  order  that  the 
effects  of  such  treatment  should  be  as  helpful  as  possible,  they 
should  be  begun  early  in  the  disease  and  applied  daily  over  a 
prolonged  period,  since  the  cause  that  is  to  be  com  batted  is  one 
that  is  continuous  in  its  action.  There  is  no  doubt  but  that 
the  physiological  forces  are  strengthened  and  enabled  to  do 
their  work  more  efficiently  with  the  assistance  given  by  the 
electric  energy,  and  when  such  treatment  can  be  readily  used 
without  too  much  of  a  tax  upon  the  patient's  strength  or 
resources,  there  is  abundant  evidence  that  it  retards  at  least  the 
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progress  of  the  disability.  A  marked  quieting  and  rejuvenatiDg 
effect  has  been  observed  upon  patients  suffering  from  paralysis 
agitans  after  they  have  received  treatment  by  means  of  static 
insulation,  general  faradism,  or  the  alternating-magnetic  field. 


TUBERCUIiOSIS  AND  STPHLLIS. 

413.     Nature  and  Patbolofiry. — ^The  brain  is  the  seat  of 

neoplasms  of  tubercular  or  syphilitic  origin,  other  than  those 
that  have  been  described  under  inflammations  due  to  <me 
or  the  other  of  these  causes.  Tumor-like  growths,  syphiloma 
(gumma),  and  solitary  tubercle  are  found  in  various  parts  of 
tl)e  bniin,  and  at  first  glance  very  closely  resemble  one  another 
in  ap|>earance.  They  are  usually  small  tumors  of  the  size  of  a 
hazelnut  or  walnut,  though  a  tubercle  may  be.  much  Imiger. 
They  seem  to  be  made  up  of  granulation  tissue  abont  the 
|H^ripher}\  and  are  non- vascular,  but  toward  the  center  they  are 
caseateil  and  the  tubercle  not  infrequently  purulent.  Gmnmatt 
have  their  origin,  as  a  rule,  in  the  meninges,  and  the  connect 
tion  l>etween  the  solitary  growth  and  the  specific  changes  in  the 
meninges  can  be  seen. 

A  tubonuilar  mass  is  not  infrequently  found  in  the  interior  of 
the  ivrehrum  or  oereMlum  without  any  evidence  of  the  disease 
in  the  meninges,  tliough  an  eruption  of  miliary  tul^n?ie$  in  the 
vioinitY  may  rt^veal  its  presence.  Solitary  tul^ert-le  favors  the 
|H*r.s,  ^vrt^lViluni,  and  cerebral  cortex.  Syphi^'nia  is  rar^  in 
the  ivn^lvlaim  ar.d  still  rarer  in  the  central  ^.ir.glia.  Suddec 
pn^!i!\  ration  and  rcgn?ssive  metamorpho5:>  is  i-^r::v::l;ir!v  char- 
acicrisriv  vf  ;:,  while  tuivrcle  mav  er/.anre  r;*:  illv.  but  niav 
bowtvtr.  rtn  air.  staiionAry  for  a  '::.*:  :::i:e  :.::\  ur.den?- 
vuyxr.tr.r.ivt  vV-ar-iTt-s.     Srvera*  :/.•  er  v/.ar     r  <y; "::: '.:::■:  r.-ass^s 
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most  often  at  the  base  of  the  brain ,  originating  in  the  periosteum 
or  the  dura.  Carcinoma  is  generally  secondary  to  a  similar 
growth  elsewhere,  though  it  may  be  primary. 

417.  Symptoms. — The  symptoms  are  both  general  and 
local.  Headache  is  one  of  the  most  common  of  the  general 
symptoms.  It  may  be  dull,  heavy,  diffuse,  constant,  intermit- 
tent,  or  exacerbating  with  frightful  severity.  Hysteria,  neuras- 
thenia,  epileptic  convulsions,  and  various  psychical  disturbances 
may  occur.  Insomnia  is  common  and  attacks  of  syncope  are 
frequent.  The  mental  processes  are  retarded,  hallucinations 
intervene,  familiar  surroundings  appear  strange  to  him,  he  is 
bewildered,  and  unable  to  appreciate  the  details  of  daily  life. 
His  features  become  dull,  and  his  movements  slow  and  awk- 
ward. Unilateral  or  bilateral  convulsions  may  occur,  apoplecti- 
form attacks,  or  general  apoplexy.  He  becomes  careless  in  his 
habits,  even  failing  to  attend  to  the  calls  of  nature.  Dementia 
may  gradually  increase  to  a  state  of  coma,  and  finally  death. 
In  other  cases  the  intellect  may  remain  intact  for  a  long  time, 
only  memory  being  uncertain.  During  the  early  stage  the 
patient  is  likely  to  exhibit  irritability,  and  periods  of  excite- 
ment alternate  with  drowsiness  or  depression.  The  speech  is 
often  slow,  uncertain,  and  monotonous.  The  pulse  is  slow  at 
first,  but  later  it  may  become  quite  rapid. 

Vertigo  and  vomiting  are  among  the  most  common  symptoms. 
The  vomiting  takes  place  on  the  slightest  provocation,  a  mere 
change  in  position  or  slight  movement  of  the  head  being  suffi- 
cient to  cause  it.  Optic  neuritis,  with  choked  disk,  is  also  a 
diagnostic  symptom,  being  present  in  the  majority  of  cases  when 
the  intracerebral  pressure  is  increased.  Early  blindness,  epilep- 
tiform amaurosis,  hemianopsia,  and  other  defects  in  vision  are 
common.  There  is  likely  to  be  obstinate  constipation  and 
polyuria.  Anemia,  with  loss  of  flesh  and  strength,  usually 
occurs.  Remissions  in  the  symptoms,  with  increased  severity 
on  their  return,  is  a  feature  of  some  diagnostic  value. 

As  to  the  local  symptoms,  they  vary  according  to  the 
situation  of  the  neoplasm.  They  are  at  first  those  of  irritation, 
and  later  paresis  or  paralysis  of  the  brain  area  that  is  compressed 
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or  destroyed  by  the  progress  of  the  growth.  At  times 
there  may  be  no  focal  symptoms  at  all.  Especially  is  this  true 
when  the  growth  is  in  the  right  frontal,  or  right  parietal,  lobe 
of  the  cerebrum. 

418.  Treatment. — The  treatment  cannot,  in  most  in- 
stances, be  other  than  palliative.  A  syphilitic  neoplasm,  if 
recognized  early  and  vigorously  treated  with  the  iodids  and 
mercury,  may  disappear,  or  the  symptoms  largely  abate.  These 
same  remedies  often  bring  about  some  improvement  in  tumors 
that  are  not  luetic  in  origin.  Cod-liver  oil,  creosote,  guiacol,  or 
iodoform  may  be  tried  where  the  growth  is  found  or  suspected 
to  be  of  tubercular  origin.  There  are  no  drugs  that  are  posi- 
tively known  to  check  the  development  of  glioma,  sarcoma,  or 
carcinoma. 

Occasionally,  with  solitary  tumors,  the  location  is  such  as  to 
admit  of  a  surgical  operation  for  its  removal.  Generally  speak- 
ing, about  5  per  cent,  of  brain-tumors  are  amenable  to  surgical 
treatment.  But  a  successful  discovery  and  removal  of  the 
neoplasm  does  not,  in  the  majority  of  instances,  result  in  other 
than  temporary  relief.  Yet,  when  we  consider  the  hopelessness 
of  the  condition  if  untreated,  the  patient  should  be  given  what^ 
ever  chance  of  benefit  a  surgical  operation  has  to  offer. 

For  the  relief  of  the  pain  and  headache  that  are  often  most 
distressing,  resort  must  be  had  to  antipyrin,  phenacetin,  caflFein, 
the  bromids,  cannabis  indica,  codein,  morphin,  or  opium. 

The  sleeplessness  may  be  controlled  by  these  or  by  trional, 
sulfonal,  chloralamid  or  paraldehyde. 

Counter-irritants  are  sometimes  of  service  in  relieving  the 
pain,  headache,  and  congestion.  In  plethoric  persons,  leeches 
or  venesection  may  do  good.  The  emaciation  and  loss  of 
strength  must  be  met  by  the  most  nutritious  foods,  and  by 
tonics  directed  to  the  blood  and  nerve- tissue. 

419.  Blectrotherapeuties. — Much  temporary  relief  is 
obtained  in  some  cases  of  brain-tumor  by  the  static  breeze,  or 
the  application  to  the  head  of  the  high-tension  current  of 
the  secondary  induction-coil  or  the  positive  electrod(»  of  the 
direct  current. 
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It  would  not  seem  improper  to  use  the  disintegrating  action 
of  electrolysis  on  these  growths,  which  are  quite,  if  not  more, 
accessible  to  the  steel  needle  than  to  the  scalpel,  and,  consider- 
ing the  benefit  that  has  resulted  from  this  mode  of  treatment 
on  carcinoma  and  sarcoma  elsewhere  in  the  body,  it  is  safe  to 
predict  that  it  will  not  be  long  before  some  venturesome 
surgeon  will  be  thrusting  his  insulated  and  aseptic  electrolytic 
needle  through  the  skull  cap  into  tumors  of  the  brain,  deep- 
seated  or  at  the  base,  cutting  off  their  blood-supply  by  the 
coagulating  action  of  the  anode  or  disintegrating  their  cellular 
structure  by  anode  or  cathode,  and  so  retarding  their  growth 
if  not  completely  curing  them.  In  this  advanced  use  of 
electrolysis,  Roentgen  rays  will  play  an  important  part  in 
fixing  the  exact  position  and  limits  of  the  growth. 


INJURIES  TO  THK  BRAIN. 

( Trauma. ) 

420.  It  is  not  within  our  province  to  discuss  here  such 
injuries  to  the  brain  as  require  surgical  treatment  mainly  or 
exclusively.  Gross  lesions  of  this  nature  may  in  their  sequelse 
furnish  defects  such  as  paresis,  paralysis,  or  neurosis  that  place 
the  patient  properly  in  the  care  of  the  specialist  in  nervous 
diseases  for  further  treatment,  but  primarily  they  are  surgical 
cases.  There  are  certain  nervous  affections,  however,  that 
develop  innnediately  as  a  result  of  trauma  unattended  by  gross 
lesion,  and  the  treatment  of  which  belongs  more  properly  to  the 
neurologist  than  to  the  surgeon. 

A  shock  or  injury  to  the  brain  or  the  entire  central  nervous 
structure  may  follow  a  severe  surgical  operation,  an  accident 
causing  severe  injury  to  parts  of  the  body  outside  of  the  central 
nervous  system,  or  a  concussion  or  reflex  influence  may  so  seri- 
ously affect  the  action  of  the  nerve-mechanism  as  to  bring 
about  a  train  of  symptoms  indicative  of  serious  and  protracted 
defect.  The  changes  thus  produced  may  he  what  are  termed 
fimctional  in  their  nature,  but,  when  the  symptoms  are  genuine 
and  not  feigned,  they  are  indicative  of  grave  disorder,  which 
produces  protracted  invalidism  and,  not  infrequently,  are  thue 
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attitude  of  the  body  expressive  of  weariness  and  languor. 
In  many  instances,  a  wasted  and  anemic  condition  is  present 
The  skin  is  usually  cool  and  moist,  especially  on  the  paUns  of 
the  hands  and  soles  of  the  feet.  When  irritative  symptoms  are 
pronounced,  the  patient  sweats  easily  and  profusely,  but  other- 
wise the  skin  is  unusually  dry.  The  nutrition  may  be  poor, 
the  hair  falls  out,  the  teeth  readily  decay,  the  finger-nails  and 
toe-nails  are  dry  and  brittle.  There  is  likely  to  be  some  dropsy 
of  the  eyelids,  bands,  feet,  and  ankles;  as  well  as  a  faulty 
action  of  the  sebaceous  glands^ 

423.  Digrestive  System. — There  are  usually  symptoms 
of  gastric  irritability,  appetite  poor,  tongue  furred,  bad  taste  in 
the  mouth.  Atonic  dyspepsia  is  the  rule,  the  digestion  is  feeble 
and  attended  with  acidity  and  flatulence,  epigastric  uneasiness, 
and  distension.  A  torpid  or  ''neurasthenic''  liver  is  common. 
''Nervous  diarrhea"  or  mucous  enteritis  may  be  present,  but. 
as  a  rule  the  bowels  are  constipated. 

When  the  symptoms  of  indigestion  arise  from  nervous 
exhaustion  alone,  they  are  not  serious  and  readily  yield  to 
treatment,  but  more  persistent  and  protracted  disturbance  along 
the  alimentary  tract  arises  when  to  the  neurasthenia  is  added 
abuse  of  the  digestion  by  sweets,  tobacco,  alcohol,  improper 
diet,  or  overeating,  or  where  the  abdominal  walls  are  weakened, 
permitting  prolapse  of  the  viscera,  or  where  the  stomach  and 
intestines  have  become  permanently  distended  (Dana). 

424.  Circulatory  System. — The  heart-action  is  weak 
and  irritable,  usually  more  so  in  women  than  in  men,  with 
lessened  inhibition,  arhythmia,  and  palj)itation.  The  pulse  is 
rapid.  Pressure  on  a  painful  spot,  as  in  the  spine,  may  sud- 
denly (juicken  the  pulse  20  or  30  pulsations  and  maintain  it  at 
the  accelerated  rate  for  several  minutes  (the  Mannkopf  mjmptovi). 
The  symptoms  of  cardiac  irritability  are  greater  in  the  young 
and  in  those  who  have  used  freely  tea,  coffee,  alcohol,  or 
tobacco. 

Raj)id  or  frequent  changes  in  arterial  tension  occur.  There 
is  loss  of  vasomotor  control,  as  is  shown  l)y  cold  .hands  and 
feet,  llushings  or  pallor  of  the  face,  or  of  the  skin  in   patches 
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428.  8en8or>'  Conditions  (Special  Senses). — There  is 
occasionally  morbid  sensibility  or  disorder  of  the  sense  of  smell, 
especially  in  cases  with  hysterical  symptoms.  If  the  sight  is 
not  defective,  the  eyes  tire  quickly,  astigmatism  or  hypermetro- 
pia  being  common.  Muscular  insufficiency,  especially  of  the 
internal  recti,  is  not  infrequent.  Great  mobility  of  the  iris, 
dilatation,  variability,  or  even  inequality  of  the  pupils,  and 
eccentricities  of  accommodation  are  not  rare  symptoms.  There 
is  often  defective  \nsual  memory,  which  can  be  explained  by 
the  mental  state.  There  is  no  limitation  of  the  visual  field  in 
simple  neurasthenia  unless  there  is  organic  disease,  but  the 
visual  field  is  readily  fatigued,  and  vision  is  then  less  distinct 
at  the  periphery  of  the  field.  **Foer8ter's  shifting  type"  of 
the  \'isual  field  may  be  present.  A  dulled  or  perverted  sense 
of  taste  is  not  infrequent.  Ringing  in  the  ears  is  common,  and 
may  be  due  to  anemia  or  hyperemia,  or  to  actual  middle-ear 
disease,  or  disease  of  the  cerebral  vessels.  There  may  be 
hyperesthesia  to  either  discordant  or  musical  sounds.  The 
patient  is  usually  very  intolerant  of  the  least  noise.  There  may 
be  attacks  of  dizziness  of  aural  origin. 

429.  Genertil  Sensations. — Women  complain  more  than 
men  of  sensory  and  irritative  symptoms.  Neuralgic  pains  are 
conmion;  headache,  ordinarily  frontal  or  occipital,  usually 
diurnal  only,  hut  persistent  and  chronic,  is  j)resent;  pressure  or 
hurning  or  niimhness  on  the  vertex,  sense  of  contraction  about 
the  temples,  and  tenderness  of  the  scalp  are  also  common. 
There  is  pain  in  the  spine,  uj)per  and  lower  cervical,  mid- 
thoracic,  and  lunihar;  oftentimes  it  is  excessivelv  sensitive  to 
touch  or  pressure  in  these  localities.  Numbness  or  prickling 
of  the  hands  or  feet  are  common.  There  niav  he  a  moderate 
degree  of  anesthesia,  either  general  or  local.  The  cutaneous 
sensibility  to  the  electric  current  is  variable,  hut  usually 
heightened  unless  the  prostration  of  the  patient  is  extreme. 

430.  Motor  Symptoms. — There  is  a  lack  of  volitional 
muscular  power;  if  not  shown  in  the  primary  etTort,  it  fails  to 
be  sustained.  The  general  nmscular  and  nervt^power  is  dimin- 
ished.   The  patient  tires  (juickly  from  slight  exertion.    Reading, 
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speaking,  or  writing  speedily  bring  on  fatigue.  There  is  ordi- 
narily loss  of  weight.  The  cutaneous  reflexes  are  variable, 
but  likely  to  be  exaggerated  unless  voluntarily  inhibited,  or  the 
patient  is  unusually  exhausted.  The  patellar  tendon  reflex  is 
usually  increased,  and  often  can  be  as  readily  brought  out  by 
tapping  the  limb  both  above  and  below  the  patella  as  on  the 
tendon  directly.  There  is  often  muscular  tremor,  which  is 
usually  fine  and  rhythmic,  and  occurs  most  frequently  in  the 
hands,  face,  eyelids,  or  tongue.  This  may  be  caused  or  aggra- 
vated by  the  excessive  or  even  moderate  use  of  alcohol,  tobacco, 
tea,  coffee,  or  medicines,  or  by  effort  or  mental  excitement. 

43 !•  Menta-l  Characteristics. — It  is  in  this  class  of 
symptoms  that  the  genuine  neurasthenic  usually  exhibits  the 
most  marked  change  from  his  normal  condition.  There  is  a 
lowering  of  emotional  tone.  Life  seems  to  him  a  greater 
burden  than  he  can  bear.  He  indulges  in  morbid  introspec- 
tion and  retrospection,  has  foreboding  of  evil,  fears  of  impend- 
ing poverty,  insanity,  or  paralysis;  worries  constantly  when 
unrestrained  by  the  presence  of  strangers.  This  depression  of 
feeling  is  worse,  as  a  rule,  in  the  early  morning.  There  is  a 
decrease  of  the  power  of  voluntary  attention;  sustained  thought 
is  difficult  or  imjx)ssible.  Tasks  once  easy  and  agreeable  are 
now  irksome  and  performed  with  difficulty.  Social  and 
business  demands  are  intolerable.  There  is  a  loss  of  construc- 
tive and  executive  power,  and  the  memory  is  unreliable.  He 
is  unejisy,  restless,  excessively  irritable,  a  source  of  disquietude 
to  his  family  and  friends.  He  is  troubled  with  insomnia,  and 
when  he  falls  asleep,  distressing  dreams  disturb  it.  Later  there 
may  be  diminished  sensitiveness  to  mental  and  physical 
impressions,  while  dullness  and  languor  may  supervene,  a 
condition  that  has  been  termed  by  Cowles  *  *  anesthesia  of  the 
sense  of  fatigue.'' 

432.  Treatment. — The  treatment  that  has  been  sug- 
gested for  neurasthenia  arising  from  other  causes  is  equally 
appropriate  to  this  form.  Of  greatest  importance  are  those 
measures  directed  to  the  morbid  psychical  state.  A  change  of 
scene   from    a   locality  where   the   suggestions   are   constantly 
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causing  the  mind  of  the  patient  to  dwell  upon  his  morbid  state, 
is  most  desirable.  His  companionship  should  be  cheerful  and 
diverting.  While  indifference  should  not  be  shown  toward  his 
ailments,  they  should  not,  after  a  thorough  inquiry  has  been 
made,  be  allowed  as  a  frequent  topic  of  conversation.  The  diet 
should  be  simple,  well  cooked,  and  nourishing.  Tea,  coffee, 
alcohol,  or  other  stimulants  or  narcotics  should  be  interdicted  or 
used  very  sparingly. 

An  outdoor  life  in  a  sedative  climate,  country  life,  a  sea  voy- 
age, prove  oftentimes  beneficial.  It  is  best,  in  many  cases,  for 
the  patient  to  have  some  occupation  that  can  be  pursued  with- 
out fatigue  so  as  to  occupy  both  mind  and  body.  Tonics 
directed  to  the  cardiac  and  vasomotor  action,  the  digestive 
system,  and  to  improving  the  nutrition  of  the  nerve-tissue  are 
indicated. 

433.  Electrotherapeutics. — As  has  been  said, when  the 
treatment  of  neurasthenia  was  under  discussion,  that  there  are 
few  disorders  of  the  nervous  system  in  which  the  various  forms 
of  electricity  are  as  beneficial  to  the  patient  aa  this.  The 
energy  that  is  furnished  the  system  by  static  insulation  or 
the  magnetic  fields  seems  to  aid  in  restoring  the  stability  of 
the  central  nerve-nutrition.  The  disturbed  vasomotor  action  is 
corrected  by  means  of  the  static  spark  and  the  faradic  brush, 
while  general  applications  of  the  anode  of  the  direct  current  are 
both  sedative  to  the  over-excitability  characteristic  of  the 
disease  and  helpful  in  improving  the  cellular  nutrition. 

THE  KEI  ROSES. 

434.  Diseases  of  this  class  are  sometimes  classified  as 
functional,  meaning  thereby  that  there  are  no  demonstrable 
morbid  changes  in  the  nervous  structure  from  which  their 
symptoms  emanate.  They  often  have  their  origin  in  heredi- 
tary or  congenital  predisposition.  Faulty  education  and 
environment  during  tlie  develoj)mental  period  may  result  in  an 
accjuired  instability  of  the  nerve-centers.  Whatever  may  be 
the  cause,  there  is,  in  disorders  of  this  nature,  a  lack  of  proper 
interplay  and  adjustment  among  the  higher  activities  of  the 
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glottis,  aphonia,  diange  in  tiie  respiration,  paroxysms  of  laugh- 
ing or  yawning,  rapidity  of  the  heart,  globus  hystericus,  and 
singultus.  More  rarely  from  this  involvement  we  find  persistent 
anorexia,  dyspepsia,  vomiting,  hematemesis,  and  hemoptysis. 

The  spinal  symptoms  are  both  motor  and  sensory  of  all  dis- 
tributions, often  suddenly  appearing  and  disappearing.  The 
motor  paralyses  are  of  a  flaccid  type  and  not  complete;  but  the 
will  to  use  the  muscle  seems  lost.  There  are  involuntary 
movements,  clonic  muscular  spasms,  and  tics.  Contractures 
are  common,  appearing  suddenly,  and  disappearing  under 
chloroform  anesthesia.  In  the  upper  extremities  the  contrac- 
tures are  those  of  flexion,  in  the  lower,  of  extension. 

The  anesthesia,  partial  or  complete,  may  be  present  over  all 
parts  of  the  body,  including  even  the  mucous  membranes,  or  it 
may  be  in  circumscribed  spots,  or  of  a  segmental  distribution. 
Anesthetic  zones  may  be  found  on  the  back,  hands,  or  other 
parts  of  the  body,  or  there  may  be  an  hemianesthesia  suddenly 
appearing  and  disappearing.  In  circumscribed  areas,  in  the 
internal  organs,  or  about  the  joints,  hyperesthesia  may  be 
found.  Hysterogenic  zones,  pressure  upon  which  may  excite 
an  hysterical  attack,  are  found  on  the  back,  chest,  extremities, 
in  the  region  of  the  ovaries,  testicles,  submamma?,  etc.  There 
may  be  neuralgiform  pains  in  the  joints  of  the  hip  and  knee, 
and  these  joints  may  be  tender  on  pressure  if  attention  is 
directed  to  them,  otherwise  not.  In  some  cases  atrophy  and 
swelling  of  the  joints  have  been  noticed.  Spinal  irritation 
may  be  present.  Phantom  tumors  not  infrequently  occur  in 
hysteria. 

The  secretory  symptoms  are  on  the  part  of  the  kidneys 
mainly.  Ischuria  or  j)olyuria  may  b<^  present.  There  is  local 
sweating  or  the  skin  may  be  dry.  Tr()])hic  symptoms  of  edema 
are  not  infrequent.  The  edema  is  a  wliite  edema,  the  skin 
pitting  upon  j)ressure,  or  a  hard,  1)1  ue  edema,  the  surface  tem- 
perature being  lowered  and  the  skin  mottled.  A  hysterical 
fever  may  be  found,  also  an  anemia. 

With  this  general  condition  the  patient  is  subject  to  parox- 
ysms, or  hysterical  attacks,  occurrinjx  at  irregular  intervals. 
There  may  be  mental  prodromes.     A  change  of  disi)()8ition  or 
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sumbul,  with  zinc  and  iron,  are  serviceable.  Hydrotherapy, 
massage,  a  partial  rest-treatment,  or  in  other  cases  regular 
.exercise,  are  all  helpful  measures.  Counter-irritation  may  be 
applied  to  the  spine  if  it  is  irritable.  The  convulsions  may  often 
be  aborted  by  pressure  on  the  ovarian,  or  other  painful  areas, 
or  by  the  use  of  strong  cutaneous  faradization  at  these  points. 
A  cold-water  bath  or  douche,  a  stem  reproof,  an  emetic,  a  whiflf 
of  spirits  of  ammonia  or  of  amyl  nitrite,  and  similar  measures 
and  remedies  will  often  be  sufficient  to  arrest  the  attack. 

438.  Blectrotlierapeutlcs. — Electrotherapeutics  is  of 
service  here  in  correcting  the  faulty  nutrition,  aiding  elimina- 
tion of  effete  matters,  and  toning  up  the  vasomotor  mechanism, 
which  is  so  often  unstable.  As  in  neurasthenia,  the  alternating 
magnetic  fields,  the  static  insulation,  breeze,  or  spark,  general 
faradism,  or  the  faradic  brush  locally  applied  have  each  the 
range  of  service  in  this  disease.  Yet,  every  medicinal  or 
mechanical  aid  used  must  be  subordinated  to  the  moral  man- 
agement of  the  patient,  which  must  aid  to  establish  a  self- 
respect  and  self-control  that  will  eventually  bring  the 
physical  actions  of  the  patient  into  well-regulated  subjection  to 
the  mental  and  moral  faculties. 


Eim.KPSY. 

( Fallwg  ASickmsHj  Morbus  Sacer. ) 

4JJ9.  Nature  and  PatholojUfy. — Though  a  degeneration 
of  the  cortical  (^ells  in  various  parts  and  a  j)roliferation  of  the 
neurogliar  tissue  have  been  demonstrated  in  some  cases  of 
epilepsy,  no  change  is  constant,  and  it  remains  today  in  the 
class  of  functional  disorders.  Various  theories  explanatory  of 
the  occurrences  of  the  attacks  have  been  propounded.  All 
recognize  an  underlying  instability  of  the  nerve-cells  with  a 
periodical  explosion  or  liberation  of  nerve-force.  The  disease 
may  be  divided  according  to  the  character  of  the  attacks  into 
epilepsij  vinjor,  or  (/rand  mal;  rpile})s)/  minor,  or  ])etU  mal;  and 
Ja€kf<on  id  n  ep  ilrpsy. 

440.  Ciiimd  Mal.  —There  may  be  premonitory  symptoms 
called  the  aura,  which  warn  the  patient  of  an  attack  and  often 
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furnish  aid  in  deciding  upon  the  exciting  cause  of  the  attack. 
The  aura  may  be  psychical,  on  the  part  of  a  special  sense,  or 
somatic.  The  psychical  aura  may  be  merely  a  sudden  quiet- 
ness on  the  part  of  the  patient,  or  an  excitement  or  bewilder- 
ment, or  an  irresistible  desire  to  run.  There  may  be  vertigo, 
confusion  of  thought,  impairment  of  consciousness,  or  a  sense 
of  something  wrong.  Any  one  of  the  special  senses  may  give 
rise  to  the  aura.  The  somatic  aura  are  motor,  sensory,  or 
vasomotor.  The  attack  itself  is  ushered  in  by  a  cry  or  noise. 
The  patient  loses  consciousness,  falls,  there  are  tonic  muscular 
contractions,  the  head  is  drawn  back,  or  to  one  side,  the  jaws 
are  set,  the  back  spasmodically  curved,  the  fingers  clenched 
over  the  thumb,  respiration  ceases,  and  the  face  becomes 
cyanotic.  Then  a  convulsive  tremor  runs  over  the  body,  and 
twitchings  of  the  muscles  of  the  face  ajid  extremities  appear, 
the  head  is  rolled  or  knocked  about,  the  tongue  is  alternately 
protruded  and  drawn  in,  and  often  injured  by  the  teeth.  The 
eyeballs  are  deviated,  the  pupil  dilated  and  inactive.  The 
arms  and  legs  are  the  seat  of  violent  irregular  jerkings;  there 
is  foaming  at  the  mouth.  Respiration  is  rapid,  the  tempera- 
ture is  raised  .5°  to  1°.  There  may  be  voluntary  evacuation  of 
urine  and  feces,  and  perhaps  semen.  Vomiting  at  the  onset  is 
rare,  but  it  is  frequently  terminal.  The  body  is  gradually 
covered  with  sweat,  the  convulsions  become  less  violent,  the 
limbs  relax,  the  cyanosis  disappears,  the  respiration  is  easier, 
and  the  coma  gives  place  to  a  deep  sleep  or  complete  con- 
sciousness. 

The  attack  lasts  from  ^  to  2  minutes,  the  tonic  stage  occu- 
pying 15  to  30  seconds,  and  the  clonic  stage  30  seconds  to  2 
minutes.  The  sleep  that  follows  the  attack  may  last  several 
hours.  In  some  cases  one  attack  succeeds  another  rapidly, 
giving  rise  to  the  ** status  epilepticus,''  which,  if  continued  very 
long,  ])roves  fatal  through  exhaustion  of  the  patient. 

After  the  attack,  s[)eech  disturbances,  as  motor  or  sensory 
aphasin,  or  stammering,  may  be  noted  for  an  hour  or  so.  A 
difference  in  the  size  of  the  pupils  and  a  concentric  contraction 
of  the  field  of  vision  are  after-effects  on  the  eye.  There  mav  be 
symptoms  of  motor  irritation,  contractures,  or  paralysis.      For 
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a  few  seconds  after  the  attack  the  knee-jerk  is  lost,  and  also  the 
plantar  reflex;  then  there  is  a  transient  increase  of  the  patellar 
tendon  reflex  and  an  ankle-clonus.  Headache  is  common  after 
an  attack,  and  there  may  be  a  condition  of  double  conscious- 
ness, or  of  languor,  exhaustion,  despondency,  or  irritation. 
Muscular  pains  or  sensory  discharges  may  occur.  There  is 
transient  albuminuria,  and  polyuria;  the  earthy  phosphates 
are  increased.  There  is  a  distinct  lessening  of  the  hemoglobin 
of  the  blood. 

441.  Petit  Mai. — The  symptoms  are  of  countless  variety. 
There  may  be  an  aura.  There  is  a  brief  loss  of  consciousness 
so  slight  it  seems  merely  absentmindedness;  the  patient  suddenly 
stops  whatever  he  is  doing,  the  eyes  are  turned  up,  are  staring, 
the  features  are  fixed,  face  pale,  pupils  dilated,  slight  twitch- 
ings  of  the  facial  muscles,  or  convulsive  movements  of  certain 
muscles  of  the  extremities  or  body.  Or  the  attack  may  be 
made  up  of  disturbance  on  the  part  of  the  special  senses,  or 
general  sensation,  or  of  disagreeable  epigastric  or  cardiac  sensa- 
tions. At  times  the  attack  consists  of  a  sudden  sleepiness 
or  fainting. 

442.  Jacksonian  TSpIlepsy. — This  is  a  symptomatic 
form  of  epilepsy  caused  by  a  direct  irritation  of  one  or  more  of 
the  cortical  motor  centers.  It  follows  injuries  to  the  skull,  and 
is  a  frequent  symptom  of  cerebral  tumors  or  hemorrhage.  The 
symptoms  consist  of  convulsive  attacks  affecting  a  single  group 
of  muscles  or  of  a  limb,  the  muscles  being  involved  in  a  certain 
order.     Generallv  there  is  no  loss  of  consciousness. 

443.  Treatment.  —This  should  be  directed  toward  the 
establishment  of  a  more  stable  condition  of  the  nervous  system 
and  the  removal  of  irritations.  The  latter  condition  will  vary 
with  each  case,  and  hence  the  treatment.  As  general  measures, 
the  diet  should  be  non-irritating,  containing  little  meat,  and 
plenty  of  water  should  be  drunk  in  the  intervals  between  meals. 
Out-of-door  life,  physical  exercise,  and  congenial  mental  occu- 
pation aid  in  recovery.  General  nerve- tonics,  arsenic,  the 
phosphates,  and  iron  are  indicated. 
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respiration  stops,  patient  lets  fall  anything  he  holds,  is  thrown 
to  the  ground,  and  there  is  a  general  convulsion,  or  of  the 
extremities.     The  movements  seem  purposive. 

2.  Grand  movements,  in  which  the  patient  passes  through  a 
phase  of  contortions  and  grand  movements,  a  common  one  of 
which  is  pisthotonos.  There  are  flexions  and  extensions  of  the 
body  and  limbs,  or  rotation  of  the  head.  In  this  stage  the 
patient  may  scream,  bite,  scratch,  etc. 

3.  Passionate  attitudes.  The  patient  in  this  stage  seems  to 
be  acting  a  dream,  and  in  accordance  with  this  dream  is  affected 
by  varying  emotions  and  takes  the  corresponding  attitudes. 

4.  Delirium.  This  is  a  continuation  of  the  stage  of  pas- 
sionate attitudes.  The  patient  talks,  may  be  happy,  sad,  or 
obscene,  and  the  language  is  in  keeping  with  the  mood. 

The  hallucinations  Anally  subside  and  the  patient  soon 
recovers  the  former  conscious  state.  The  duration  of  the  attack 
varies  from  1  minute  to  2  hours.  There  may  be  from  10  to 
100  attacks  in  a  day.  The  attacks  may  be  induced  or  aborted 
by  pressure  upon  the  region  of  the  ovaries. 

447.  Treatment. — The  treatment  for  this  affliction  is 
the  same  as  that  for  hysteria. 

CATALEPSY. 

448.  Nature  and  I'atholo^ary. — This  may  be  a  symptom 
of  hysteria  or  of  various  psychoneuroses,  or  may  occur  as  a 
primary  condition.  There  is  deficient  control  of  the  motor 
cx^nters  of  the  cortex  so  that  they  overact  in  response  to  sensory 
impulses.  The  location  and  exact  character  of  the  lesion,  if 
one  exists,  are  unknown. 

44i).  Symptoms. — There  may  he  premonitory  symptoms, 
as  headaclie,  giddiness,  and  hiccough.  The  disorder  is  charac- 
terized by  periodical  paroxysms  of  sudden  onset,  accompanied 
by  complete  or  partial  loss  of  consciousness,  and  a  rigidity  of 
the  muscular  system  in  whole  or  in  part.  At  first  the  rigidity 
is  considerable,  movement  being  resisted,  hut  shortly  the  limbs 
can  be  moved  and  then  thev  remain  in  anv  position  in  which 
they  are  placed.     The    rigidity   yields   slowly  to  gravitation. 
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This  condition  is  called  ccUalepsia  cerea.  The  countenance  is 
expressionless.  Substances  placed  back  in  the  mouth  are 
slowly  swallowed.  The  sensory  condition  varies.  In  profound 
cases  sensibility  to  touch,  pain,  and  electricity  is  lost,  and  the 
reflexes,  both  motor  and  sensory,  are  wanting.  In  other  cases 
there  is  only  partial  loss  of  sensation,  and  the  reflexes  are 
present.  Rarely  there  is  a  paroxysmal  hyperesthesia.  Respi- 
ration and  cardiac  impulses  are  weak,  and  the  temperature  is 
lowered.  An  attack  lasts  from  a  few  minutes  to  several  hours, 
and  recovery  is  gradual  or  sudden.  At  times  there  is  inability 
to  speak  at  first.  In  the  intervals  between  the  attacks  there 
may  be  headache,  giddiness,  or  hysterical  manifestations,  or 
the  patient  may  be  perfectly  well. 

450.  Treatment. — The  treatment  of  the  attacks  consists 
of  attempts  to  arouse  consciousness.  Snuffs,  emetics,  and  the 
faradic  current  may  be  used  for  this  purpose.  In  the  interval 
the  treatment  is  that  of  hysteria. 


GENERAL  ELECTBOTHERAPEUTIC 

TECHNIQUE. 

INTRODUCTION. 

451.  Skill  in  handling  electrotherapeutic  appliances  can 
be  acquired,  as  in  all  other  arts,  only  by  practice  added  to  a 
knowledge  of  the  fundamental  principles  of  the  science  of  the 
subject  There  are,  however,  a  few  suggestions  that  may  be 
made  to  the  beginner,  or  less  experienced  operator,  which  may 
aid  him  to  acquire  the  necessary  skill  more  rapidly  than  he 
otherwise  would,  and  will  warn  him  against  certain  blunders 
that  would  do  injury  to  his  patient  or  retard  the  efficiency  of 
his  service. 

TECHNIQUE    OF    THE    DIRECT    CURRENT. 

462.  It  is  taken  for  granted  that  the  source  of  current  is 
free  from  defects  and  that  the  operator  is  informed  as  to  the 
voltage  and  range  of  current- capacity  in   the  patient's  circuit. 
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CONDUCTING -(:ORI>S    AND    CONNECTIONS. 

453.  Applying  the  Current. — In  carrjring  the  current 
from  the  current-source  to  the  patient,  flexible  metal  conducton 
covered  with  some  insulating  material  are  used.  These  are 
ordinarily  made  of  fine  strands  of  copper  wire^  braided  or 
twisted  together  and  covered  with  cotton  or  silk.  The  metal 
strands  may  be  broken  by  accident  or  frequent  handling,  and 
yet  the  broken  ends  may,  in  some  positions  of  the  cords,  be  in 
contact  so  as  to  convey  a  current,  while  at  other  times  the 
current  may  be  broken.  This  is  a  source  of  much  annoyance 
to  the  patient,  for  the  current  reaches  the  body  fitfully,  and 
subjects  it  to  sensory  shocks  and  muscular  jerks  that  are  hard 
to  bear.  The  cords  that  are  in  use  should  be  frequently 
examined  and  tested  as  to  their  conducting  capacity,  and  the 
most  convenient  and  satisfactory  way  to  do  this  is  for  the 
operator  to  attach  them  to  an  induction-coil  and  take  the  cur- 
rent through  his  own  l)ody  and  thus  learn  whether  it  is  gradual 
in  its  increase  and  decrease  and  uniform  in  its  action. 

454.  l>efective  Connections. — Defects  at  binding- post^ 
such  as  imperfect  contacts  or  corrosions,  will  give  rise  to  similar 
difficulties  in  conveying  currents.  The  serew-threads  of  the 
})inding-p()sts  soon  wear  off  and  impair  the*  contact  with  the 
cord-terminals.  Tlie  screws  of  the  binding-posts  drop  out  and 
are  lost.  These  annoying  occurrenec^s  are  so  fn^quent  that  they 
become  serious  impediments  to  successful  work.  It  is  better  to 
dispense  with  binding-posts  and  screw-connections  wherever 
this  is  possible,  and  adopt,  inst<'ad,  the  universal  cord-tip, 
Plate  XIV  (/;),  and  rece])tacle  suggested  by  the  American  Elec- 
trotherapeutic  Association.  In  this  tip,  the  (tontact  is  made 
})y  a  sliding  movement  of  the  cord-tip  into  the  slot  of  the  post, 
which  not  only  grips  it  firmly,  Init  tlie  metal  surfaces  are 
burnished  by  the  mo\enient,  insuring  a  good  contact  surface. 
By  using  the  universal  cord-ti])s,  whicli  are  detachable,  the 
operator  can  himself  readily  renew  his  conducting-cords  when 
they  become  worn,  by  keeping  on  hand  a  supply  of  silk-covered 
conducting-cord  such  as  is  used  for  extension  lights  in  electric- 
light  wiring,  and  which  can  be  purchased  by  the  yard. 
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both  manufacturer  and  operator,  just  as  uniformity  in  the  con- 
struction of  microscope  fittings  has  proved  beneficial  to  both 
those  that  make  and  those  that  use  them. 

457.  Dispersing:  Electrode. — The  indifferent,  or  digpers- 
ing,  electrode  should  be  of  comparatively  large  size,  easily  adapted 
to  the  part  to  which  it  is  applied,  and  covered  with  a  material 
that  can  be  kept  uniformly  moistened  with  a  1-per-cent  salt 
solution.  The  most  convenient  material  from  which  to  con- 
struct these  electrodes  is  perforated  brass,  cut  in  suitable  sizes 
with  amadou  for  covering.  The  pieces  of  perforated  brass  can 
\ye  made  any  size  or  shape.  It  bends  readily  and  will  thus 
conform  to  the  surface  of  the  body.  The  perforations  in  it 
furnish  a  convenient  means  for  attaching  to  it  any  kind  of 
covering  desired.  By  the  use  of  a  universal  connector,  such  as 
is  shown  in  Plate  XIV  (a),  connection  can  be  made  with  this 
sheet  of  brass  at  any  point  on  its  margin,  which  is  both  more 
convenient  and  less  exi)ensive  than  a  si)ecial  i)rovi8ion. 

458.  Amadou. — Amadou,  which  may  be  used  for  cover- 
ing these  sheets  of  perforated  bniss,  comes  in  layers  of  suitable 
thickness  for  the  purpose,  and  can  be  cut  to  any  desired  size. 
It  takes  up  water  readily  and  retains  it  more  tenaciously  than 
sponge.  When  moistened,  it  has  a  velvety  softness  and 
elasticity,  and  a(la{)ts  itself  admirably  to  the  contour  of  the 
body.  A  number  of  sheets  of  perforated  bniss  of  different 
sizes  covered  with  this  substance  may  he  kept  in  a  Hat  porcelain 
dish  containing  a  weak  antiseptic  solution,  so  tliat  they  are 
always  moist  and  ready  for  use.  A  thin  clean  napkin  or  a 
layer  or  two  of  sterilized  piuze  moistened  in  salt  solution  can 
be  spreiul  over  th«-  surface  of  tlie  amadou  when  it  is  appHed  to 
the  surface  of  tlic  body,  and  thus  all  th(^  rc(juirenicnts  of  clean- 
liness in  individual  treatments  may  he  met.  A  dispersing 
electrode  of  lar^^e  size  i)rej)are(l  in  this  way  will  he  found  to  be 
(luite  as  serviceable,  more  convenient,  and  nuich  less  mussv 
than  the  clay  electrodes  or  otln-r  more  elaJjorately  constructed 
electrodes  for  «lisj)ersin^'  the  strong'  currents  sonietinies  used  in 
gynecological  work. 
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459.  Position  of  Electrode. — It  is  oftentimes  a  matter 
of  no  great  importance  at  what  point  on  the  body  the  dispersing 
electrode  is  placed.  When  this  is  the  case,  the  most  con- 
venient place,  or  that  part  which  requires  the  least  exposure 
or  annoyance  to  the  patient,  as  the  ])ack  of  the  neck  or  the 
jMilms  of  the  hands,  may  be  chosen.  At  other  times,  the 
path  of  the  electric  current  through  the  body  is  to  be  carefully 
considered,  since  its  effect  on  certain  tissues,  as  nerve-centers 
or  ganglia,  or  important  organs,  as  the  heart,  might  prove 
an  imi)ortant  factor  for  or  against  its  beneficial  effect. 
The  position  of  the  dispersing  electrode  must  not  for  this 
reason  become  a  matter  of  routine,  but  must  in  each  case 
be  considered  with  reference  to  the  condition  of  the  patient, 
and  the  result  that  the  operator  is  seeking  to  obtain  from 
the  treatment. 

460.  Active  Klectrode. — The  active  electrode  is  made  of 
any  size,  shape,  and  material  that  the  work  to  be  done  with  it 
rwjuires,  so  that  little  can  be  said  of  it  in  a  general  way.  There 
are  very  few  cases,  however,  wherein  the  universal  method  of 
connection  of  this  electrode  to  the  conducting-cord  would  not 
be  suitable.     It  is  simple,  secure,  and  efficient. 

When  the  active  electrode  is  used  to  convey  the  current  to 
parts  beneath  the  surface  of  the  body,  local  action  on  the  surface 
is  to  be  avoided.  Two  requirements  at  least  are  to  be  met:  first^ 
the  electrode  must  be  composed  of  some  substance  that  is  not 
readily  corroded  by  the  current;  and,  second^  the  resistance  at 
the  surface  contact  must  be  reduced  as  much  as  possible. 
Carbon  is  a  good  material  for  the  electrode  when  it  is  to  be  used 
for  this  purpose,  and,  over  the  carbon  disk  at  the  time  of  appli- 
cation, a  smooth  layer  of  absorbent  cotton  can  be  placed  and 
held  in  position  by  a  rubber  band;  or  a  piece  of  sponge  or 
amadou  can  be  fastened  on  the  face  of  the  carbon  disk.  Any 
one  of  these  coverings,  well  moistened,  will  furnish  a  uniform 
conducting  surface,  and  if  the  current-strength  is  not  dispropor- 
tionate to  the  size  of  the  electrode,  the  density  will  at  no  point 
be  sufficient  to  electrolyze  the  tissues  at  the  surface  of  contact. 
Care  should  be  taken  to  avoid  this  electrolytic  action  on  the 
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tissues  in  contact  with  the  electrode,  unless  this  is  the  effect 
that  is  wanted. 

461.  Corrosioii  of  Electrode. — When  metals  are  used 
for  the  active  electrode,  corrosion  of  the  metal  soon  takes  place 
underneath  the  covering,  and,  as  a  result  of  this  corrosion,  sub- 
stances accumulate  on  the  surface  of  the  electrode  that  may 
irritate  the  skin.  Some  of  the  metallic  salts  thus  formed  may 
be  conveyed  by  phoresis  into  the  tissues  and  produce  an  unin- 
tentional and  undesired  local  medication.  If,  therefore,  metals 
are  used  for  the  active  electrode,  the  surface  of  the  metal  should 
be  kept  bright  and  free  from  the  results  of  corrosion  when  the 
object  is  to  transmit  the  current  to  parts  at  some  distance 
beyond  the  electrode. 

462.  Active  Electrode  for  Klectrolysis. — When  the 
active  electrode  is  used  for  electrolytic  purposes,  the  result  will 
be  more  effectual  according  as  the  electrolytic  action  is  located 
with  precision  in  the  part  to  be  treated.  The  electrode  should 
be  well  insulated,  therefore,  except  at  tlie  point  where  this 
action  is  wanted.  Rubber  tubing  for  covering  unnecessary 
parts  of  the  electrode,  a  coating  of  shellac,  or  hard  rubber 
melted  and  molded  on  the  elec^trode,  leaving  bare  that  portion 
of  its  surface  that  is  njeant  to  be  active,  are  means  for  locating 
the  electrolytic  action  that  the  operator  in  electrotherapeutics 
will  need  to  employ  so  as  to  make  his  work  efHcient. 

46»J.  Difference  Between  lN)sltive  and  Negrative 
Polarity.  —  In  order  to  do  skilful  work  in  electrolysis,  the 
difference  in  action  of  the  i)ositive  and  negative  polarity  of 
the  directt  current  must  be  home  in  niind — the  drying,  styptic, 
coagulating  effect  of  the  positive  pohi  on  the  one  hand,  and  the 
softening,  liquefying,  relaxing  effect  of  the  negative  on  the 
other.  It  must  he  remembered,  also,  that  the  oxygen  and 
chlorin  set  free  in  the  vicinity  of  the  j)ositive  electrode  attack 
the  baser  metals  and  form  compounds  with  them.  When  the 
treatment  is  of  a  kind  not  needing  these  salts,  or  where  the 
desire. is  to  avoid  their  formation  and  their  secondarv  action  on 
the  tissues,  the  electrode  used  must  he  made  of  <!arbon,  or  of 
gold  or  platinum,  or  iridoplatinuin   substances,  which  do   not 
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readily  enter  into  composition  with  oxygen  and  chlorin. 
A  steel  instrument  heavily  plated  with  gold  or  platinum  will, 
for  a  time,  serve  the  same  purpose  as  if  made  entirely  of  one 
of  the  more  expensive  metals. 

464,  Positive  Electrode  for  Electrolysis. — When  the 
positive  electrode  is  being  used  for  electrolytic  purposes — as 
when,  in  the  form  of  a  lance  or  needle,  it  has  been  thrust  into 
some  abnormal  growth,  or  in  the  form  of  a  sound  or  probe,  it 
has  been  passed  into  some  tube  or  canal  of  the  body,  as  the 
nasal  duct  or  urethra — it  may  be  found  at  the  termination  of  the 
treatment  that  the  electrode  cannot  be  readily  disengaged,  owing 
to  the  coagulation  and  drying  of  the  tissues  about  it.  It  will 
then  be  well  to  turn  oflf  the  current  and  reverse  the  polarity  and 
turn  it  on  again  for  a  few  seconds.  This  change  of  polarity  to 
the  negative  serves  to  moisten  the  tissues  about  the  electrode 
and  it  can  then  be  removed  without  difficulty. 

When  in  electrolytic  work  one  needle  or  one  puncturing- elec- 
trode will  serve  the  purpose,  it  is  most  convenient  to  fix  this 
into  some  one  of  the  many  forms  of  needle-liolder,  but  very 
often  it  is  more  advantageous  to  act  on  the  structure  at  several 
points  at  the  same  time,  and  then  a  leash  of  needles  attached 
to  the  conducting- cord  will  answer  better,  for,  by  means  of 
them,  the  part  may  be  punctured  at  any  point,  at  any  angle, 
and  to  any  desired  depth.  In  the  divided  circuit  that  is  thus 
formed,  Plate  XIV  (c),  a  stronger  current  will  be  required  than 
when  one  needle  is  used.  It  may  be  found  during  a  treatment 
with  a  leash  of  needles  that  certain  of  the  needles  engaged  are 
not  doing  the  share  of  work  that  the  operator  wishes  them  to  do. 
In  that  case  these  may  be  left  in  place  for  a  time  after  the 
others  are  withdrawn,  when  the  current  will  be  concentrated 
along  their  paths  and  the  desired  action  will  soon  be  obtained. 

465.  Pliable  Electroiles. — It  is  always  helpful  to  have 
some  electrodes  at  hand  composed  of  a  soft  metal  like  pure  tin, 
lead,  or  copper,  which  can  be  readily  bent  or  molded  into  the 
shape  needed  to  adapt  them  to  the  special  refjuirements  of 
treatments.  An  urethral  or  uterine  canal  may  have  an  unusual 
curve,  a  nasal  septum   may  take  an  unwonted  deviation,  and 
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these  unusual  conditions  could  be  easily  met  oftentimes  by  a 
slight  modification  in  the  shape  or  curve  of  the  electrode  if  the 
material  would  admit  of  it.  Thin  sheets  or  plates  of  such 
malleable  metals  will  be  found  serviceable  in  the  treatment  of 
irregular  contours — like  the  joints  of  the  limbs — when  it  is  the 
wish  of  the  operator  to  apply  the  current  uniformly  over  con- 
siderable surface  at  the  same  time. 

466.  Metallic  Electrolysis. — When  the  method  of 
metallic  electrolysis  is  employed,  the  metal  used  for  the  elec- 
trode, copper,  zinc,  etc:  should  be  as  pure  as  possible,  and  its 
surface  should  be  brightly  polished  with  fine  emery-paper 
before  each  treatment.  A  little  amalgamating  fluid  can  be 
kept  at  hand,  and  when  the  operator  wishes  to  employ  mercury 
as  the  metal  for  metallic  electrolysis,  it  is  only  necessary  to  dip 
the  copper  or  zinc  electrode  into  the  amalgamating  solution  to 
obtain  a  coating  of  mercury  upon  it,  which  is  then  ready  for 
use  after  a  little  rubbing  is  given  it  with  a  clean  cloth,  to  remove 
the  excess  of  acid. 

GRADUAl^    VARIATION    OF    CURRENT. 

467.  Precautions. — Every  precaution  should  be  taken 
to  prevent  sudden,  startling,  and  disagreeable  shocks  and  sensa- 
tions to  the  patient  wIkmi  such  effects  are  not  intended.  All 
the  connections  should   be  carefully  made  and  the  electrodes 

« 

j)laced  in  ])osition  before  the  current  is  turned  into  the  patient's 
circuit.  The  current  sliould  he  turn(Hl  on  slowly,  ])y  means  of 
a  finely  graduated  rlieostat,  until  the  maximum  amount  deter- 
mined for  the  treatment  has  been  rea(;hed,  and,  at  the  close  of 
the  treatment,  the  withdrawal  of  the  current  should  likewise  be 
gradual,  not  sudden.  The  patient  must  l)e  cautioned  against 
any  movement  during  the  course  of  tlie  treatment  that  will 
break  the  circuit  connections  or  displace  the  electrodes.  Any 
eruptions  or  al)rasions  of  the  skin  underneath  the  electrodes 
will  increase  the  current-density  at  these  sj)ot8  and  will  cause 
pain  and  perhaps  electrolysis.  Such  spots  should  be  avoided 
when  possible,  hut  if  it  is  necessary  that  the  electrodes  be 
placed  over  them,  they  should  l)e  carefully  protected  by  bits  of 
rubber  tissue  or  adhesive  plaster,  or  by  a  coating  of  vaseline. 
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UNIVERSAL    METH01>    FOR    USING    DIRECT    CURKENTS. 

469,     The  arrangement  of  the   apparatus  shown  in  Plate 
XV  is  as  follows:    A  and  B  are  binding- posts  for  the  wires 
connecting  the  instrument  with  the  source  of  direct  current^ 
which  source  may  be  primary  batteries,  secondary  batteries,  or 
a  dynamo  circuit  of  110,  220,  or  500  volts;  C  is  the  cut-out,  or 
switch,  by  turning  which  the  current  is  admitted  or  shut  out 
from  the  board;  F  is  a  graphite  rheostat  connected  in  aeries  in 
the  main  circuit  and  in  shunt  for  the  patient's  circuit;  D  and  E. 
are    a   voltmeter    and    a    milliamperemeter,    respectively,    so 
connected    as    to   give    the    reading    of    electromotive    force 
and   current   on    the    patient's   circuit,  no   matter  in  which 
direction    the    current    is    traveling;    G    is    a    pole-changer, 
which  indicates  also  the  direction  of  the  current;    H  and  / 
are   the    binding-posts  for  the  connections  to  the  electrodes, 
or,  in  other  words,  the   binding- posts  for  the  patient's  cir- 
cuit;   L,  Vj  L',  L*,  and  L*  are  lamps,  or  places  for  lamps, 
be  used,  if  needed,  when    the  source  of  current  is  such  as 
to  require  more  or  less   resistance  to   modify  it  for  electro- 
therapeutic  use. 

Let  us  assume  that  we  have  for  a  source  of  current  fifty  or 
seventy  Leclanch^  cells.  The  voltage  of  these  will  be  1.4  per 
cell,  or,  when  coupled  in  series,  from  70  t^)  100  volts  for  the 
series.  None  of  the  lamps  need  be  used  in  this  case,  but 
the  connections  may  be  made  directly  from  the  binding-posts 
to  the  switch  and  the  graphite  rheostat.  The  direct  resistance 
of  the  rheostat  is  10,000  ohms,  so  that,  when  the  switch  is 
closed  and  the  battery  of  cells  is  delivering  its  current  through 
the  rheostat,  the  resistance  in  the  circuit  is  high  enough  to 
prevent  a  short  circuit  and  a  rapid  waste  in  the  cells.  The 
resistance  in  the  [)atient's  circuit,  which  is  in  shunt  with  the 
main  circuit,  may  l)e  made  much  less  than  10,000  ohms  by 
moving  the  movable  radius  of  the  rheostat,  which  is  a  part  of 
the  patient's  circuit,  and  thus  the  anioimt  of  current  given  to 
the  patient  can  he  varied  at  will. 

Should  the  source  of  (Uirrent  be  the  110-volt  dvnamo  circuit, 
lamp  />*'  can  be  connected  in  shunt  witii  the  rheostat  and  thus 
divide  the  current  with  the  rheostat  and  at  the  same  time  light 
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in  making  tests  for  diagnosis,  and  adds  much  to  the  accuracy 
of  the  result.  The  care  with  which  the  current  is  reversed  and 
measured  is  Hkewise  very  helpful  in  treatments  by  electrolysis 
in  which  a  reversal  of  the  polarity  and,  at  the  same  time, 
a  knowledge  of  the  current-strength  are  often  needed.  A  simul- 
taneous record  of  the  electromotive  force  and  of  the  current 
enables  the  operator  to  determine  at  any  moment,  by  the 
product  of  these  two  amounts,  the  number  of  watts  that  are 
being  expended  in  the  treatment,  and  the  additional  record  of 
the  time  during  which  the  current  flows  will  furnish  the  means 
for  determining  the  exact  amount  of  energy  to  which  the  tissues 
have  been  subjected  by  each  treatment. 


BREAK-CIRCUIT    HANDLE. 

471.  In  making  an  electric  diagnosis,  and  in  some  treat- 
ments, it  is  convenient  to  have  the  active  electrode  attached  to 
a  break-circuit  handle,  Plate  XIV  (d).  Some  of  these  are  made 
80  that  the  circuit  is  always  closed  through  them  except 
when  the  finger  of  the  operator  opens  it;  others  have  the  circuit 
always  open  except  when  the  operator  closes  it.  The  first  of 
these  two  forms  of  l)reak-circuit  handle  is  thought  by  some  to 
be  much  less  liable  to  give  the  patient  sudden  unintended 
shocks  of  current,  even  when  the  operator  has  become 
accustomed  to  the  use  of  both  forms.  This  may  be  due  to 
the  "personal  ecjuation  "  of  the  operator,  however,  rather 
than  to  the  construction  of  the  handle. 


GUAI>l\\TKD     DIMENSIONS    FOR    ELECTRODES. 

472.  standard  Sizes. — In  singling  out  separate  nerves 
or  ''motor  points"  for  diagnosis  or  treatment,  it  is  best  to  make 
use  of  electrodes  of  standard  sizes,  so  that  the  results  of  one 
treatment  of  a  patient  can  be  com|)ared  with  another.  The 
sizes  of  electrodes  that  have  l)een  suggested  by  Erl)  have  been 
very  giMierally  adopted  by  instrument-makers  both  in  Europe 
and  America,  so  that  a  uniformity  of  practice  in  this  respect,  if 
it  is  wanted,  can  be  readily  brought  about. 
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an  equable  distribution  of  the  current  over  the  entire  surface  of 
the  electrode  is  here  quite  as  essential  to  accurate  treatment 
It  is  well  to  adopt  the  custom  of  using  the  graduated  standard 
sizes  of  electrodes  in  all  cases  where  the  applications  of  elec- 
tricity are  made  directly  to  the  body,  no  matter  what  modality 
is  employed. 

MODIFICATION    OF    CURRENT-STRENGTH. 

475.  Modification  by  Means  of  Hlg^h-Besistance 
Rheostat. — When  the  current  is  ready  to  be  applied  and  the 
electrodes  are  in  place  on  the  body,  the  current  can  be  let  into 
the  circuit  most  conveniently  by  means  of  a  high-resistance 
rheostat,  arranged  either  as  direct  resistance  or  in  shunt.  By 
the  movements  of  the  arni  of  this  rheostat,  the  amount  of  current 
can  be  increased  to  the  desired  quantity,  which  should  never  be 
so  great  as  to  be  intolerable  to  the  patient.  But  even  the  most 
sensitive  patients  will  permit  stronger  currents  to  be  used  when 
they  are  applied  in  this  manner  than  when  a  sudden  or  abrupt 
flow  takes  place.  This  rheostat  method  of  control  or  gradual 
increase  or  decrease  of  current  can  be  adapted  to  the  needs  of 
both  the  primary-  and  secondary-coil  circuit,  and  is  for  that 
reason  the  best  and  simplest  plan  to  adopt  for  modifying  the 
strength  of  the  induction-coil  currents. 

476.  Varying:    the    Strength    of    Maj^netic    Field. 

Another  method  frequently  used  to  modify  the  strength  of  the 
currents  is  to  vary  the  strength  of  the  magnetic  field.  For  the 
primary  circuit  this  may  be  done  either  by  closing  the  circuit 
between  the  ends  of  the  secondary  coil  and  then  moving  it  over 
the  primary  coil,  or  by  moving  the  iron  core  in  and  out  of  the 
primary  coil.  Neither  of  these  ways  permits  you  to  start  at  a 
zero  of  current  in  the  primary  circuit,  which  is  sometimes 
desirable. 

The  withdrawal  of  the  soft- iron  core  from  the  primary  or 
secondary  coils  decreases  the  strength  of  the  magnetic  field  so 
that  the  inductive  effect  on  both  the  primary  and  secondary 
coils  can  he  modified  by  moving  this  core  back  and  forth. 
Some  of  the  faradic  coils  made  by  the  English  and  German 
manufacturers  are  arranged  in  this  manner. 
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interruptions  per  second  that  will  best  suit  the  conditions  of 
the  case.  The  more  rapid  interruptions  are  not  suited  for  the 
treatment  of  muscular  structure  in  which  the  nutrition  is 
sluggish  or  seriously  altered.  They  should  be  reserved  for  the 
general  toning-up  action  of  the  current  on  all  the  musculature 
and  the  protoplasmic  structure  of  the  body  or  part  of  it,  or  for 
the  sedative  action  on  sensory  nerves. 


SENSORY    STIMULuA.TION. 

479.  Where  there  is  a  torpid  action  of  the  nerve-terminals 
in  the  skin  or  mucous  membranes,  afifecting  nutrition  or  func- 
tion, the  induction-coil  currents  may  be  used  to  arouse  the 
nutritive  activity.  A  comparatively  dry  electrode  will  serve 
this  purpose  best,  since  the  increased  resistance  due  to  lack  of 
moisture  at  the  contact  surface  intensifies  the  current-action  at 
this  point.  The  wire-brush  electrode  is  well  adapted  for  stimu- 
lating the  sensory-nerve  endings,  when  numbness  or  defective 
nutrition,  as  in  many  skin  disorders,  are  the  conditions  present, 
or  when  a  counter-irritant  effect  is  wanted,  as  in  spinal  irritation. 


MUSCLE    STIMULATION. 

480.  Accurate  Application  of  Electrode. — When  the 

purpose  is  to  aj)ply  the  electric*  stimulus  to  a  single  muscle,  the 
active  electrode  must  be  applied  accurately  to  the  **  motor 
point"  on  the  muscle  or  to  the  motor-nerve  filament  supplying 
the  muscle.  Care  must  he  taken  to  prevent  the  current  from 
reaching  muscles  that  should  not  be  stimulated.  Oftentimes, 
in  attempting  to  correct  a  deformity,  the  necessary  requirement 
is  the  strengthening  of  one  or  more  muscles  that  by  reason  of 
their  weakness  or  paresis  do  not  do  their  share  of  work. 
If,  then,  the  stimulating  or  strengthening  action  of  the  electric 
current  is  applied  indiscriminately  to  both  weak  and  normal 
muscles,  the  condition  of  deformity  may  be  made  worse  rather 
than  better. 

481.  When  a  muscle  is  caused  to  contract  by  means  of  an 
electric  current  at  the  moment  the  current  is  applied,  the 
origin  and  the  insertion  of  the  muscle  should  be  as  near 
together  as  possible;  in  other  words,  the  muscle  should  not  be 
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SO  far  as  the  results  of  the  tests  are  concerned,  why  the  child 
should  not  be  anesthetized  during  the  examination,  and  often 
this  will  be  advisable. 

In  commencing  electric  treatment  with  a  child  or  a  nervous, 
apprehensive  person,  whether  the  current  is  either  the  direct  or 
the  induced,  it  is  a  good  plan  for  the  operator  to  use  his  hand 
as  the  active  electrode  until  the  patient  becomes  accustomed  to 
the  unusual  and  peculiar  sensation,  and  until  all  fear  of  the 
electric  treatment  is  allayed. 


DURATION    OF    TREATMENTS. 

484.  The  length  of  time  to  which  a  patient  should  be 
subjected  to  electric  treatment  depends  on  the  nature  of  that 
treatment  and  the  object  sought  by  it.  The  direct-current  and 
induction-coil  treatments  given  with  a  view  to  stimulation  or 
sedation  should  seldom  exceed  10  or  15  minutes  duration  at 
one  time,  but  may,  if  it  is  found  necessary,  be  repeated  several 
times  each  day.  A  treatment  given  with  the  view  of  electro- 
lyzing  a  part  should  be  continued  until  the  polar  effect  is 
obtained  over  the  extent  of  tissue  that  it  is  thought  best  to 
destroy  at  one  time.  It  should  be  remembered  that  extensive 
electrolysis,  immediately  produced,  is  liable  to  result  in  con- 
siderable sloughing.  The  treatment  of  a  limited  area  and  a 
repetition  of  this  at  frequent  intervals  is  the  safer  plan  to 
adopt  for  electrolytic  treatments. 

Treatments  by  means  of  the  high-tension,  high-frequency 
currents  depend  for  the  ])roper  duration  on  the  quantity  of 
current  that  they  induce  in  the  patient.  If  the  current  is 
small,  that  is,  hut  a  few  milliami)eres,  the  treatment  may  be 
continued  much  longer  than  when  it  is  greater.  Such  treatr 
nients  may  therefore  vary  from  5  to  30  minutes,  according  to 
the  strength  of  the  current.  The  same  may  be  said  of  treat- 
ments by  means  of  alternating  magnetic  stress.  If  the  lines  of 
magnetic  force  pervading  the  field  are  few,  the  time  during 
which  the  patient  may  be  subjected  to  them  with  safety  and 
benefit  can  be  much  longer  than  where  the  density  is  greater. 
A  patient  may  be  subjected  to  an  alternating  magnetic  field 
furnishing  20  to  30  lines  of  magnetic  force  to  each  sijuare  inch 
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of  cross-section  for  as  much  as  2  hours  daily.  If  the  magnetic 
field  is  much  stronger  than  this,  the  length  of  each  treatment 
should  be  proportionally  lessened. 


TREATMENT    OP    PATIENTS    BY    LAYMEN. 

485.  Electricity  in  all  its  modalities  employed  in  thera- 
peutics is  a  potent  agent,  capable  of  bringing  about  demon- 
strable chemical,  physical,  and  physiological  changes  in  the 
body  of  the  patient;  therefore  its  capacity  for  doing  harm  must 
not  be  ignored.  Whenever  it  is  used  for  the  treatment  of 
diseaae,  if  the  application  is  not  made  with  a  definite  aim  to 
relieve  some  recognized  pathological  condition  or  modify  some 
perverted  physiological  action  of  which  the  operator  has  a 
fairly  clear  conception  and  knowledge,  he  had  better  not 
employ  it  at  all,  for  it  is  more  than  likely  he  will  do  harm  with 
it  rather  than  good.  The  proper  and  efficient  use  of  electricity 
in  therapeutics,  then,  demands,  on  the  part  of  the  operator,  both 
a  working  knowledge  of  the  agent  itself,  as  well  as  a  professional 
understanding  of  the  disease  that  he  undertakes  to  treat  with  it. 
It  is  at  once  seen  that  only  the  well-educated  physician 
possesses  these  requisite  qualifications,  and  that  no  layman, 
whether  trained  nurse,  bath  attendant,  masseur,  or  unmedical 
electrician,  is  a  suitable  person  to  be  entrusted  with  the  selection 
of  modality,  place  of  application,  or  dose  of  an  electric  treat- 
ment. Quite  as  reasonable  would  it  be  for  the  errand  boy  of 
the  pharmacy  to  compound  the  prescriptions — yes,  even  to 
write  them — as  for  an  unqualified  person  to  undertake  the 
treatment  of  disease  by  electrotherapeutics.  Yet  some  physi- 
cians are  slow  to  recognize  this  fact,  and  countenance  gross 
abuse  of  this  efficient  therapeutic  agent.  It  is  even  not  an 
unusual  thing  for  some  physicians  to  suggest  to  their  patients 
that  they  purchase  a  battery  of  some  form  and  use  it  ad  libitum. 
Such  advice  is  never  given  by  one  that  has  much  knowledge  of 
the  use  of  electricity  in  the  treatment  of  disease  or  has  become 
personally  acquainted  with  its  capacities,  nor  does  the  adoption 
of  such  suggestion  ever  result  in  benefit  to  the  patient,  but,  on 
the  contrary,  it  has  been  known  in  many  instances  to  operate 
to  his  injury. 
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SURGICAL    USES    OF    ELECTRICITY. 


BliECTRICITY  AS  AN  AID  IN  DIAGNOSIS. 


INTRODUCTION. 

!•  Electricity  has  become  an  indispensable  aid  to  surgery 
by  reason  of  the  fact  that  it  possesses  a  peculiar  relationship  to 
living  animal  tissues  whereby,  in  certain  of  its  modalities,  it 
may  be  made  to  elicit  responsive  reactions  that  assist  in  making 
a  diagnosis;  and,  moreover,  because  it  is  an  energy  readily 
transformed,  by  means  of  easily  managed  devices,  into  many 
other  forms  of  energy,  each  one  of  which  has  a  wide  range  of 
therapeutic  value.  The  following  are  the  chief  agencies  that 
may  be  derived  from  electricity  as  their  most  convenient 
source  and  be  made  to  serve  the  surgeon  in  a  variety  of  ways: 
Roentgen  rays,  heat,  light,  chemical  dissociation — electrolysis, 
physiological  stimulation,  motive  power. 

We  will  consider  the  applications  to  surgery  of  each  one  of 
these  agencies  with  electricity  as  the  source  from  which  they 
are  obtained. 

2.  Deformities  or  defective  action  of  the  trunk  or  limbs 
are  brought  to  the  surgeon  for  advice  and  treatment.  These 
deformities  may  be  either  congenital  or  acquired,  or  they  may 
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be  the  result  of  disease  or  accident  Impaired  action  in  nerve 
or  muscular  tissue  enters  into  many  of  these  cases  as  an 
important  element  In  such  instances,  one  of  the  first  things 
to  be  determined  by  the  surgeon  is  the  condition  of  the  nerves 
and  muscles  involved  in  the  deformity.  Are  the  nerves  and 
muscles  that  do  not  act  as  they  should  destroyed,  or  are  they 
wholly  or  partly  degenerated,  or  only  prevented  from  action 
by  opposing  forces?  By  means  of  the  direct  and  induced 
currents  of  electricity,  properly  applied,  these  questions  may 
be  decisively  answered  and  the  state  of  the  nerves  and  muscles 
clearly  demonstrated.  Where  a  cut,  laceration,  or  bum  of  a 
limb,  hand,  foot,  or  other  part  of  the  body  haa  resulted  in  a 
deformity,  the  method  adopted  by  the  surgeon  to  correct  such 
deformity  and  the  result  he  will  expect  to  obtain  depend,  in  a 
great  measure,  on  the  condition  in  which  he  finds  the  nerves 
and  muscles. 

3.  In  operations  on  the  brain,  especially  when  such  opera- 
tions  involve  the  motor  areas  of  the  cortex,  as  is  the  case  in 
the  surgical  treatment  of  Jacksonian  epilepsy,  electric  stimulus 
to  the  denuded  brain  surfaces  makes  known  the  center  invaded 
by  the  disease  and  furnishes  the  safest  and  most  accurate 
means  for  determining  the  brain-centers  and  guiding  the  operator 
in  his  work. 

4.  Electric  Diagnosis. — For  the  purpose  of  making  the 

electric  tests  of  the  condition  of  nervcv  or  muscle- tissue,  induced 
(faradic)  and  direct  (galvanic)  electric  currents  are  both 
required.  The  examiner  must  have  had  sufficient  experience 
in  the  action  of  these  currents  upon  nerve  and  muscle  to  have 
acquired  a  familiarity  with  the  responses  that  are  within  the 
normal  range.  There  is  cijiisiderable  variation  both  in  the 
manner  and  degree  of  reaction  of  nerve  and  muscle  to  electric 
stimulus  in  dilTerent  persons,  and  even  in  the  same  person  at 
different  times.  The  experience  of  the  examiner  will  enable 
him  to  give  to  this  fact  its  proj)er  estimate  in  individual  cases 
and  to  judge  wliether  or  not  the  reactions  elicited  are  within  the 
normal  range. 
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With  these  requirements  provided,  the  making  of  electric 
tests  is  a  simple  matter  for  the  surgeon.  If  the  nerves  and 
muscles  of  a  limb,  as  the  arm,  are  to  be  tested,  both  arms 
should  be  bared  so  that  the  sound  arm  may  be  examined  for 
comparison  and  the  body  and  limbs  placed  in  a  comfortable  and 
relaxed  condition.  The  dispersing  electrode  should  be  of  large 
size,  covered  with  some  absorbent  substance,  as  amadou,  well- 
moistened,  and  placed  securely  upon  some  central  and  con- 
venient part  of  the  body,  as  the  upper  surface  of  the  chest  or 
the  back  of  the  neck.  The  examiner  then  taking  the  break- 
circuit  handle  of  the  active  electrode  in  his  hand,  should  place  its 
cotton-  or  sponge-covered  tip,  well-moistened,  directly  over  the 
nerve  or  muscle  to  be  tested.  When  testing  a  muscle,  the  point 
usually  chosen  for  the  electrode  is  that  where  its  motor  nerve 
enters  it,  which  is  designated  as  the  motor  point.  The  current, 
induced  or  direct,  as  the  case  may  be,  is  then  turned  into  the 
circuit;  moderate,  gentle  pressure  is  maintained  on  the  active 
electrode,  the  current  is  interrupted  at  intervals  at  the  break- 
circuit  handle,  and  the  character  of  the  response  is  observed  and 
also  the  strength  of  current  that  is  required  to  obtain  it.  The 
test  should  first  be  made  upon  the  sound  limb  of  the  patient  and 
then  upon  the  other,  care  being  taken  to  observe  the  same  con- 
ditions as  to  position  of  the  electrode,  pressure,  direction,  and 
strength  of  current,  and  moisture  of  tlie  electrodes. 

6.  In  making  the  test  with  the  direct  current,  the  active 
electrode  should  first  be  made  the  cathode  and  the  amount  of 
current  re(|uire(l  to  obtain  the  least  response  should  be  noted  on 
the  millianipere-nieter.  Then,  without  clianging  the  conditions 
in  any  other  respect  whatsoever,  the  direction  of  the  current 
should  he  reversed  by  means  of  the  pole-changer  so  as  to  make 
the  active  electrode  the  anode.  If,  when  this  change  is  made, 
it  is  found  that  the  response  to  the  anode  is  greater  for  the  same 
strength  of  current  than  it  was  with  the  cathode,  the  change  is 
one  of  quality  and  is  one  of  the  reactions  of  degeneration  show- 
ing an  abnormal  troj)hic  change  in  nerve  or  muscle  or  in  both. 

When  the  reaction  of  degeneration,  R  /),  occurs  as  the  result 
of  the  electric  test,  it  does  not  of  itself  furnish  sufiBcient  evidence 
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of  water;  into  the  center  of  this  the  tube  containing  the  metal 
rod  is  suspended.  This  metal  rod  serves  as  the  anode,  A  small 
lead  pipe  coiled  for  a  few  turns  against  the  inner  surface  of  the 
glass  jar  not  only  serves  as  the  cathode,  but,  also,  by  being 
attached  to  a  source  of  water-supply  at  one  extremity  and  car- 
ried out  to  a  waste  at  the  other,  is  a  means  for  keeping  the 
electrolyte  at  a  uniform  temperature  and  so  aid  in  a  more  con- 
stant action. 

With  this  interrupter,  the  condenser  in  the  primary  circuit  is 
not  required.  The  current  used  can  be  either  constant  or 
alternating.  When  a  direct  current  is  used,  either  from  a 
dynamo  or  storage-battery,  the  frequency  of  the  interruptions 
can  be  conveniently  regulated  by  inserting  an  induction-coil  in 
the  circuit,  the  self-induction  of  which  can  be  varied  at  will. 
Or  the  same  result  can  be  obtained  by  moving  up  or  down  the 
platinum  point;  for  this  purpose  it  is  well  to  have  the  upper 
end  of  the  metal  rod  provided  with  a  regulating  screw  engaging 
in  a  stationary  nut.  Where  an  alternating  current  is  used,  the 
inductive  resistance  is  not  needed,  since  the  rate  of  interruptions 
is  fixed  by  the  number  of  alternations  in  the  circuit,  amounting 
usually  to  120  or  160  per  second.  The  current^strength  can  be 
regulated  by  changing  the  length  of  the  platinum  wire,  by  a 
rheostat,  or  by  varying  the  strength  of  the  electrolyte. 


THE    TKS1.A    COIL.. 

13,  The  Tosla  coil  is  also  a  soniewliat  complicated  piece 
of  ap})aratus.  A  special  form  of  hre^ak  operated  by  a  motor  is 
used,  and  the  coils,  in  order  to  obtain  perfect  insulation,  are 
immersed  in  oil.  The  Crookes  tnlx^s  suitable  for  use  with  this 
coil  must  be  of  the  double-focus  form,  and  must  be  especially 
designed  for  the  coil  with  which  they  are  used.  The  X-rays 
obtained  from  this  form  of  aj^paratus  are  abundant,  but  they 
are  difTused  over  considerable  space,  crossing  each  other  at 
various  angles  and  thus  i^ive  impressions  on  the  fluorescent 
screen  or  sensitized  })late  that  are  not  very  sharply  defined  at 
the  margins.  Tp  to  the  present  time,  neither  the  Ruhmkorflf 
coil    nor    the    Tesla    coil    has    been    used    to   any    extent   in 
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TABXiB  1. 

COMPARISON    OP    THK    COIL    AND    STATIC    MACHINE. 


CdiudderationB. 

Ooiis. 

static  Machinal. 

Source  of  initial  current    . 

Requires  electric 

Independent;     gener- 

mains or  stor- 

ates its  own  poten- 

age-cells. 

tial. 

AcoeBSories  required    .    . 

Rapid    interrup- 

Motor;     multiple 

ter;    motor  for 

spark-gap. 

driving  it;  rheo- 

stat. 

Amount  of  space  required 

Little. 

Much. 

Influence  of  moisture  .     . 

No  effect. 

Decided;     often    fails 

in   damp    weather. 

Steadiness  of  rays  produced 

Variable. 

More  constant. 

For  fluoroscopic  work    . 

Not  so  good. 

Very  good. 

For  photographic  work    . 

Shorter   expo- 
sure. 

Longer  exposure. 

Effects  on  tubes  .... 

Hard   on    tubes, 

Tubes  last  longer,  and 

and  permits  of 

tubes   of    a   wide 

but  little  range 

range  of  resistance 

of  resistance  in 

can  be  used. 

tubes. 

Causing  X-ray  bums    .     . 

More  liable. 

Less  liable. 

CJost 

For  machines  of 

equal  capacity   and  of 

the  best  work) 

tnanship   there    is   but 

little  difference 

in  the  first  cost. 

As  has  been  well  said  by  Dr.  Francis  R.  Williams,  ^'Moisture 
is  the  chief  source  of  trouble  with  static  machines,  the  inter- 
rupter with  coils.  The  practitioner  uses  the  X-rays  for  three 
kinds  of  work:  (1)  photographic,  (2)  fluoroscopic,  and  (3) 
therapeutic,^^  The  coil  is  better  for.  the  first,  but  not  for  the 
second  or  third,  except  in  that  it  can  be  used  at  any  time  of 
year  and  in  any  climate.  The  static  machine  is  better  for  the 
second  and  for  the  third.  It  has  the  advantage  of  being  inde- 
pendent of  any  other  electric  source  and  so  can  be  employed  by 
practitioners  who  do  not  have  access  to  electric  mains  or  do  not 
find  it  convenient  to  maintain  a  storage- battery. 
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rapidity  of  motion  and  the  violence  of  the  impact  that  created 
them — the  more  intense  the  action  the  shorter  the  wave-length 
of  ether  vibration.  On  the  length  of  the  wave  is  also  assumed 
to  depend  its  penetrating  capacity;  the  shorter  the  wave-length 
the  better  will  it  be  able  to  traverse  the  denser  substances.  This 
explains  the  relationship  that  practical  experience  has  shown  to 
exist  between  tubes  requiring  a  high  electric  potential  to  excite 
them  and  the  greater  penetrating  power  of  the  X-rays  produced 
from  them  as  compared  with  the  rays  from  tubes  of  less  resistance. 

18.  Hard  and  Soft  Tubes. — A  liard  tube  is  one  of  high 
resistance;  that  is,  one  in  which  the  vacuum  contains  but  few 
gas  molecules  for  conveying  the  electric  charge.  A  higher  elec- 
tric potential  is  required  to  force  the  current  through  a  tube  of 
this  kind,  but  the  action,  when  once  excited,  gives  rise  to  rays 
of  great  penetrating  capacity;  the  differentiation  of  tissue  is  not 
so  good  as  with  rays  from  a  tube  of  less  resistance. 

A  soft  tube  is  one  of  low  resistance;  that  is,  one  which  con- 
tains a  proportionately  greater  quantity  of  gaseous  molecules 
than  the  hard  tube.  Currents  of  lower  potential  are  sufficient 
to  operate  tubes  in  this  condition,  but  the  rays  produced,  while 
more  abundant  and  of  greater  capacity  for  differentiating  tissues, 
are  of  less  penetrating  power  and  not  well  suited  for  taking  satis- 
factory radiographs  of  deep-seated  organs  or  thick  parts  of  the 
body,  as  the  hip  or  trunk. 

TABL.F.   2. 
COMPARISON    OF    HARD    AND    SOtT    TUBES. 


Hard. 


Soft. 


Small  current.  I  Large  current. 

High  E.  M.  F.  Low  E.  U.  F. 

Vacuum  high.  Vacuum  low  or  medium. 

Ilays  more  penetrating.  >  Kays  less  penetrating. 

Quantity  of  rays  few.  |  Quantity  abundant. 

Cause  less  fluorescence.  '  Cause  better  fluorescence. 

Require  longer  time  of  exposure  for  '  More    effective    on    photographic 

photographic  plate.  plate;  time  of  exposure  less. 

Not  often  cause  burns,  i  Cause  burns  readily. 
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electrically  connected  with  the  anticathode.     Two  provieions 
are   made   in   certain   of  the  Miiller  BeU-r^ulating  tubes   for 
maintaining  a  constant  resietance :     One  consists  in  surroonding 
the    anticathode  stem  with  a  receptacle  that  may  be  connected 
with  a  source  of  running  water  and  thus  serre  to  dissipate  the 
heat  generated  by  the  bombardment  of  the  anticathode;  the 
other  ifl  a  small  supplementary  tube  whose  chamber  is  directly 
connected  with  that  of  the  main  tube  and  likewise  pro\'ided 
with  its  own  anode  b   and   cathode  a  connections.     A   is  a 
jointed  brass  rod  so  arranged  as 
to  furnish  an   adjustable  spark- 
gap  between  it  and   the  mun 
cathode  Btem  d. 

The  auxiliary  cathode  a  is 
made  of  a  material  that  will 
release  a  certain  quantity  of  gas 
as  soon  as  sparks  are  allowed  to 
pass  between  d  and  R.  An  adjust- 
ment of  the  vacuum  will  then  be 
effected.  Should  the  vacuum 
have  become  too  high  for  imme- 
diate reduction  in  this  manner, 
then  the  negative  conductor  may 
temporarily  be  connected  directly 
to  the  auxiliary  cathode  terminal 
(('.  Home  care  is  required  so 
Fi,;  ,,  as  not  to  make  the  vacuum  ex- 

muiit  T!>tf.  .fri/Ji<iiuiniing.  cossively  low,  atul  2  or  3  seconds 
ia  generally  sulHcient. 
If  it  is  rrquiretl  t<i  jit  once  make  the  tube  inio  a  liigh-vaouum 
tubi'  for  the  pur]H>s<'  of  niorf  ])enet rating  eiTi'ct,  it  is  only  neces- 
sary to  remove  tU*:  p<isitivp  aindiicliir  from  the  terminal  B  to 
terminal  //  and  ciporato  the  tube  until  tlie  rays  have  acquired 
sufficient  penetration.  During  this  operation  d  and  R  must  be 
separated  beyond  pparking  di.stance.  The  time  required  to 
effect  this  change  in  the  vacuum  depends  on  the  previoue 
state  of  the  tube,  and  may,  if  the  latter  is  very  Hott,  amount 
to  5  minutes. 
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of  test  is  to  intercept  the  rays  for  a  few  moments  through  a  por- 
tion of  the  screen  by  means  of  a  piece  of  sheet  lead  or  other 
heavy  metal,  and  then  after  shutting  off  the  current  from  the 
tube  compare  this  spot  with  the  area  that  was  illuminated.  If 
the  entire  screen  does  not  at  once  become  uniformly  dark,  but 
instead  the  place  where  the  metal  was  can  still  be  distinguished 
by  the  glow  of  light  about  it,  the  screen  has  the  objectionable 
phosphorescent  property. 

23.     Position   of  Flnoroscope    or  Sensitized   Plate. 

The  fluoroscope,  or  photographic  plate,  should  be  brought  into 
the  closest  possible  contact  with  the  surface  of  the  part  under- 
going examination  and  opposite  the  tube,  so  that  the  rays 
reaching  the  fluoroscope,  or  sensitized  plate,  will  not  only 
be  as  abundant  as  possible,  but  will  have  been  given  little 
chance  for  divergence.  The  size  and  position  of  that  which 
appears  represented  on  the  screen,  or  plate,  will  thus  be  more 
nearly  exact. 

In  many  cases  there  will  be  little  diflBculty  in  bringing  the 
part  to  be  examined  into  proper  position  with  reference  to  the 
tube  and  fluoroscope.  At  times,  the  patient  is  too  feeble  to 
maintain  the  sitting  or  standing  posture;  or  the  fracture,  the 
dislocation,  the  location  of  the  foreign  body,  or  the  nature  of 
the  disease  requires  that  he  be  kept  in  a  reclining  position  dur- 
ing the  X-ray  diagnosis.  A  simple  stretcher  can  then  be  used 
for  his  couch  and  the  tube  can  he  placed  underneath  it  at  any 
point  desired.  With  little  discomfort  to  the  patient,  he  can 
then  be  examined  very  leisurely  )\v  means  of  the  fluoroscope  or 
a  skiagraph,  or  a  series  of  skiagraphs  can  he  taken. 

Many  elaborate  methods  in  X-ray  work  for  locating  exactly 
the  position  of  a  foreign  object  or  morbid  product  in  the 
tissues  have  been  devised.  But  in  the  vast  majority  of 
cases,  such  appliances  are  neither  practical  nor  necessary. 
As  a  rule,  a  good  fluoroscope  and  an  anilin  or  a  soft  black 
lead  pencil,  the  graphite  of  which  makes  a  very  dark  shadow 
in  the  fluoroscope  screen,  will  enable  the  operator  to  locate 
the  position  of  an  object  wuth  sufficient  accuracy  for  most 
surgical  work. 
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fact  as  to  one  or  other  of  these  being  factors,  the  practical  result 
of  prevention  of  the  dermatitis  seems  to  have  been  successfully 
worked  out 

By  protecting  all  parts  exposed  to  the  rays,  except  where 
their  action  is  required,  by  several  thicknesses  of  lead  foil,  the 
number  of  X-ray  burns  will  be  reduced  to  a  minimum.  This 
is  most  effectually  accomplished  by  enclosing  the  tube  in  a 
lead-lined  box  that  has  opposite  the  focus  of  the  tube  a  window 
that  can  be  fitted  with  an  adjustable  diaphragm  containing 
openings  of  various  sizes. 


X-RAT    THERAPT. 

25.  The  use  of  X-rays  as  a  therapeutic  agent  has  long  since 
passed  beyond  the  experimental  stage,  especially  as  r^;ards  dis- 
eases both  benign  and  malignant  in  character  that  have  their 
seat  in  the  skin  or  the  more  superficial  tissues  of  the  body. 

The  electrochemical  or  radiochemical  changes  caused  by  the 
rays  in  the  tissues  interrupt  in  some  manner  the  course  of 
disease  processes.  Either  the  unstable  abnormal  cells  are  disin- 
tegrated, the  normal  cells  quickened  to  greater  vigor  of  resist- 
ance, or  the  vascular  and  nerve  mechanism  caused  to  respond 
in  such  manner  as  to  set  up  a  more  successful  defense  against 
the  inroads  of  certain  diseases  than  other  therapeutic  measures 
have  been  able  to  bring  about.  In  some  of  the  distinctively 
parasitic  diseases  and  others  of  known  bacterial  origin,  either 
the  soil  is  rendered  unfit  for  the  maintenance  of  these  caTisi 
morborum  or  the  parasites  are  directly  attacked  and  destroyed 
by  the  action  of  the  rays. 

There  appears  to  be  a  direct  relationship  existing  between  the 
([uantity  of  rays  and  the  effect  producted  l)y  the  healing  prop- 
erties of  the  rays,  since  experience  so  far  seems  to  show  that 
those  forms  of  disease  that  are  favorably  located  to  receive  the 
abundant  ravs  of  low  vacuum  tubes  are  the  ones  that  are  most 
amenable  to  radiotherapy. 

To  the  specialists  in  diseases  of  the  skin,  X-ray  therapy  has 
already  proved  of  much  value.  Abundant  testimony  from 
numerous  operators  both  in  Europe  and  America  is  extant  in 
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important  factor.  The  operator  should  therefore  always  make 
a  cautious  beginning  with  every  new  case.  For  the  first  expo- 
sure it  is  best  to  limit  it  to  5  minutes,  and  a  week  should 
intervene  before  the  second,  and  another  week  before  the  third. 
If  this  is  followed  by  no  untoward  or  undesired  reaction,  longer 
exposures  at  more  frequent  intervals  may  be  tried.  For  the 
treatment  of  most  skin  diseases,  an  exposure  of  from  5  to  10 
minutes  repeated  every  third  day  is  sufficient.  Some  very 
obstinate  cases  will  require  longer  exposures  and  more  of  them 
to  effect  the  desired  result.  In  certain  malignant  growths  where 
rapid  destruction  of  the  new  formed  tissue  is  the  object  sought 
for,  a  strongly  acting  tube  must  be  used  for  longer  time.at  each 
application. 

The  tube  should  be  placed  as  near  as  possible  to  the  area  to 
be  treated.  On  an  average,  this  distance  will  be  4  or  5  inches, 
and  the  surrounding  parts  are  to  be  protected  by  shields  of  lead 
foil  or  some  other  equally  good  non-penetrable  covering.  The 
annoyance  from  electric  discharge  due  to  the  near  proximity  of 
the  tube  may  be  avoided  by  placing  a  thin  sheet  of  aluminum 
or  a  piece  of  aluminum  gauze  between  the  tube  and  body  and 
grounding  it.  In  the  interval  between  treatments,  the  part 
undergoing  treatment  should  receive  the  appropriate  surgical 
dressings. 

ELECTRICITY  AS   A   SOURCE   OF   HEAT. 


HEAT    AS    A    THERAPEUTIC    AGENT    IN    SLrRGERY. 

27.  Value  of  Artiflelal  Heat. — Heat  is  a  therapeutic 
resource  of  well-recognized  value.  There  is  no  condition  of 
animal  tissues  more  essential  to  their  well-being  than  a  uniform 
temperature.  Any  considerable  departure  either  above  or 
below  the  average  heat  of  the  body  (98.4°  F. )  indicates  dis- 
ease, or  is  the  cause  of  it.  When  the  tissues  fail,  for  any 
cause  (as  surgical  shock),  to  maintain  a  sufficient  amount  of 
heat  in  the  body  as  a  whole,  or  in  any  part  of  it,  artificial  heat 
is  prescribed  as  a  temporary  therapeutic  measure.  When 
tissue  activity  is  accelerated  to  an  abnormal  degree  in  any  part 
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current  from  various  points  to  the  cautery  circuit  in  order  to 
adapt  it  to  the  heating  of  any  size  of  cautery  and  for  any  length 
of  time  desired.  For  office  or  hospital  practice,  when  a  dynamo 
circuit  is  available,  all  difficulties  that  have  hitherto  attended 
the  use  of  the  cautery  are  removed  by  means  of  it,  for  it  can 
now  be  made  efficient,  convenient,  and  reliable. 

3 1  •     Ad vantagres  of  Electrocautery. — The  chief  advan- 
tages of  the  electrocautery  over  all  other  forms  of  cautery  are: 

(1)  The  shape  can  be 


^mnj^ 


fashioned  to  meet  the 
requirements  of  the 
morbid  tissue.  (2) 
The  size  can  be  laige 
or  small.  (3)  It  can 
be  maintained  at  the 
required  temperature 
for  any  length  of  time 
without  difficulty. 
(4)  It  can  be  used  in 
canals  and  cavities  in- 
accessible  to  other 
forms  of  cautery. 
Tlieae  advantages 
make  it  useful  in  sur- 
gery of  the  eye,  our, 
nose,  throat,  larynx, 
bladder,  urethra, 
uterus,  vagina,  and  rectum,  as  well  as  in  a  great  variety  of  morbid' 
conditions  on  the  surface  of  the  body  and  in  wounds  for  the 
arrest  of  hemorrhage.  So  very  efficient  has  it  been  found  for  the 
latter  purpose  in  certain  of  the  more  formidable  surgical  opera- 
tions that  this  use  of  heat  generated  by  electricity  is  deserving  of 
special  mention. 


Fig.  11  (c). 
OiiUiry  Burner  a. 
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This,  with  the  aid  of  skilful  electricians,  Doctor  Skene 
succeeded  in  doing,  until  now  an  excellent  line  of  electro- 
hemostatic  clamps  and  forceps,  together  with  suitable  electric 
generators  and  controllers,  Fig.  13,  for  heating  them,  are  readily 
obtainable,  adapted  to  the  control  of  bleeding  in  all  suigical 
operations.  For  it  is  not  only  in  abdominal  operations,  but  in 
all  places  and  at  all  times  where  vessels  large  or  small  need  to 
be  closed,  that  this  method  can  be  with  advantage  made  to  take 
the  place  of  the  ligature.  It  is  eminently  suitable  for  the  treat- 
ment of  severed  vessels  in  amputations  of  limbs  and  for  the 
removal  of  hemorrhoids. 

These  electrohemostatic  instruments  in  the  hands  of  the 
originator  and  those  that  have  faithfully  followed  his  directions 
and  mastered  the  technique,  have  proved  of  invaluable  service. 

34.  Dr.    Andrew  J.   Downes,  gynecologist  to  St.   Mary's 
Hospital,  Philadelphia,  read  a  paper  at  the  Saratoga  meeting  of 
the  American  Medical  Association  in  which  he  strongly  advo- 
cated the  conmion  use  of  electrothermic  hemostasia  in  place  of 
the  ligature  in  abdominal  surgery.     His  experience  was  gained 
from  the  following  list  of  operations  in  which  he  made  use  of 
electrothermic  hemostasis  and  occlusion  exclusively:     12  hys- 
terectomies,   4   ovariotomies,    20   salpingo-oophorectomies,    42 
appendectomies,  intra-uterine  removal  of   submucous  fibroid, 
1  rectal  polyp,  5  cases  of  hemorrhoids.     These  operations  were 
l>erformed  practically  bloodless,  the  only  blood  in  many  cases 
seen  after  the  primary  abdominal  incision  being  that  due  to  the 
encircling  incision  of  th*-  cerv'ix  j>er  vaginam,  or  the  incisions 
of  the  vesical  and   rectal  reflections  of  peritoneum.     In  order 
to  secure  such  perfect  bl^w.^dlessness  D«xtor  Downes'  technique 
consists  in  applying  tirst    the  broad  blades  of  the  hemostatic 
forceps  along  the  propose^!  line  of  incision,  and  after  desicca- 
tion is  effected,  which  with  his  improved  instruments  requires 
but  a  few  seconds,  the   incision  is  made   midway  along    the 
desiccated  tract. 

35.  Advantages  of  Electro lieniostasls. — The  advan- 
tages that  may  be  fairly  claimed  for  the  method  are  as  follows: 
(1)  It  is  certain  and  reliable  in  closing  isolatetl  vessels  or  those 
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indicates  the  proper  degree  of  current,  the  wheel  is  slowly 
turned  by  the  operator  so  as  to  move  the  cautery  blade  forward 
through  the  tissues.  The  burning  should  be  done  slowly,  not 
only  that  the  tissues  may  be  thoroughly  divided,  but  so  as  to 
char  them  on  either  side  of  the  cut.  This  insures  a  better 
channel  and  guards  against  hemorrhage.  Some  operators  leave 
the  current  on  while  the  blade  is  being  returned  to  the  groove, 
which  is  done  by  a  reversal  of  the  screw  movement 

After  the  electric  current  has  been  turned  off,  the  instrument 
is  placed  in  position  for  another  cut,  which  in  all  probability 
would  be  the  anterior  one.  The  beak  is  turned  so  as  to  be 
directed  toward  the  pubes,  and  brought  firmly  in  contact  with 
the  anterior  ring  of  prostatic  tissue.  The  cut  is  made  in  the 
same  manner  as  before,  except  that  it  is  shorter.  A  third  or 
lateral  cut  may  be  made  if  the  circumstances  of  the  case  require 
it.  The  length  of  the  cuts  to  be  made  will  depend  on  the  extent 
of  the  prostatic  enlargement,  which  must  be  determined  by  the 
exploration  made  in  advance  of  the  operation.  The  posterior 
cut  averages  about  3  centimeters  in  length,  and  the  anterior 
about  2  centimeters.  The  length  of  time  consumed  in  making 
the  cuts  varies  from  J  to  1^  minutes. 

41.  After-Treatment. — Very  little  after-treatment  is 
required  in  these  cases.  When  there  has  l>een  much  vesical 
irritation,  6  or  8  grains  of  urotropin  three  or  four  times  daily  is 
advised  and  salol  in  8-  or  10-grain  doses  has  been  given  to 
guard  against  sei)sis.  The  introduction  of  the  catheter  or 
irrigation  of  tlie  bladder  are  to  be  avoided,  unless  such  inter- 
ference becomes  imperatively  necessary.  The  pressure  of  the 
urine  into  the  wound  is  quite  sufhcient  ordinarily  to  keep  the 
channels  open  and  prevent  adhesion. 

42.  Results    Achieved     by   BottinPs    Method.— The 

present  state  of  this  subject  has  been  clearly  set  forth  by 
Dr.  Willy  Meyer,  of  New  York,  in  a  recent  address,  **Bottini's 
Operation  for  the  Cure  of  Prostatic  Hy})ertrophy,"  delivered 
before  the  Medical  and  I^il:)rary  Association  of  Detroit,  February 
26,  1900,  in  which  he  says:  '*Bottini's  operation  for  the  cure  of 
prostatic  hypertrophy  has  come  to  stay.     The  experience  of 
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galvanocautery  (Bottini's  operation).  Although  Bottim's  opera- 
tion lacks  the  brilliancy  of  the  cutting  methods,  it  nevertheless 
has  been  shown  by  continuous  careful  observation  of  patients 
thus  operated  on,  that  it  constitutes  a  very  effective  treatment 
for  the  trouble  in  question.  It  cures  or  improves  the  condition 
of  these  patients  in  a  comparatively  simple  way.  The  mortality 
is  from  5  to  8  per  cent  As  my  experience  has  shown  me,  it 
can  be  thoroughly  effective,  no  matter  what  classification  of 
anatomic  change  in  the  prostatic  tissue  is  encountered.  Thus, 
I  have  seen  it  work  admirably  in  soft  and  compressible,  as  well 
as  in  ver}'  hard,  glands.  Pyelitis,  even  in  an  advanced  stage, 
does  not  furnish  a  contraindication  to  its  employment,  nor  is 
there  any  limit  as  regards  the  age  of  the  patient.  As  the  object 
of  the  operation  is  to  lower  the  lurethral  floor  at  its  very  b^;in- 
ning  within  the  neck  of  the  bladder — which  surely  can  be 
accomplished  with  the  hope  of  a  lasting  effect — and  as  it  is, 
further,  known  that  the  bulk  alone  of  the  prostrate  goierally 
does  but  Uttle  damage,  the  rationale  of  the  operation  cannot 
be  doubted." 

44.  In  a  very  suggestive  and  practical  article  upon  this 
subject  by  Dr.  Hugh  H.  Young,  head  of  the  Department  of 
Genito-Urinary  Surgery,  Johns  Hopkins  Hospital,  published  in 
the  journal  of  the  American  Medical  Association.  January  11, 
11X>2,  the  author  sums  up  the  results  of  his  experience  in  the 
following  wonls: 

''As  to  the  effii^'acy  of  the  Bottini  op>enition,  of  which  I  was 
myself  at  tir^t  skeptical,  my  exj>erience,  now  of  41  operations, 
forces  nie  to  testifv  decidediv  in  its  favor.  ' 

Like  Meyer,  who  does  not  condne  operation  u^x>n  prostatic 
hypertrophy  to  the  galvaiiocaustio  methc-i.  Doctor  Yoimg 
regards  it  as  still  questionable  whether  this  method  should 
wholly  replace  prostatectomy,  e?{>ecially  in  the  younger  patients; 
but,  as  in  the  majority  of  instances  of  this  disease,  the 
j>atients  are  either  tiX>  old  or  to*.^  feeble  to  safely  undergo  the 
shock  of  a  prostatectomy,  the  Bottini  method  is  in  most  cases 
to  l^  prefernxl. 

Doctor  Young  has  made  some  verj-  proper  and   neeeesary 
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improvements  on  the  Freudenberg  incisor:  (1)  A  sharper  curve 
in  the  beak,  so  as  to  guard  against  its  being  withdrawn  into  the 
urethra  instead  of  hooking  the  prostate  snugly;  (2)  a  number 
of  blades  made  interchangeable  to  accommodate  enlargements 
of  the  gland  of  different  sizes  and  shapes;  (3)  a  more  perfect 
contact  at  the  handle  for  the  current  conductor,  so  as  to  prevent 
disagreeable  heating  at  this  point 

Recent  statistics  of  752  cases  of  hypertrophied  prostrate  oper- 
ated on  by  Freudenberg  show  a  good  result  in  86J  per  cent. ,  a 
failure  in  7^  per  cent. ,  and  a  mortality  between  4  and  6  per 
cent. ;  or,  in  other  words,  after  excluding  the  fatal  cases,  there 
were  92  per  cent,  improved  (55  per  cent,  cured,  37  per  cent 
definitely  improved),  and  8  per  cent  failures. 


BliBCTRICITY  AS  A  SOURCE  OF  MGHT, 

45.  Use  of  lilgrht  in  Diasrnosls. — ^The  electric  light  has 
greatly  facilitated  and  refined  the  methods  of  diagnosis.  This 
is  due  to  the  readiness  with  which  this  method  of  illumination 
adapts  itself  to  the  various  conditions  under  which  light  is 
required.  If  it  is  desired  to  illuminate  the  retina  of  the  eye, 
an  electric  light  can  be  placed  on  the  examiner's  forehead,  on  a 
convenient  side-stand,  or  held  in  the  hand  and  tilted  in  any 
manner  suited  to  the  requirements  of  the  case.  If  the  patient 
is  one  needing  an  exploration  of  the  nasal  fossa,  the  light  may 
be  conveyed  by  means  of  an  appropriate  handle  through  the 
mouth  to  the  posterior  openings  and  thus  illuminate  the  nasal 
cavities  from  behind.  The  light  thus  carried  into  the  oral  or 
nasal  cavities  aids,  by  transillumination,  in  determining  the 
condition  of  the  frontal  sinus,  the  orbital  cavities,  and  the  antra 
of  Highmore.     (Plate  II. ) 

Direct  or  reflected  electric  light  can  be  used  to  illuminate  the 
larynx  and  the  external  auditory  meatus.  An  electric  lamp 
with  its  connections,  Fig.  16,  can  be  as  readily  carried  into  the 
stomach  as  the  stomach-tube,  and  once  there  it  will  assist,  by 
transillumination,  in  locating  foreign  objects,  abnormal  growths, 
or  the  boundaries  of  the  stomach's  walls. 

The   rectal  and  the  vaginal  cavities  are  more  thoroughly 
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cautery.  The  resistance  of  the  filament  varies  from  3  to  200 
ohms,  depending  on  its  length  and  thickness.  The  resistance 
of  the  small  incandescent  lamps  used  in  illuminating  the  cavi- 
ties of  the  body  varies  from  6  to  30  ohms.  When  the  carbon 
filament  becomes  heated,  the  resistance  is  slightly  decreased,  but 
the  difference  is  not  so  great  as  to  be  taken  into  account,  and  it 
is  not  necessary,  therefore,  to  provide  for  a  great  variation  in 
the  amount  of  current  to  be  supplied  to  the  lamp,  as  is  the  case 
for  cautery  burners. 

47.  Strengrth  of  Current. — The  current  needed  to  raise 
these  lamps  to  a  white  heat  varies,  according  to  the  resistance, 
from  .3  to  1.6  amperes.  It  will  be  seen,  therefore,  that  if  a 
primary  battery  is  to  be  used  to  furnish  this  current,  its  arrange- 
ment and  capacity  must  be  determined  by  the  resistance  of  the 
lamp  and  the  strength  of  the  current  required  to  light  it.  The 
least  resistance  offered  by  any  lamp  is  still  far  in  excess  of  the 
resistance  of  any  cautery  burner,  so  that  higher  electromotive 
force  and  less  current  is  required  for  lighting  lamps  than  for 
cautery-work.  A  group  of  50  Leclanch6,  Law,  or  Laclede  cells 
with  an  electromotive  force  of  1.4  volts  per  cell  and  an  internal 
resistance  of  .5  ohm  each,  if  connected  in  series,  would  light  a 
lamp  having  a  resistance  of  25  ohms  for  a  few  minutes,  assum- 
ing the  current  reijuired  is  .  75  of  an  ampere. 

1.4  X  50  70         ,   . 

^^^  05  X  50) +  25         50  -^  1.4  amperes. 

But  polarization  would  soon  take  ])lace  to  such  a  degree  as  to 
greatly  increase  the  internal  resistance  in  these  cells,  and  then 
the  current  would  not  be  sufficient  to  light  the  lamp.  It  would 
require  a  battery  of  20  bichromate  colls  in  series,  having  an 
electromotive  force  of  1.9  volts  ])er  cell,  and  with  an  internal 
resistance  per  cell  not  exceeding  1  ohm,  to  give  a  serviceable 
current  for  lighting  such  a  lamp. 

1.9X20  38  „. 

C  ^^  ..         ^r    "-    .-  "-    '84  amperes. 

(IX  20)  -I  25         4o  * 

The  number  of  cells  could  be  reduced  somewhat  if  the  internal 
resistance  were  decreased,  which  might  be  done  by  increasing 
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the  size  of  the  zIdc  and  carbon  elements  and  by  using  chromic- 
acid  solution,  which  is  a  better  depolarizer  than  either  bichro- 
mate of  potash  or  soda.  But,  even  then,  such  a  battery  would 
be  cumbersome,  and  troublesome  to  keep  in  order.  The  current 
can  best  be  maintained  at  the  proper  strength  by  means  of  a 
rheostat. 

48.  Source  of  Current. — A  secondary,  or  storage- battery 
offers  the  same  advantages  when  used  for  electric  illumination 
as  it  does  for  cautery- work.  This  source  of  current  would  be 
the  most  convenient  and  useful  for  this  purpose  because  of  its 
portability,  were  it  not  for  the  uncertainties  that  attend  it  and 
the  difficulty  there  is  in  keeping  it  in  order. 

The  dynamo,  except  that  it  is  not  transportable  at  the  will  of 
the  operator,  is  the  most  satisfactory  of  all  sources  of  current, 
and,  when  at  hand,  either  as  a  direct  or  alternating  current,  can 
be  readily  adapted  to  the  resistance  of  lamps  by  the  assistance 
of  a  suitable  rheostat  or  transformer. 


TRANSLLLUMINATIOX    OF    THE    STOMACH. 

49.  Orlgrln  of  Internal  Illumination. — Mikulicz  more 
than  twenty  years  ago  constructed  a  gastroscope  from  which  he 
obtained  very  good  results.  But  his  methods  and  appliances 
were  too  cumbersome  and  did  not  come  into  general  use.  Even 
previous  to  this,  as  early  as  1867,  Milliot  transilluminated  the 
stomach  and  rectum  of  dogs  by  means  of  a  glass  tube  in  which 
a  loop  of  fine  platinum  wire  was  rendered  incandescent.  But 
this  form  of  instrument  was  not  convenient  for  use  in  examin- 
ing the  human  stomach.  It  remained  for  Einhorn,  of  New 
York,  to  devise  an  illuminator  suitable  for  this  purpose.  The 
gastrodiaphone  that  he  had  in  use,  and  which  he  described,  in 
the  latter  part  of  1889  consists  of  a  soft- rubber  stomach-tube 
supplied  with  an  incandescent  light  at  the  end  intended  to  reach 
the  stomach.  Within  the  tube  are  insulated  conducting-wires  for 
connecting  the  lamp  with  the  source  of  current,  which  may  be 
a  primary  battery,  storage- battery,  or  dynamo  circuit.  The 
tube  is  passed   into  the  stomach  in  the  same  manner  as   a 
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stomach-tube.  According  to  Aaron,  to  whom  we  are  indebted' 
for  much  of  the  matter  concerning  this  illuminator  of  the  viscus, 
the  following  directions  should  be  observed: 

1.  The  stomach  should  be  thoroughly  cleansed  of  all  remains 
of  food,  before  transillumination  is  attempted. 

2.  The  bowels  and  bladder  must  be  thoroughly  emptied. 

3.  The  room  should  be  darkened. 

4.  The  intensity  of  the  stomach-lamp  should  not   exceed 
4  candlepower. 

5.  The  light  should  not  be  turned  on  until  the  lamp  has 
reached  the  stomach. 


Fig.  16. 
Einfutrn's  Stoinach-lAimp. 


The  patient  may  be  in  either  the  sitting  or  reclining  posture. 
In  the  reclining  j)osture,  the  stomach  recedes  from  the  anterior 
abdominal  wall,  carrying  the  light  with  it,  so  that  the  result  is 
often  not  so  good  as  when  lie  is  sitting  erect.  The  thinner  the 
tissues  over  the  stomach,  the  better  is  the  definition  obtained. 
Fat  produces  refraction  of  the  light,  and  this  may  be  misleading. 
By  slowly  moving  the  lamp,  the  boundaries  of  the  stomach 
are  made  out.  The  right  and  left  lobe  of  the  liver  forming 
the  upper  boundary  of  the  stomach  are  not  penetrated  by 
the  light,  and  form  a  dark  border  at  the  upper  margin  of  the 
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illuminated  zone.  The  movements  of  the  normal  stomach 
due  to  respiratory  action  can  be  seen  in  the  shifting  of  the 
illuminated  zone. 

50*  It  is  claimed  that  by  this  method  of  transillumination, 
(1)  the  precise  position  of  the  stomach  can  be  determined, 
Plate  III;  (2)  the  size  of  the  stomach  can  be  made  out;  (3)  dila- 
tation and  gastroptosis  can  be  seen;  (4)  the  respiratory  displace- 
ment of  the  organ  can  be  shown;  (5)  a  vertical  stomach  can  be 
distinguished  from  a  loop-shaped  organ;  (6)  variations  in  the 
thickness  of  the  anterior  wall  are  made  apparent,  thus  assisting 
in  the  diagnosis  and  location  of  tumor. 


URETHK08C0PE    ANT>    CYSTOSCOPE. 

61  •     Tlie  Uretliroscope. — The  use  of  the  urethroscope 

for  the  purpose  of  diagnosis  and  for  facilitating  treatment  of 
the  urethral  canal  when  it  is  diseased  as  a  result  of  gonorrhea, 
or  other  cause,  has  been  brought  to  great  perfection  by  Fred.  C. 
Valentine,  M.  D.  This  author  has  given  minute  directions  as 
to  the  technique  of  anterior  and  posterior  urethroscopy  in  his 
recent  work  on  **The  Irrigation  Treatment  of  Gonorrhea*' 
to  which  we  refer  the  reader  who  is  especially  interested  in 
this  use  of  the  electric  light.  Doctor  Valentine  claims  that  the 
instrument  that  he  uses  effectively  does  its  work,  is  simple  in 
construction,  easy  of  use,  not  likely  to  get  out  of  order,  and 
always  reliable.     (Plate  IV. ) 

52.  Tlie  Cystoscope. — To  the  genito-urinary  surgeon, 
any  aid  to  more  accurate  diagnosis  of  the  various,  and,  in  many 
instances,  extremely  obscure,  affections  of  the  bladder  or 
kidneys  has  been  a  godsend. 

The  cystoscope  in  its  present  perfected  form  is  an  instrument 
of  great  usefulness;  for,  while  it  may  not  be  possible  to  employ 
it  universally  in  diseases  affecting  the  urinary  passages,  it  can 
be  brought  into  requisition  very  often  and  can  be  made  to 
supersede  the  more  formidable  and  less  satisfactory  method 
of  digital  exploration.  Whenever  a  sound  or  catheter  of 
medium  size  can  be  conveyed  into  the  bladder,  the  cystoscope 
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54.  Blectrlc-Iitgilit  Bath. — The  general  electric-light 
bath  hag  been  used  for  the  treatment  ot  defective  nutrition  with 
more  or  less  benefit  by  enclosing  the  patient  in  a  cabinet  where 
he  is  surrounded  by  clueters,  or  rows,  of  incandescent  lamps. 
The  cabinet  is  arranged,  in  some  inBtances,  so  that  certain  banks 
of  lamps  may  be  used  independently  of  othens,  and  thus  treating 
certain  portions  of  the  body  Heparately. 

In  some  of  the  later  forms  of  cabinet,  a  combination  of  incan- 
descent with  arc  lamps  has  been  made  in  order  that  the  light 


from  either  or  both  these  sources  may  be  brought  to  bear  upon 
the  patient.  Experience  seisms  Ut  show  that  the  therapeutic 
effects  of  the  incandescent  light  differs  essentially  from  that  of 
the  arc  light.  Patients  suffering  from  certain  forms  ot  disease, 
as  neurasthenia  and  cardiac  dit^orden^,  are  naid  to  be  benefited  by 
the  rays  of  the  arc  light  from  which  the  red  raya  are  eliminated ; 
while  cases  of  gout,  rheumatism,  and  the  like  are  treated  with 
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tonic,  as  well  as  eliminative,  and  a  better  state  of  nutrition 
has  resulted. 

The  beneficial  results  that  have  taken  place  in  so  large  a  per- 
centage of  diseases,  such  as  are  enumerated  above,  of  which 
abundant  testimony  is  furnished  by  the  recent  writings  of 
Below,  Kattenbracker,  Aufrecht,  Cleaves,  and  others,  can  be 
fairly  attributed  in  a  large  measure  no  doubt  to  the  eliminating 
action  that  the  light  occasions  by  stimulating  the  sweat-glands; 
but  there  is  no  question  but  that  the  light  rays  do  more  than 
this,  since  the  experiments  of  Graffenberger  have  conclusively 
shown  that  the  therapeutic  action  of  light  is  soon  followed  by 
an  increase  in  the  proportion  of  hemoglobin,  while  a  quickened 
tissue  metabolism,  as  shown  by  increased  consumption  of  oxygen 
and  greater  excretion  of  carbon  dioxid,  together  with  improved 
appetite  and  assimilation  of  food,  has  been  noted  by  many 
observers. 

Experiment  has  shown  conclusively,  what  has  long  been 
known  in  a  more  general  way,  that  the  light  and  especially 
those  rays  that  are  given  oflf  at  the  violet  end  of  the  spectrum, 
possess  bactericidal  properties  in  a  high  degree,  and  it  is  to  this 
effect  of  light  especially  that  we  are  indebted  for  the  most 
notable  advances  in  phototherapy,  for  it  is  through  the  discovery 
and  application  of  this  action  of  the  chemical  rays,  first  of 
sunlight  and  later  of  electric  light  that  Finsen  and  his  followers 
have  achieved  such  excellent  results  in  the  treatment  of  what 
was  formerly  regarded  as  one  of  the  most  intractable  disorders. 

56.  FInseu  Method  of  Treating:  L.upiis.— Some  nota- 
ble results  of  the*  therapeutic  value  of  concentrated  electric 
light  have  boon  rc^portcd  from  Denmark  during  the  past  few 
years.  In  181)7,  Professor  Finsen,  of  Co|)enhagen,  who  had 
j)reviously  shown  the  possibility  of  j)reventing  i)itting  in  variola 
l)y  excluding  the  actinic  light  rays  from  the  patient,  began  the 
treatment  of  lui)us  vulgaris  by  focusing  upon  the  diseased  area 
the  actinic  rays  of  sunlight.  This  he  did  hy  means  of  hollow 
lenses  filled  with  a  solution  of  cobalt  blue.  He  was  so  well 
pleased  with  the  results  obtained  that,  when  the  solar  condi- 
tions proved  unfavoral)le,  he  suhstituted  arc-light  for  sunlight 
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apparatus  that  accompanies  this  lamp,  which  can  be  furnished  at 
one-tenth  the  cost  of  the  original  Finsen  installation  and  can  be 
operated  by  the  physician  in  his  office  without  the  aid  of  an 
assistant.  With  a  lamp  of  this  construction  the  same  thera- 
peutic effect  can  be  produced  within  3  minutes  that  required  an 
hour  by  the  original  Finsen  tube  with  the  80-ampere  current 

58*  Results  of  the  Finsen  Method. — The  latest  report 
from  the  Finsen  Institute  gives  an  account  of  650  cases  of  lupus 
vulgaris  treated.  Of  these  466  were  cured.  No  relapses  have 
taken  place  in  130  cases  after  an  interval  of  from  1  to  5  years. 
Aside  from  lupus,  beneficial  results  have  followed  the  same 
method  in  the  treatment  of  eczema,  psoriasis,  acne,  prurigo, 
chronic  rheumatic  arthritis,  and  neuralgia. 

59.  Ultraviolet  Ttlglit  and  X-Rays. — Physicists  have 
found  that  ultraviolet  light  and  X-rays  have  several  qualities  in 
common.  Both  act  chemically,  both  cause  fluorescence,  both 
discharge  the  gold-leaf  electroscope,  and  in  their  action  on  the 
skin  both  cause  pigmentation  and  dermatitis.  With  ultraviolet 
light,  the  dermatitis  is  quickly  excited  and  soon  disappears; 
with  the  X-rays,  the  dermatitis  may  not  appear  for  some  days 
or  weeks  and  may  not  disappear  for  weeks  or  months,  often 
causing  loss  of  tissue  and  leaving  a  cicatrix. 

The  ultraviolet  light  has  a  pronounced  destructive  action  on 
bacteria;  the  action  of  X-rays  on  bacteria  has  been  found  to  be 
somewhat  variable;  in  some  experiments  they  even  seem  to 
have  stimulated  their  growth. 

The  X-rays  have  a  more  penetrating  power  than  ultraviolet 
light,  but  it  is  presumed  that  in  their  passage  through  the  tissues 
they  may  be  transformed  in  part  to  other  rays,  some  of  which 
may  resemble  or  be  identical  with  ultraviolet  rays. 

It  is  now  very  generally  l)elieved  by  physicists  that  ultra- 
\'iolet  rays  and  X-rays  differ  only  in  their  wave-lengths,  the 
latter  being  much  shorter,  and  that  their  greater  penetrating 
power  is  in  some  way  a  property  of  their  wave-length. 
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BliECTRIC  DISSOCIATION,  Oil  EliECTROIiYSIS. 

60.  Action  of  Current  on  Tissue. — A  direct  current 
when  passed  through  living  tissues  causes,  at  the  point  of  con- 
tact of  the  positive  electrode,  or  anode,  provided  the  current  is 
of  suitable  strength,  an  accumulation  of  oxygen,  chlorin,  and 
the  acids.  These,  by  combining  with  the  albuminoids  in  the 
adjacent  tissues,  cause  coagulation,  a  drying  and  shrinking  of 
the  tissue  in  immediate  contact  with  the  electrode.  This  effect 
can  be  brought  about  in  any  structure,  therefore,  when  such  an 
action  is  likely  to  prove  helpful. 

About  the  negative  terminal,  or  cathode,  on  the  contrary,  the 
alkalies  and  hydrogen  accumulate  and  these  have  the  effect  of 
softening  and  liquefying  the  tissue  adjacent  to  the  electrode. 
There  are  many  abnormal  conditions  met  with,  requiring  surgi- 
cal interference  for  relief,  which  this  action  will  meet. 

61.  Use  of  Anodal  Electrolysis. — Local  derangements 
of  blood-vessels,  such  as  na^vi,  cirsoid  aneurisms,  aneurisms  of 
larger  vessels,  hemorrhoids,  hemorrhagic  mucous  membranes, 
or  abnormal  vascular  growths  of  whatever  sort,  can  have  the 
excessive  blood-supply,  which  here  is  the  main  pathological 
feature  to  contend  with,  cut  off  neatly  and  easily,  and  without 
a  resulting  scar  tissue,  by  the  styptic  effect  of  anodal  electrolysis. 

Any  abnormal  growth  may  be  arrested  or  removed  by  robbing 
it  of  its  blood-supply,  and  we  have  in  electrolysis  a  simple  and 
efficient  means  for  bringing  this  about.  Such  growths,  when 
treated  in  this  inanner,  gradually  shrink  and  are  absorbed, 
leaving  in  most  instances  no  evidence  of  their  former  presence. 

62.  Use  of  Cathodal  Electrol^Tsls. — The  softening  and 
liquefying  effect  of  cathodal  electrolysis  is  especially  serviceable 
in  the  removal  of  non- vascular,  dense,  horny,  or  warty  growths, 
or  bony  and  cartilaginous  tissue.  Cicatricial  tissue  resulting  from 
bums,  wounds,  or  inflammations  is  of  this  dense  non-vascular 
kind  and  is  oftentimes  nature's  best  effort  at  repair.  But  it  not 
infrequently  happens  that  cicatricial  tissue,  by  its  very  nature, 
since  it  is  less  pliable  and  elastic  than  the  normal  tissue  it  has 
replaced,  is  itself  a  serious  obstacle  to  the  performance  of  the 
proper  functions  of  the  organ  in  which  it  occurs.     Especially  is 
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this  the  case  when  it  forms  along  the  course  of  a  duct  or  canal, 
as  the  nasal  duct,  the  Eustachian  tube,  the  esophagus,  the 
urethra,  or  the  uterine  canal,  and  by  forming  dense  and 
unyielding  bands  or  patches  at  one  or  more  places,  causes 
constriction  or  strictures  of  the  lumen  of  these  canals.  Such 
strictures,  as  we  know,  are  oftentimes  serious  obstacles  to  proper 
function,  and  grave  derangements  may  result  from  them.  The 
customary  surgical  methods  for  relieving  such  strictures  are 
forcible,  slow,  or  immediate  dilatation,  or  cutting.  Either  of 
these  methods  must  result,  in  the  vast  majority  of  instances,  in 
the  subsequent  formation  of  still  more  cicatricial  tissue  through 
nature's  eflForts  at  repair,  and  the  stricture  is  renewed,  perhaps 
made  worse  than  before. 

63.  Negative  or  cathodal  electrolysis,  when  properly 
employed,  meets  the  conditions  necessary  for  relief  in  most 
instances  of  cicatricial  stricture  of  canals,  in  a  much  more 
scientific  and  efficient  way  than  by  the  other  methods  now 
employed.  A  suitable  electrode,  insulateil  except  at  the  point 
where  action  is  desired,  is  passed  into  the  canal  so  as  to  locate 
the  electrolytic  action  in  the  ^^einity  of  the  constricting  band 
or  patcli;  the  electrode  is  made  the  negative  pole  of  the  current, 
whieh  i<  then  earefullv  turned  on  and  n«»t  increased  bevond  3  or 
o  niillianiperes.  Tlie  anode  may  l»f  placed  at  any  convenient 
spot,  siicli  as  the  brt-ast,  back  of  tlie  neck,  hand,  thigh,  or 
abdomen,  but  suih  spot  shouM  be  largr  and  kept  well  moist- 
ened. At  the  cathode,  with  a  rurrent  of  this  strength,  the 
alkalies,  potash,  and  soda,  together  with  free  hydrogen  gas, 
begin  slowly  to  accumulate,  ant],  by  cataphoresis,  an  increased 
quantity  of  moisture  is  brought  t«>  the  sp«»t.  Through  this  com- 
I'ination  ••!  intluer.ce>  the  cicatrieial  patch  or  hand  is  softened, 
rendered  lax  aii<l  virMing,  and  expfrien«e  has  shown  it  to  be 
well  absorhtd,  in  part  at  least,  after  a  successit>n  of  such  appli- 
cations: the  change  in  conditii»ns  brought  about  bv  such  inter- 
ference aids  tlie  physiological  proces-«:s  to  rem»>ve  it.  Certainly 
in  cathodal  eieitrolysis  we  have  a  metliod  f. t  dealing  with 
strictures  that  is  su[»erit>r  to  cutting  or  foreibU-  liilatation. 

The  same  softening,  liquefying  aeti..n  of  the  cathode  niav  be 
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employed  where  fibroid,  cartilaginous,  osseous,  or  non-vascular 
epithelial  growths  require  removal.  The  change  started  in  such 
morbid  growths  by  cathodal  electrolysis  seems  to  be  just  the 
aid  needed  to  enable  the  nutritive  action  present  to  resume  its 
normal  course. 

64.  Choice  of  Polarity. — A  very  important  thing  to  be 
remembered  by  those  that  wish  to  make  use  of  electrolysis  in 
surgery,  is  that  directly  opposite  effects  on  the  tissues  are  caused 
by  the  action  of  the  anode  and  cathode  when  employed  as  the 
active  electrode.  The  polarity  must  always  be  chosen  with 
reference  to  the  work  to  be  done  and  the  nature  of  the  tissues 
to  be  operated  on,  and  the  success  of  electrolysis,  as  an  aid  to 
surgery,  is  mainly  dependent  on  a  right  choice  of  the  direction 
of  current. 

Several  of  the  most  recent  works  on  electrotherapeutics  have 
failed  to  sufficiently  emphasize  this  fact,  for  a  large  percentage 
of  the  failures  of  those  who  have  attempted  to  use  electrolysis 
in  surgery  and  who  have  abandoned  and  condemned  it,  can  be 
traced  to  ignorance  c^r  neglect  of  the  physical,  chemical,  and 
physiological  effects  of  polarity  in  the  application. 

65.  Advantagres  of  Electrolysis  and  When  to  Use  It. 

When  the  surgical  removal  of  certain  forms  of  abnormal 
growth  becomes  necessary,  the  electrolytic  method  of  accom- 
plishing this  possesses  advantages  that  make  it  preferable  in 
many  instances.  And  while  this  method  is  less  destructive  to 
normal  tissue  than  the  knife,  it  is,  in  suitable  cases,  no  less 
efficient  in  removing  the  diseased  tissue.  It  is  not  claimed  that 
the  electrolytic  method  of  removal  is  suited  to  every  form  of 
abnormal  growth,  for  there  are  certain  growths,  such  as  lupus 
in  various  localities,  carcinoma  of  the  breast,  leiomyoma  of  the 
uterus,  and  osteosarcoma  of  the  long  bones  (especially  when 
they  have  reached  any  considerable  size)  where  there  is  no  sub- 
stitute for  the  scalpel,  and  there  are  others,  such  as  polypi  of  the 
nasal  mucous  niem})rane  or  of  the  uterus  (with  very  slender 
attachments  to  the  surface)  that  may  be  as  successfully,  and 
much  more  promptly  removed  by  the  scissors,  the  scalpel,  the 
ecraseur,  or  the  snare.     But  between  growths  of  such  sizes  and 
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shapes  there  remains  another  class,  both  benign  and  malignant 
in  nature,  that,  mainly  by  reason  of  their  location  but  partly 
for  other  reasons,  are  best  adapted  to  the  electrolytic  method  of 
treatment.  We  should  include  in  this  class  all  growths  of 
moderate  size,  whether  malignant  or  benign,  that  are  so  situated 
that  the  extensive  removal  of  tissue  that  would  be  required  to 
thoroughly  extirpate  them  by  a  cutting  operation  would 
seriously  damage  the  integrity  of  the  part  from  which  they 
grew  so  that  its  function  would  be  impaired  or  its  appi»:iiance 
marred  to  a  much  greater  degree  than  would  result  if  the 
electrolytic  method  were  used.  Such  growths  occur  about 
the  eyelids,  nose,  and  lips;  in  the  nasal  fossffi,  mouth, 
pharynx,  and  larynx,  and  in  the  urethra,  bladder,  vagina, 
uterus,  and  rectum. 

Not  the  least  among  the  advantages  offered  to  the  surgeon 
that  adopts  electrolysis  for  the  removal  of  such  abnormal 
growths  as  are  suited  to  this  method  is  the  fact  that,  when 
properly  done,  it  leaves  no  scar.  Again,  since  the  electrodes 
may  be  adapted  in  size  and  shape  to  suit  any  part  that  is  to 
be  treated,  the  method  is  of  service  to  every  specialist. 

Each  experienced  operator  will  recall  a  number  of  conditions 
in  his  special  field  of  operation  wherein  a  styptic,  or  softening, 
and,  at  the  same  time,  a  thoroughly  antiseptic  instrument, 
made  such  bv  the  electricity  it  convevs,  would  meet  his  needs 
hotter  than  any  other,  and  especially  if  it  is  an  instrument 
caj)ahle  of  adapting  itself  to  growths  large  or  small,  whether 
located  on  the  surface  of  the  body  or  deep  within  the  tissues. 

(}G,  The  ni.'iin  advantage  then  of  the  electrolytic  method 
when  skilfully  cninlMved  is  that  it  effects  destruction  of  the 
al)nornial  tissue  and  nothing  else;  there  is  no  excess  of  tissue 
destruction.  It  is  capnble  of  insinuating  itself  along  that 
narrow  line  of  demarcation  between  the  normal  and  abnormal 
tissue,  and  directly  destroys  the  vitality  of  certain  of  the 
abnormal  cells,  while  the  nutrition  of  others  is  cut  ofT  by 
the  destruction  of  the  blood  and  lymph  channels  that  supply 
tliem.  A  gradual  disintegration  and  absorption  is  the  result, 
leaving  the  normal  tissue  in  possession  of   the  field  with  an 
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opportunity  to  repair  damages  with  a  minimum  amount  of 
cicatricial  tissue. 

As  the  electrolytic  action  is  apphed  by  one  or  more  needle 
points,  the  extent  of  tissue  that  can  be  act^d  upon  at  one  and 
the  same  time  is  at  the  will  of  the  operator.  If  it  is  desired  to 
protect  the  overlying  skin  or  mucous  membrane  from  the 
electrolytic  action,  the  needles  may  be  coated,  except  at  their 
points,  with  an  insulating  coat  of  varnish  or  vulcanite. 

With  the  industrial  electric  circuit  now  furnishing  the  direct 
current  at  every  door,  and  with  most  admirable  apparatus  for 
conveniently  modifying  and  controlling  it  for  this  purpose, 
the  difficulties  are  now  entirely  overcome  that  formerly  stood 
in  the  surgeon* s  way  who  otherwise  might  have  wished  to 
employ  electrolysis. 

The  following  illustrative  cases  have  been  chosen  from  among 
many,  because  the  locality  of  the  disease  in  each  case  is  one 
that  offers  peculiar  difficulties  to  surgical  operation,  and  because 
the  diseases  dealt  with  are  those  that  usually  require  the  most 
radical  surgical  measures  for  their  removal  in  order  that  the 
possibility  of  recurrence  in  situ  may  be  prevented. 


EXAMPL.E9    OF    TREATMENT    BY    ANODAL    ELECTROLYSIS. 

67.     Myeloma    of    the    Superior    Maxillary    Bone. 

The  patient  G.  P.,  of  Howell,  Michigan,  farmer,  age  66,  of 
good  habits.  Three  years  ago  he  first  noticed  a  small  growth  in 
the  roof  of  his  mouth,  that  grew  rapidly,  until  it  was  H  inches 
long,  IJ-  inches  wide,  and  protruded  downward  against  the 
tongue,  so  that  for  some  months  previous  to  treatment  the 
patient  was  unable  to  close  his  mouth.  When  seen  in  Decem- 
ber, 1896,  the  growth  gave  all  the  clinical  evidences  of  a 
myeloma.  The  patient  was  anemic,  haggard,  had  lost  llesh, 
and  was  living  on  liquid  food,  as  he  was  unable  to  close  his 
jaws  to  masticate.  The  case  was  one  that  ordinarily  would 
have  been  subjected  to  extirpation  by  the  knife.  (Plate  V. ) 
But  as  that  method  would  have  re(iuired,  as  is  well  known, 
a  somewhat  formidable  operation  involving  anesthesia,  con- 
siderable loss  of  blood,  some  hazard  of  shock  in   his  feeble 
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health,  and  would  in  all  probability  have  resulted  in  serious 
deformity  of  the  mouth,  nasal  fossse,  and  the  pharynx,  it  was 
suggested  to  him,  and  to  his  son,  who  accompanied  him,  that 
he  submit  to  the  electrolytic  method  of  treatment  which  it 
was  thought  would  at  least  arrest  the  further  progress  of  the 
growth  and  perhaps  effect  disintegration  and  cause  it  to 
disappear.  To  this  proposal  he  consented,  and  at  intervals  of 
2  or  3  weeks,  beginning  about  December  1,  1896,  he  was  given 
in  all  seven  treatments,  the  needle  being  made  the  positive  pole 
of  the  current  because  the  tumor  was  exceedingly  vascular. 
The  needle  was  first  introduced  at  the  margin  of  the  growth 
near  its  junction  with  healthful  tissue,  and,  as  nearly  as  could 
be  judged,  at  the  entrance  of  the  feeding  vessels.  Only  four  or 
five  introductions  of  the  needle  were  made  at  each  fiiitting,  and 
as  the  shrinking  from  the  margins  became  evident,  the  needle 
was  at  later  treatments  plunged  into  the  center  of  the  growth, 
sometimes  to  the  depth  of  f  inch  or  more,  at  such  points  as 
vascularity  and  cell-proliferation  seemed  to  be  greatest. 

The  interval  between  treatments  seemed  to  be  long  enough 
for  the  normal  tissue  to  recover  its  control  and  get  rid  of  the 
disintegrated  tissue,  and  a  steady  diminution  of  the  growth  was 
noticed  after  the  third  or  fourth  application.  From  that  time, 
without  any  untoward  results,  the  growth  has  gradually 
decreased  until  the  surface  has  now  resumed  almost  its  normal 
level.  Th(?  patient  has  recovered  his  health  and  strength,  and 
never,  as  the  result  of  the  treatment,  was  he  incapacitated 
for  an  hour. 

68,  Squamous  Epithelioma. — The  follow'ing  case  is 
typical  of  a  number,  of  similar  character,  that  have  yielded  to 
treatment: 

H.  J.  B.,  age  38,  farmer,  always  enjoyed  good  health.  No 
history  of  malignant  disease  in  his  family.  Lost  the  front 
teeth  of  his  upper  jaw  some  years  ago  and  wore  an  artificial 
plate  that  did  not  fit  well,  producing  some  irritation.  About  a 
year  ago  he  noticed  a  swelling  in  the  gums,  which  caused  some 
]>ain  and  soreness.  This  swelling  increased  slowly,  though 
steadilv,  in  spite  of  caustic  applications  made  with  a  view  of 
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stomach  irritability  and  indigestion)  and  after  each  application 
marked  diminution  in  the  size  of  the  growth  took  place.  Five 
applications  in  all  were  made.  The  growth  entirely  disappeared, 
the  alveolus  from  which  it  sprang  resumed  a  healthy  appear- 
ance, and  the  contour  was  normal  except  for  a  slight  depression 
where  the  abnonnal  tissue  involved  the  bone.  Some  months 
have  since  elapsed  and  the  surface  has  now  become  normal  in 
appearance  and  resistance  so  as  to  permit  a  new  well-fitting 
plate  to  be  worn.  Plate  VII  represents  the  present  appearance 
of  the  alveolus. 

69.  Ulectrolysls  of  Rectal  Neoplasms. — Abnormal 
growths  in  the  rectum,  both  malignant  and  benign,  are  not  of 
infrequent  occurrence.  These  may  be  of  the  nature  of  epitheli- 
oma, carcinoma,  polypi,  villous,  hypertrophies,  or  hemorrhoids. 
If  malignant  in  nature,  the  disease  may  have  progressed  so  far 
that  a  choice  of  method  of  operation  is  no  longer  afforded, 
resection  offering  the  only  hope  of  relief.  But  let  us  presume 
that  the  growth,  if  malignant,  has  been  discovered  early,  and 
that  it  is  still  confined  to  a  limited  area  of  the  rectal  wall,  or 
that  it  is  benign  in  character,  with  no  tendency  to  progress  or 
disseminate  itself  into  tlie  adjoining  tissues.  It  may  be  that  it 
is  located  high  up  in  tlie  rectal  pouch;  thut  its  origin  sinks  deep 
between  folds  of  normal  mucous  niembrane;  that  it  is  extremely 
vascular.  Such  are  the  conditions  that  attend  not  infrequently 
the  early  stages  of  epithelioma,  the  most  fre<juently  occurring 
form  of  malignant  growth  that  is  found  in  this  locality.  The 
dilTiculties  that  heset  one  in  the  attempt  to  get  at  and  success- 
ful Iv  remove  such  growths  are  oftentimes  insurmountable  with- 
out  a  free  postt-rior  incision  through  llie  rectal  wall,  requiring 
the  temporary,  if  not  permanent,  sacrifice  of  the  sphincters  and 
perhaps  the  removal  of  the  coccyx.  Such  growths  are  often 
broad  at  the  base;  they  are  not  infrequently  extremely  vascular, 
fed  by  large  vessels  freely  anastomosing;  their  origin  may  be 
inaccessihle  to  knife  or  ligature  hy  reason  of  intervening  folds 
of  normal  mucous  membrane;  they  oftentimes  are  remote  from 
the  surface,  j>reventing  the  operator  from  using  any  form  of 
cutting   instrument    easily,    and    when   he  attempts   this,   the 
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profuse  hemorrhage  hides  everything  from  sight.  The  incision 
must  include  a  wide  margin  of  normal  tissue  about  the  base  of 
the  growth,  if  it  be  malignant,  in  order  to  preclude  the  possi- 
bility of  return;  and  so  likewise  must  the  ligature,  to  be  effec- 
tual, embrace  all  that  is  abnormal,  and  more.  The  resulting 
cicatrix  from  these  methods  is  likely,  therefore,  to  cause  stric- 
ture or  adhesions  that  seriously  impair  the  function  of  the  gut. 
Good  surgery  aims  to  accomplish  its  end  by  checking  the 
abnormal  with  the  least  possible  damage  to  the  normal,  and 
just  in  proportion  as  it  succeeds  in  this  does  the  science  of 
surgery  progress. 

Anodal  electrolysis  brought  about  at  the  base  of  such  a 
growth  through  the  agency  of  an  insulated  needle  and  a  regulated 
constant  current  successfully  overcomes  all  these  difficulties.  The 
blood-vessels  that  nourish  the  growth  are  destroyed  by  coagu- 
lation and  the  shriveling  of  the  tissues  at  the  point  where  they 
enter  it.  No  hemorrhage  obstructs  the  view  and  there  need  be 
no  loss  of  normal  tissue.  There  is  no  danger  from  secondary 
hemorrhage;  no  raw  surfaces  to  favor  septic  infection;  no 
stitches  to  remove;  and  no  ligatures  to  slough  away.  The  patient 
in  many  instances  need  not  be  confined  to  bed  a  day,  and  in 
but  few  cases  does  this  method  of  operating  require  the  use  of 
an  anesthetic.  In  this  statement  of  fact  you  will  recognize 
advantages,  which  need  but  to  be  mentioned  to  be  appreciated, 
in  this  method  of  procedure  over  any  and  all  others. 

70.  Before  giving  the  details  of  a  case  of  rectal  disease 
treated  fti  this  manner,  we  wish  to  venture  a  suggestion  that 
appears  to  be  worthy  of  very  general  adoption.  It  relates  to  a 
method  for  exposing  the  rectal  walls  by  means  of  a  wire  specu- 
lum and  the  lithotomy  position.  For  tliis  idea  we  are  chielly 
indebted  to  Mr.  Richard  Davy,  of  Wi'stminster  College,  London, 
in  whose  clinic  we  first  saw  it  applied.  The  advantages  of  this 
speculum  over  any  other  in  use  are  at  once  apparent.  Its  shape 
makes  it  a  wedge-shape  dilator  of  the  sphincters  as  it  is  gently 
pressed  into  the  anus.  When  in  place  it  is  self-retained,  a!id 
can  be  readily  made  more  so  by  a  tape  carried  from  its  pro- 
jections to  a  waist  band.     It  therefore  requires  no  assistance  to 


m  ELECTRICITY  IN  SURGERY.  §12 

hold  it  in  place  and  givee  free  ppace  about  the  orifice  for  sipht 

and  operation.  And  last,  but  bv  no  means  least,  it  permits  a 
wad  o(  cotton  or  sponge  to 
be  placed  at  its  apex  to 
remain  there  undisturbed 
by  the  most  violent  peri- 
staltic action  of  the  bowels, 
and  successfully  prevents 
the  dischargee  from  reach- 
ing and  obscuring  the  6eld 
of  operation.  With  this  in- 
strument in  place  and  the 
patient  in  the  lithotomy 
position,  the  perplexities 
p"i.  at  that  so  commonly  delay  the 

fert<,j«p««/««  operator    when    attempting 

to  place  a  stitch  or  find  the  mouth  of  a  bleeding  vessel  in  this 

locality  are  effectually  banished. 

71.     Epithelioma  of  the  Rectum. — Mise  J.  D.,  age  24, 

waB  troubli.'ii  with  obstinati-  constipation  and  frequent  heraor- 

rliiigt'j;  fniTii  tlic  linwels.  ])rosiiiiial>lv  due  to  internal  piles 
Exiiiiiin;ilinri  liifiLlnr^i-da  sufl  va.-'cularniass,  2  inches  in  diameter, 
with  a  sunK-ivliat  constricted  base  on  the  posterior  rectal  ' 
its  linver  irargiii  fully  2  inches  above  the  upper  margin  of  the 
iiilcrniil  spliiiiotiT  The  nmcouiJ  membrane  formed  a  fold 
across  tin-  icctinii,  b.-luw  llie  growth,  so  that  it  was  difficult  to 
e.tpiise  tlie  margin  of  llie  nrowth  at  ils  Ka.se.  At  this  time  it 
was  deciili-d  to  remove  the  growtli  by  transfixion  and  the  double 
ligature.  The  iiatieiit  was  ane-^tlietued,  and  the  operation  was 
succe.esfiilly  jierfornied,  altliou^h  the  hemorrhage  wiie  frightful, 
and  it  was  2  weekh  before  the  ligatures  all  eanie  away  and  the 
part  was  sufficiently  healed  to  permit  the  patient  to  leave  her 
bed.  In  )!  months  the  growth  had  returned  almost  as  large 
a.«  before.  It  was  then  determined  to  try  anodal  eloctrolj'sis,  as 
all  the  facilities  for  it  were  at  hand  and  could  not  be  attended 
by  such  alarming  hemorrhage.  Again  the  jialientwas  anesthe- 
tized, placed  on  the  operating  chair  in  the  lithotomy  position, 
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and  the  wire  speculum  placed  in  position.  The  base  of  the 
tumor  was  easily  reached  by  a  long  stout  curved  needle,  held  in 
an  electrode  needle-holder,  and  the  base  of  the  growth  was 
pierced  in  half  a  dozen  directions  while  a  current  of  about 
6  milliamperes,  with  the  needle  as  the  anode,  was  passed  for  a 
period  of  12  to  15  minutes  until  the  tissue  at  the  base  was  pretty 
thoroughly  coagulated  at  a  number  of  points.  The  patient 
walked  away  from  the  office  within  an  hour  after  the  operation, 
returned  in  a  month  for  examination,  at  which  time  it  waa 
impossible  to  discover  the  least  evidence  that  such  a  growth 
had  ever  been  present,  the  mucous  membrane  appeared 
entirely  normal  and  there  was  no  contraction;  the  rectum  was 
acting  properly,  and  has  continued  to  do  so  ever  since — now 
three  years. 

72.     Epithelioma  of  tlie  Penis.— H.  A.  D.,  age  22,  a 

student,  recently  married,  stalwart,  well-proportioned,  muscular, 
a  superb  specimen  of  manly  vigor,  was  brought  for  diagnosis 
and  treatment  August  7,  1897.  His  family  and  personal 
history  were  both  good.  Three  years  previously  he  had  been 
circumcised  because  of  phimosis.  The  wound  had  not  com- 
pletely healed,  and  recently  a  growth  appeared  at  the  upper 
margin  of  the  wound,  where  the  skin  joined  the  mucous  mem- 
brane of  the  glans.  This  steadily  increased  in  size  until  at 
the  time  of  the  examination  it  was  as  large  as  the  half  of  an 
English  walnut,  with  a  cauliflower-like  surface,  red,  and  quite 
vascular.  A  microscopical  examination  of  a  segment  taken 
from  the  growth,  made  at  the  histological  laboratory  of  the 
University  of  Michigan,  showed  it  to  be  an  epithelioma.  Ampu- 
tation of  the  penis,  with  the  consequent  sacrifices  and  discom- 
forts, was  discussed,  and  the  alternative  offered  of  treatment  by 
electrolysis.  No  absolute  assurance  of  cure  was  given.  But 
the  statement  was  made  that  it  might  arrest  the  growth  and 
possibly  cause  it  to  disappear  by  atrophy  and  absorption.  This 
alternative  was  chosen.  The  patient  was  anesthetized,  since  the 
pain  from  the  insertion  of  the  needle  alone  in  this  locality  was 
likely  to  prove  severe,  and  a  needle  serving  as  the  anode  of 
a  direct  current  of  15  to  20  milliamperes  was  passed  into  the 
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line  of  demarcation  separating  the  growth  from  the  normal 
tissue.  This  was  done  four  or  five  times  at  each  treatment,  the 
current  being  allowed  to  pass  from  2  to  3  minutes  at  each  inser- 
tion, or  until  the  tissues  in  the  vicinity  of  the  puncture  were 
blanched  and  somewhat  shriveled.  For  a  moment  each  time 
before  withdrawing  the  needle,  the  current  was  reversed. 

73.  The  treatment  consumed  about  20  minutes  time  after 
the  patient  was  sufficiently  anesthetized.  At  the  close  of  the 
treatment  an  antiseptic  dressing  was  applied.  An  interval  of 
2  or  3  weeks  was  allowed  to  elapse  before  another  treatment, 
and  at  the  end  of  this  time  a  very  perceptible  decrease  in  the 
size  of  the  growth  had  occurred  and  the  pain,  which  had 
previously  been  considerable,  was  lessened. 

At  the  second  and  at  all  subsequent  treatments  a  leash  of 
four  needles  in  the  place  of  one  needle  was  used  as  the  anode. 
At  times  these  were  inserted  at  the  margin  of  the  growth  and  at 
other  times  directly  into  its  most  prominent  nodules.  The 
needles  were  made  to  penetrate  to  a  depth  that  insured  the 
electrolytic  action  on  the  base  of  the  growth;  when  it  was 
desired  to  concentrate  the  electrolytic  action  at  the  tip  of  the 
needle,  a  coating  of  white  varnisli  was  j)laced  over  the  greater 
part  of  tin*  needle  and  thoroiiglily  dried,  so  as  to  insulate  it, 
the  ti|)  of  the  needle  being  ])roteeted  from  the  varnish  by 
thrusting  it  into  a  cork.  W'lien  a  leash  of  needles  was  used 
instead  of  a  single  one,  the  eireiiit  wiis,  of  course,  divided  so 
that  the  density  at  any  one  needle-point  was  proportionately 
decreased.  This  would  ])ernnt  the  current,  as  shown  by  the 
niilliani[)ere-nj<'t('r,  to  be  increased  to  80  or  40  milliamperes 
without  causing  too  great  a  density  at  any  one  needle-point. 
Five  or  six  Ireatux-nts  of  this  character  were  given  this  patient, 
at  intervals  varying  from  *>  to  4  weeks,  with  tlie  result  that  the 
growth  gradually  shrank  and  normal  e]:)ithelium  overspread  the 
surface  once  occupied  l)y  the  growth,  and  only  small  islets  of 
the  abnormal  structure  remained  in  two  or  three  spots.  Only 
ai)out  one-half  of  the  glans  structure  was  destroyed  by  the 
epithelioma  and  as  a  result  of  the  electrolysis.  The  urethra 
was  not  injured  and  the  patient  was  so  far  improved  that  he 
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indulged  quite  a  number  of  times  in  coition  in  spite  of  the 
strict  orders  he  had  had  as  to  continence. 

He  was  directed  to  continue  the  electrolytic  treatment  with 
his  home  physician,  who  was  quite  well  prepared  to  give  it; 
but,  owing  to  the  fact  that  he  was  so  much  improved,  he 
neglected  to  comply  with  this  advice.  At  the  time  he  stopped 
treatment,  there  was  no  evidence  of  involvement  of  the  inguinal 
or  other  glands,  and  to  all  appearances  he  was  perfectly  healthy, 
and  the  genital  organs  were  performing  their  functions  nor- 
mally, perhaps  in  some  respects  to  excess.  Some  months  sub- 
sequent to  this,  this  patient  developed  epithelioma  of  the 
inguinal  lymphatics,  which  he  had  neglected  until  it  was  too 
late  for  surgical  interference.  The  abdominal  viscera  became 
involved  and  the  disease  soon  ended  in  death. 

There  is  every  reason  to  believe  from  a  critical  study  of  this 
case  that  a  persistence  in  the  electrolytic  treatment  until  every 
vestige  of  the  local  disease  had  disappeared  would  have  resulted 
in  a  complete  cure,  a  cure  that  would  have  preserved  the 
integrity  of  the  penis  for  the  most  part,  with  full  functional 
capacity. 

74.  Removal  of  Moles. — Moles  are  cutaneous  growths 
of  various  kinds  and  structure;  '^they  are  round,  oval,  or 
oblong,  discolored  spots  or  patches  of  skin  varying  in  size  from 
the  head  of  a  pin  to  several  inches  in  extent,  and  frequently 
are  sunnounted  with  either  soft  downlike  or  stiff  bristling 
hairs'*;  they  have  a  brownish-gray  or  chocolate  color,  and 
may  occupy  any  portion  of  the  surface;  they  may  remain 
during  life  without  causing  any  inconvenience,  unless  situated 
where  they  are  subjected  to  friction  by  the  clothing  or  occu- 
pation, when  they  may  inflame  and  ulcerate.  There  is  an 
inherent  tendency  in  these  growths  at  times  to  take  on  a 
malignant  character.  Melanoid  carcinoma  is  especially  liable 
to  develop  from  them.  When  they  are  situated  on  unexposed 
portions  of  the  body  and  show  no  disposition  to  become 
malignant,  they  recjuire  no  treatment;  but,  when  situated  on 
exposed  portions  of  the  body,  their  removal  may  be  desired  by 
the  patient  for  its  cosmetic  effect.     Electrolysis  is  peculiarly 
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well  adapted  for  disposing  of  them.  As  a  rule,  negative  electrol- 
ysis is  best  suited  to  destroy  growths  of  this  nature,  for  usually 
they  are  not  very  vascular,  being  composed  for  the  most  part  of 
changed  epithelium,  which  is  more  readily  disintegrated  by  the 
alkaline  ions  brought  to  the  negative  electrode.  Again,  if  a 
steel  needle  is  used,  negative  electrolysis  causes  no  secondary 
product  with  the  metal  so  as  to  leave  an  indelible  stain  in  the 
tissues,  as  is  the  case  with  the  steel  needle  when  used  as  the 
anode,  which  is  a  point  that  it  is  well  to  bear  in  mind  when 
the  operation  is  done  for  cosmetic  effect. 

75.  But  occasionally  these  cutaneous  growths  are  not  only 
large  in  size  but  are  likewise  quite  vascular,  a  combination  of 
mole  and  nsevus.  They  are  in  such  instances  elevated  above 
the  surrounding  surface  of  the  integument,  and  give  an  elastic 
or  cushion-like  feeling  to  the  touch.  When  moles  have  this 
structure  they  are  best  treated  by  means  of  the  anode,  and  if 
they  are  on  exposed  parts  of  the  body,  the  needles  used  shoold 
be  of  non-corrodable  metal,  as  gold,  platinum,  or  iridoplati- 
num.     A  typical  case  is  the  following: 

76.  Treatment  of  a  Mole. — Mrs.   G.   E.   H.,   age  33, 

has  a  good  family  history  and  always  has  enjoyed  good  health. 
From  birth  she  has  had  a  large  mole-like  patch  on  the  back, 
between  the  shoulders.  (Plate  VIII.)  It  never,  until  recently, 
has  caused  her  any  serious  inconvenience,  although  she  has 
noticed  that  it  has  steadily  increased  in  size.  Within  the  past 
two  years,  owing  to  tlie  friction  of  her  clothing,  as  she  has 
thought,  it  has  l)ecome  swollen,  sore,  and  tender,  and  because 
of  this  she  consulted  her  medical  attendant,  who  suggested 
that   she   trv    the   electrolytic   treatment. 

ft'  ft 

On  examination,  a  growth  was  found  beginning,  at  its  upper 
margin,  at  the  level  of  the  spinous  })rocess  of  the  seventh 
cervical  vertebra  and  extending  down  (J  inches.  In  transverse 
diameter  it  was  5^  inches.  It  was  of  chocolate  color,  covered 
with  rougliened,  corrugated  epithelium,  a  thick  growth  of 
downy  hairs,  and  dotted  with  enlarged  sebaceous  follicles  filled 
with  caseous  secretion.  The  skin  was  elevated  above  the 
surrounding  surface  from   J  to  ^  inch,  seemingly   due  to  an 
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increase  of  connective  tissue-elements  and  blood-vessels.  The 
whole  appearance  of  the  tissue  gave  the  impression  of  a  begin- 
ning malignant  change. 

To  remove  this  entire  patch  by  the  knife  meant  to  expose  a 
very  extensive  raw  surface  with  innumerable  small  but  active 
blood-vessels  to  control,  and  a  prolonged  skin-grafting  process 
to  follow.  The  electrolytic  method  of  treatment  seemed  prefer- 
able both  to  the  physician  and  to  the  patient.  Treatment  was 
begun  by  using  a  leash  of  4  gold-plated  needles  as  the  anode 
of  a  direct  current  of  30  milliamperes  strength.  These  were 
insulated  to  near  the  tip  and  thrust  in  to  the  depth  of  ^  inch, 
so  as  to  confine  the  electrolytic  action  to  the  base  of  the  growth. 
Eight  or  twelve  punctures  were  made  at  each  treatment,  the 
needles  being  introduced  about  an  inch  apart.  The  needles 
were  left  in  place  from  2  to  3  minutes  and  the  current 
reversed  for  a  few  seconds  before  their  removal.  The  patient 
placed  her  hands  on  a  broad,  well-moistened  cathode.  No 
anesthetic,  either  local  or  general,  was  used,  as  the  pain  was  not 
intolerable.  There  was  a  perceptible  diminution  in  the  size  of 
the  growth  following  the  first  treatment.  The  skin  over  the 
treated  portion  sank  nearer  to  the  natural  level,  the  epithelium 
grew  less  dense,  and  the  glandular  structure  in  the  skin 
appeared  more  like  the  normaL  Moreover,  the  skin  began  to 
take  on  its  natural  color  in  patches  corresponding  to  the  points 
of  insertion  of  the  needles.  Six  or  eight  treatments  were  given 
in  all,  at  intervals  of  a  few  days,  and  were  discontinued  because 
all  of  the  unpleasant  symptoms  that  caused  the  patient  to  seek 
for  relief  had  disappeared.  The  outlines  of  the  growth  are 
much  diminished,  the  surface  of  the  skin  is  near  the  natural 
level,  and  the  structure  of  the  skin  is  more  natural  in  appear- 
ance. The  pain  and  discomfort  have  wholly  disappeared. 
We  are  justified  in  saying  from  experience  Avith  other  cases 
similar  in  nature  to  this  one,  that  further  treatment  would  have 
resulted  in  an  entire  disappearance  of  the  abnormal  tissue,  but 
in  this  instance  it  was  not  advisable,  since  it  w^as  not  necessary 
either  for  the  safety  of  the  patient  or  the  cosmetic  effect.  We 
now  think  it  would  be  best  to  treat  a  nojvus  of  this  size  and 
nature  by  means  of  X-rays  or  actinic  rays. 
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77.  Klectrolysis  of  Aneurism. — Aneurism  of  large 
blood-vessels,  such  as  the  aorta,  innominate,  carotids,  or  sub- 
clavians,  offers  as  a  rule  a  hopeless  prognosis.  Until  anodal 
electrolysis  was  employed,  surgery  was  able  to  hold  out  but 
little  hope  that  the  disease  could  be  even  ameliorated  or 
retiirded  in  its  progress.  But,  owing  to  the  modern  development 
of  the  electrolytic  treatment,  much  benefit  can  be  looked  for 
from  the  employment  of  it  in  these  severe  cases  of  aneurism, 
provided  it  is  undertaken  by  skilled  operators. 

The  procedure  consists  in  the  insertion  of  spirally  coiled  fine 
gold  wire  into  the  aneurismal  sac  through  an  aspirating  needle. 
Nine  or  ten  feet  of  such  wire  is  used  in  a  case  where  the 
aneurism  is  large.  The  wire  is  then  made  the  anode  of  a  direct 
current  of  from  10  to  100  milliamperes  strength,  while  the 
cathode  is  placed  upon  the  back,  the  thigh,  or  other  convenient 
part  of  the  body.  The  current  is  continued  until  pulsation 
censes  and  evidence  is  given  that  coagulation  and  solidification 
of  the  contents  of  the  sac  have  taken  place.  This  requires  from 
a  few  minutes  to  an  hour  or  more.  In  some  instances,  several 
coils  of  wire  have  been  inserted  at  different  points  of  the  dilated 
vessel  at  the  same  sitting. 

Sixteen  cases  of  aortic  aneurism  treated  in  this  manner  have 
now  l)ren  reported.  Five  of  tlie  sixteen  cases  were  very  much 
ini])rove(],  live  were  cured,  and  all  were  relieved  by  the  proce- 
dure. Prof.  H.  A.  Hare,  of  Philadelphia,  has  operated  upon 
and  reported  several  of  these  cases.  After  reviewing  the  litera- 
U\Y('  upon  the  subject  in  a  recent  article,  he  says:  'The  statis- 
tics of  this  operation  are  singularly  interesting  and  encouraging, 
and  it  is  a  matter  of  ^reat  interest  that  in  no  case,  so  far  as  I  am 
aware,  has  death  oc^curred  during  operation,  and  that,  notwith- 
standing the  inevitai)ly  fatal  ending  of  cases  with  such  a  growth  if 
it  is  not  interfered  with,  the  operation  gives  relief  and  prolongs 
life  in  a  suflicMcntly  large  })roportion  of  patients  to  justify  or  even 
demand  its  performance  in  all  suitable  cases."     (Plate  IX.) 

78.  Metallic  Klectrolysis. — We  have  seen  that  the 
anode  exerts  a  special  action  on  tissues  by  reason  of  the  nature 
of  the  chemical  substances  oxygen,  chlorin,  and  the  acids  that 
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accumulate  in  the  vicinity  of  that  electrode  while  the  direct 
electric  current  is  passing. 

In  case  the  anode  is  made  of  a  corrodible  metal  and  is 
brought  into  direct  contact  with  the  tissues  in  which  the  prod- 
ucts of  the  electric  dissociation  are  accumulating,  as  when  the 
anode  consists  of  a  metallic  needle  or  sound,  certain  of  those 
chemical  agents,  as  oxygen  or  chlorin,  will  unite  with  the 
metal  of  the  electrode  and  form  substances  which  of  themselves 
possess  therapeutic  properties.  Thus  the  oxid  or  oxychlorid 
of  zinc  or  copper,  of  mercury,  or  of  silver  may  be  readily 
formed  in  a  nascent  state  in  this  manner  and  be  used  to  medi- 
cate the  tissues  locally. 

Passages  of  the  body  or  pockets  and  cavities  into  which  a 
corrodible  metal  electrode  can  be  inserted  in  the  shape  of  a 
sound,  needle,  or  probe  can  be  not  only  subjected  to  the  action 
of  the  anode  of  the  direct  current,  but  also  to  the  chemical 
substance  thus  newly  formed. 

This  additional  action  of  the  anode,  termed  metallic  elec- 
trolysis by  Gautier,  has  been  utilized  to  advantage  in  the 
treatment  of  many  hitherto  intractable  disorders — as  gonorrhea 
of  the  male  urethra  or  similar  infectious  inflammation  of  the 
genital  passages  of  the  female,  disease  of  the  hair  follicles,  of 
the  nasal  and  pharyngeal  mucous  membranes,  and  slow-healing 
ulcers  both  of  the  skin  and  mucous  membranes.  Malignant 
growths  also  have  been  arrested  in  their  growth  and  caused  to 
disintegrate  by  the  use  of  this  method  of  treatment  more  effec- 
tively than  by  the  use  of  simple  electrolysis  alone  or  by  any 
other  method  of  treatment.  The  electrode  can  be  made  of 
zinc,  lead,  copper,  silver,  or  mercury,  according  as  the  local 
medicinal  effect  of  the  salts  of  one  or  other  of  these  metals  is 
required. 

79.  Dr.  G.  Betton  Massey,  of  Philadelphia,  has  for  a  year 
or  more  been  utilizing  this  method  of  metallic  electrolysis  in  a 
rather  unique  way  for  the  destruction  of  inoperable  cancers  and 
for  the  sterilization  of  the'  tissues  surrounding  them.  His 
process  of  operation  consists  in  using  direct  currents  of  suffi- 
cient strength  ta  convert  mercury  inserted  within  the  malignant 
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growth  into  the  soluble  oxychlorid  that  by  the  process  of 
electric  diffusion,  is  carried  * 'not  only  throughout  the  infected 
area  but  also  far  enough  beyond  it  to  sterilize  the  latent  cells  at 
some  distance  from  the  apparent  limits  of  the  growth.  These 
results  are  accomplished  at  one  application,  if  possible;  the 
large  current  required  usually  necessitating  that  the  patient  be 
under  the  influence  of  a  general  anesthetic  for  a  period  varying 
from  15  minutes  to  3  hours.  While  the  current  is  flowing  the 
growth  turns  grayish,  softens,  and  loses  vitality,  a  marked 
feature  being  the  immediate  disappearance  of  the  brawny  indu- 
ration of  malignancy.  An  inodorous,  aseptic,  and  painless 
slough  coming  away  in  from  14  to  21  days,  leaving  a  healthy 
cavity  to  heal  by  granulation.  Aside  from  its  bloodless  and 
painless  after  effects,  the  chief  advantages  of  this  method  that 
insure  freedom  from  recurrence  are:  All  affected  cells  are  killed, 
leaving  none  for  reimplantation  in  cut  edges;  the  region  beyond 
the  cancer  proper  i?  freed  from  cancer  cells  without  destruction 
of  healthy  tissue;  and  the  method  may  be  used  where  the 
knife  cannot  reach  the  seat  of  the  disease.'' 

Doctor  Massey  reports  that  he  has  already  applied  this  method 
to  50  cases  of  inoperable  cancer,  the  most  of  them  being 
exceedingly  desperate  instances  of  the  disease,  with  the  result 
that  32  per  cent,  have  been  cured,  54  per  cent,  have  been 
temporarily  benefited,  and  death  has  followed  in  14  per  cent. 
He  has  also  employed  the  same  method  with  success  in  the 
treatment  of  tubercular  glands  of  the  neck. 

The  mercury  is  introduced  by  means  of  a  gold  tube  of  small 
caliber,  which  is  used  as  a  trochar  and  tlirust  well  into  the 
growth,  the  tube  being  connected  with  the  conducting-cord 
carrying  the  current.  In  small  growths,  as  tubercular  glands, 
local  ethyl  chlorid  s})ray  is  used  to  numb  the  sensibility  of  the 
part  m stead  of  a  general  anesthetic. 

EX^VMPLES   OF    THKATMENT    HV    (  ATIIODAI.    ELFX'TUOLYSIS. 

80.  Th(^  illustrations  thus  far  given  have  dealt  with  the 
range  of  efficiency  })eculiar  to  anodal  electrolysis,  or  the  effects 
that  can  be  brought  about  in  living  tissue  by  means  of  the 
positive    electrode.      But    cathodal    electrolysis    is   callable    of 
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proving  none  the  less  serviceable  to  surgery.  In  the  field  of 
conservative  surgery  it  is  yet  de8tin(»d  to  play  a  very 
important  role. 

81.  Cicatricial  Tissue. — Cicatricial  tissue,  the  result  of 
inflammatory  action,  is  responsible  for  much  human  misery. 
It  narrows  and  occludes  and  distorts  many  of  the  channels  of 
the  body.  The  nasal  duct,  the  Eustachian  tube,  the  esophagus, 
the  urethra,  and  the  cervical  canal  of  the  uterus  are  conspicu- 
ous as  points  where  stricture  due  to  this  cause  are  of  frequent 
occurrence.  In  dealing  with  such  strictures,  present  methods 
and  results  are,  as  a  rule,  far  from  what  is  desired. 

82.  Injury  to  Normal  Tissue. — Conservative  surgery, 
as  has  been  said,  aims  to  remove  the  abnormal  with  the  least 
possible  injury  to  the  normal,  but  in  the  majority  of  methods 
now  employed  for  the  removal  of  stricture,  the  normal  is  made 
to  suffer  with  the  abnormal,  and  the  result  is  unsatisfactory  in 
proportion  as  this  is  the  case.  After  some  experience  in  its 
practice,  in  addition  to  a  careful  review  of  the  testimony  of 
those  more  experienced,  we  are  convinced  that  cathodal 
electrolysis  has  the  effect,  when  skilfully  managed,  of  softening, 
relaxing,  and  disintegrating  these  bands  of  cicatricial  tissue 
without  damage  to  normal  tissue  adjacent  to  them,  thus  releas- 
ing the  canal  that  they  have  narrowed  from  their  obstructing 
clutch.  If  this  is  true,  it  can  be  readily  seen  what  an  important 
stride  will  be  made  in  conservative  surgery  as  soon  as  cathodal 
electrolysis  is  universally  employed  for  the  removal  of  strictures, 
pelvic  adhesions,  fibroid  tumors,  and  the  like,  which  at  present 
give  rise  to  some  of  the  most  formidable  and  fatal  operations 
known  to  surgery. 

83.  Results  of  Cathodal  Electrolysis. — The  clinical 
fact  is  abundantly  proved  that  cathodal  electrolysis  overcomes 
the  mechanical  obstructions,  and  changes  the  histological  struc- 
ture of  dense  fibrous  tissue,  whether  as  a  result  of  inflammation 
or  other  pathological  process.  The  details  of  the  process  by 
which  this  is  brought  about  are  still  a  matter  for  speculation. 
But  it  is  known  and  can  be  demonstrated,  that  when  the  cathode 
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of  a  direct  current  is  brought  in  contact  with  living  animal 
tissues,  and  a  current  of  but  3  or  5  milliamperes  is  caused  to 
flow,  there  is  soon  accumulated,  in  the  vicinity  of  the  cathode, 
nascent  hydrogen  and  the  nascent  alkalies  soda  and  potassa. 
The  albuminoid  constituents  of  the  tissues  are  softened,  being 
liquefied  by  soda  and  potassa.  It  is  safely  presumable  that 
hydrogen  gas  forming  in  the  tissues  tends  to  expand  the  inter- 
stices of  the  connective  tissue,  which  is  abnormally  dense  and 
impenetrable,  and  that  a  freer  access  of  nutritive  fluids  and 
more  favorable  conditions  for  absorption  are  thus  established. 
Certain  it  is  that  after  a  few  minutes  of  such  application  of  the 
cathode,  resisting  bands  become  less  dense  and  less  obstruction 
is  offered  to  dilating  instruments,  and  that  this  is  not  a  tem- 
porary but  a  permanent  change  for  the  better. 

84.  Electrolysis  of  Strlctured  Canals. — Cathodal 
electrolysis  for  the  relief  of  stricture  has  been  practiced  in  all 
probability  upon  strictures  of  the  urethra  more  than  upon  those 
of  any  other  locality.  Nevertheless,  all  strictures  due  to  hyper- 
plasia of  connective  or  cicatricial  tissue,  whether  located  in  the 
nasal  duct,  Eustachian  tube,  esophagus,  rectum,  vagina,  or 
uterine  canal,  are  equally  amenable  to  this  method  of  treatment. 
Gonorrheal  inflammation  of  the  male  urethra  resulting  in 
stricture  is  of  comparatively  frequent  occurrence,  and  it  is  this 
that  has  given  occasion  for  tlie  large  preponderance  of  opera- 
tions upon  this  canal  as  compared  with  those  of  other  localities. 
Wherever  the  stricture  is  located,  the  principles  involved  in 
cathodal  electrolysis  for  its  relief  are  the  same,  the  operation 
(littering  only  in  the  electrodes  (Plate  X)  employed  and  the 
niani])ulation  recjuired  to  bring  the  electrode  into  contact  with 
the  strictiircd  portion  of  the  passageway.  It  is  assumed,  there- 
fore, that  it  will  not  l)e  necessary  to  describe  the  process  of 
catliodal  electrolvsis  for  the  relief  of  stricture;  in  all  the  various 
localities  mentioned.  If  the  process  is  fully  comprehended  in  its 
apj)lication  to  conditions  present  in  one  locality,  it  will  be 
readily  seen  to  be  quite  as  a])proj)riate  to  similar  conditions  in 
other  localities.  The  cures  that  have  been  reported  as  having 
resulted   from   the  electrolvtic   treatment   of  urethral  stricture 
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now  number  several  thousand,  and  they  proceed  from  men 
whose  ability  as  surgeons  and  whose  accuracy  in  statement  is 
beyond  question. 

Owing  to  an  imperfect  understanding  of  the  action  of  the 
direct  electric  current  upon  the  living  animal  tissues,  and  also,  no 
doubt,  to  a  lack  on  the  part  of  some  operators  of  the  necessary 
physical  knowledge  and  skill  in  technique  as  well,  much  bad 
surgery  has  been  done  in  the  name  of  electrolysis  of  the  urethral 
canal,  and  the  patient  and  the  method  have  had  to  suffer  in 
consequence.  But  there  is  no  longer  any  excuse  for  bungling 
work  in  urethral  electrolysis;  the  means  are  available,  the  direc- 
tions are  simple  and  clear,  and  the  technique  can  be  readily 
acquired  by  any  one  competent  to  pass  a  sound  or  a  catheter  in 
a  skilful  manner. 

85.  Rapid  Method  of  Electrolysis  of  Urethral  Stric- 
ture.— There  are  two  methods  that  have  been  employed  in 
treating  urethral  stricture  by  electrolysis  since  it  was  first 
proposed  and  practiced  by  Tripier — the  rapid  and  the  slow 
method.  The  first  aimed  to  accomplish  the  dilatation  of  the 
stricture  in  one  or  two  brief  stances  by  the  employment  of 
strong  currents  of  from  20  to  50  milliamperes.  This  is  the 
method  of  Tripier  and  his  followers,  and  has  been  termed  the 
galvanocaustic  method.  Its  results  are  bad  and  its  practice 
should  be  abandoned.  The  other  method  employs  a  current  of 
but  2  to  5  milliamperes,  so  that  the  action  is  slow,  gradual,  dis- 
solving, or  disintegrating,  and  treatment  with  currents  of  this 
strength  are  repeated  once  a  week  or  at  intervals  of  2  to  3  weeks 
with  electrodes  of  gradually  increasing  diameter,  until  the  size 
of  the  normal  urethra  is  reached.  This  is  known  as  the  New- 
man method,  and,  according  to  the  testimony  of  the  great 
majority  of  both  American  and  European  operators,  it  is,  when 
properly  done,  devoid  of  ill  effects,  and,  in  properly  selected 
cases,  results  in  cure  in  those  that  are  faithful  in  submitting  to 
the  treatment. 

86.  Gradual  Method  of  Electrolysis  of  Urethral 
Stricture. — The  slow,  or  gradual  method  with  the  us(>  of  very 
weak  currents,  which  is  the  only  electric  method  that  should  be 
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PLATE  X. 
Electrodet/or  TreaJLing  Xasal,  Urethral,  Sectal,  Clmn«,  and  Vaginal  Stricture, 
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employed  for  the  relief  of  any  form  of  cicatricial  stricture,  consists 
in  carrying  an  electrode  with  olive-shaped  tip  into  the  strictured 
canal  so  that  the  metal  tip  becomes  partially  engaged  in  the 
strictured  area,  but  is  two  or  three  sizes  too  large  to  pass  through 
it.  The  remainder  of  the  electrode,  except  that  portion  forming 
the  metal  tip,  should  be  very  smooth,  of  somewhat  smaller  diam- 
eter, and  well  insulated.  With  this  electrode  in  place  and 
attached  to  its  conducting-cord,  and  with  the  anode  of  ample 
surface,  well  covered,  and  well  moistened  in  place  on  the 
breast,  the  back,  the  hand,  or  thigh,  the  current  is  gradually 
let  into  the  circuit  until  the  milliampere-meter  registers  2  or  3 
milliamperes.  The  tip  of  the  electrode  is  now  kept  gently, 
very  gently,  pressed  in  contact  with  the  strictured  area  by  the 
operator,  until,  after  a  few  moments,  with  the  current-strength 
as  stated,  or  perhaps  increased  to  5  milliamperes,  but  no  more, 
he  feels  the  tip  of  the  instrument  slowly  moving  onwards  until 
gradually  he  discovers  it  has  passed  the  stricture.  This  may 
consume  2  or  3  minutes,  or  it  may  require  as  much  as  15  or 
20  minutes;  a  longer  time  would  not  be  advisable,  for,  if  in 
20  minutes  duration  of  the  application  of  the  current  of  this 
strength,  the  stricture  has  not  been  passed,  it  is  well  to  with- 
draw the  instrument  and  allow  an  interval  of  several  days  to 
elapse  before  repeating  the  same  procedure.  In  this  interval, 
some  absorption  and  relaxation  of  the  cicatricial  band  has 
taken  place  as  a  result  of  the  action  of  the  current,  and  a 
second  attempt  to  carry  the  instrument  through  under  similar 
conditions  is  seldom  unsuccessful.  If  the  electrode  chosen 
finds  its  way  through  the  stricture  in  a  few  seconds  or  minutes, 
without  the  use  of  any  force,  it  is  well  to  bring  it  back  to  the 
strictured  point  again  for  a  few  minutes  and  prolong  the  eflFect 
of  the  electrolysis  at  the  one  sitting.  By  so  doing,  it  will  not 
be  necessary  to  repeat  the  process  in  that  case  very  often. 
If  the  strictured  l)and  is  slow  in  yielding,  or  if  there  are  sev- 
eral bands  at  different  parts  of  the  canal,  it  is  better  not  to 
attempt  too  much  at  one  treatment,  but  have  the  patient  return 
after  an  interval  of  4  or  5  days  to  a  week. 

It  always  insures  a  more  satisfactory  result  in  the  end  if  the 
treatments  are  made  gently,  for  a  brief  time,  and  with  small 
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currents,  even  though  this  may  prolong  the  treatment  over  a 
number  of  weeks  before  the  case  can  be  pronounced  cured. 
This  course  avoids  hemorrhage,  irritation  of  the  urethra,  or 
eschars,  which  might  otherwise  occur.  At  the  same  time,  it 
stimulates  the  natural  processes  of  absorption  without  impe- 
ding them.  After  one  such  treatment,  it  is  found  at  the  next 
attempt  that  an  electrode  two  or  three  sizes  larger  can  be  used, 
and  in  all  probability  this  will  pass  the  strictured  area  with  the 
same  current  and  as  readily  as  in  the  first  instance.  It  some- 
times happens,  however,  that  the  same  size  of  electrode  must 
be  used  for  several  successive  treatments  before  it  is  best  to 
make  use  of  one  of  larger  size.  The  nature  of  the  constricting 
band  will  determine  this.  If  it  is  thick,  dense,  and  long,  or 
devious  in  its  channel,  it  is  best  not  to  attempt  to  increase  the 
size  of  the  electrode  too  rapidly,  but  give  the  electrolytic  action 
a  longer  time  to  effect  absorption. 

It  is  well,  both  before  and  after  using  the  sound,  to  inject  an 
antiseptic  solution,  as  boroglycerin  or  euthymol,  into  the  canal; 
and  the  electrode,  in  order  to  facilitate  its  passage,  should  be 
coated  with  a  substance  that  offers  but  little  resistance  to  the 
current,  as  a  bland  pure  soap. 

87.  Klectrodes  for  Urethral  Stricture. — It  is  best  to 
have  the  electrodes  for  the  treatment  of  strictures  made  in  one 
piece,  the  tip  being  firmly  and  permanently  attached  to  the 
stem.  This  rec^uires  a  separate  electrode,  it  is  true,  for  each 
size,  but  it  makes  a  mucli  more  substantial  electrode  and  one 
that  is  not  only  capable  of  being  kept  more  thoroughly  aseptic, 
but  is  void  of  the  danger  of  a  separation  of  the  tip  when  in  use, 
an  accident  that  sometimes  liappens  to  those  electrodes  made 
with  a  universal  stem  to  whicli  tips  of  various  sizes  may  be 
attached  by  a  screw-thread  on  its  extremity.  After  some  use, 
the  threads  of  this  screw  become  worn  and  the  tips  cannot  be 
very  firmly  fastened  to  the  shaft.  Occasionally,  also,  the  metal 
of  the  shaft  needs  to  be  so  slender  that  when  it  is  still  further 
reduced  by  the  cutting  of  the  thread  upon  it,  a  fracture  readily 
takes  plac(\  Tunneled  electrodes  arc  recjuired  when  the  stric- 
tured canal  is  tortuous.     A  filiform  bougie  is  first  passed  as  a 
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guide  to  the  electrode,  which  is  then  made  to  follow  the  bougie 
and  enlarge  the  canal  by  cathodal  electrolysis. 

It  is  claimed  by  Newman  that  all  forms  of  urethral  stricture 
are  amenable  to  this  gradual  method  of  treatment.  This  we  are 
hardly  prepared  to  believe,  for  there  are  some  cases  where  noth- 
ing short  of  an  external  urethrotomy  is  possible.  But  it  is  safe 
to  say  that,  by  patience,  perseverance,  and  skill  in  the  use  of 
cathodal  electrolysis,  the  vast  majority  of  those  cases  of  stric- 
tures of  the  urethra  where  a  bougie  of  even  the  smallest  caliber 
can  be  carried  into  the  bladder  can  be  successfully  followed  by 
electrodes  of  gradually  increasing  size  until  the  urethra  is  suffi- 
ciently enlarged.  And  this  result,  in  spite  of  the  time  required, 
will  be  attended  with  less  inconvenience  to  the  patient,  is  much 
less  dangerous  than  a  forcible  dilatation  or  urethrotomy,  and  is 
more  certain  to  be  followed  by  permanent  improvement. 

88.  Electrolysis  of  Fibroid  Growths. — Fibroid  tumor 
of  the  uterus,  fibroid  goiter,  fibroid  growths  in  the  mammary 
gland,  fibroid  hypertrophy  of  the  prostate  gland,  are  the  chief 
pathological  conditions,  tumor-like  in  form,  to  which  the  treat- 
ment by  means  of  cathodal  electrolysis  is  found  applicable. 
They  have  a  common  origin  in  being  abnormal  developments 
of  connective  tissue.  The  limitations  to  the  treatment  of  uter- 
ine fibroma  by  means  of  cathodal  electrolysis,  as  well  as  by 
other  electric  modalities,  are  set  forth  in  detail  in  Therapeutic 
Uses  of  Electricity  in  Gynecology,  and  need  not  be  repeated  here. 
Much  controveray  has  arisen  over  the  claims  that  have  been 
made  for  the  utility  of  the  direct  current  in  the  treatment  of 
uterine  fibroids.  But  the  patient  and  painstaking  work  of 
Apostoli  has  not  been  fruitless,  and  it  now  is  very  generally 
conceded  by  those  that  have  faithfully  followed  his  directions 
as  to  the  proper  selection  of  cases  and  have  put  to  the  test  his 
methods  of  treatment  with  the  direct  current,  that  the  con- 
clusions of  Keith  are  well  sustained,  viz. : 

**This  treatment  almost  always  relieves  pain.  It  almost 
always  brings  about  diminution  of  the  tumor — sometimes  rap- 
idly. It  almost  always  stops  hemorrhage-  sometimes  rapidly." 
As  these  are  the  chief  symptoms  that  force  the  patient  with 
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uterine  fibroid  to  seek  surgical  aid,  certainly  a  method  that  can 
in  the  great  majority  of  cases  (nineteen  cases  out  of  every  twenty) 
control  these  symptoms  with  but  little  trouble  to  the  patient  and 
no  hazard  of  life,  deserves  to  be  offered  to  her  as  an  alternative 
to  a  laparotomy  or  a  vaginal  hysterectomy. 

It  is  not  every  case  of  uterine  fibroma  that  can  be  success- 
full}'  treated  in  this  manner.  The  growth  may  be  too  exten- 
sive; it  may  be  so  located,  as  in  the  subperitoneal  or  sessile 
form,  that  the  electrode  cannot  be  brought  into  close  proximity 
to  it;  it  may  give  rise  to  or  be  associated  with  other  pathological 
conditions  that  render  this  form  of  treatment  inadmissible,  as  is 
the  case  when  there  is  much  inflammation  or  suppuration  in 
the  uterus  or  its  adnexa. 

89.  When  Cathodal  Klectrolysls  Should  be  Em- 
ployed.— When  cathodal  electrolysis  should  be  chosen  in 
preference  to  other  methods  of  treatment  for  uterine  fibroids 
has  now  been  quite  clearly  determined.  It  is  the  method  to  be 
selected  when  the  tumor  has  not  degenerated;  when  it  is  not 
excessively  large;  when  the  patient  does  not  object  to  a  long 
and  tedious  treatment,  ending  in  a  permanent  shrinkage  of  the 
growth  to  one-lialf  or  one-quarter  its  size  at  the  beginning, 
with  tlie  possibility  of  its  entire  disaj){)earance,  but  on  the  con- 
trary prefers  this  to  the  risk  of  the  more  dangerous  cutting 
operation  in  which  the  n)ortality  is  great,  the  body  unsexed, 
and  the  ahdoinm  often  ruptured.  Every  surgeon  who  holds  it 
to  be  his  duty  to  his  j)atient  to  employ  that  means  for  the  relief 
of  this  (M>n(lition  which  is  most  likely  to  result  in  the  greatest 
amount  of  relief  for  all  the  distressing  symptoms  with  the  least 
risk  to  hfe  or  damage  to  the  natural  functions  of  her  abdominal 
and  ])elvic  organs,  will  give  to  the  claims  of  this  method  of 
treatment  proper  and  serious  consideration  hefore  discarding  it 
for  another,  which  may  he  more  convenient  for  him  to  perforn), 
hut  promises  less  for  his  j)atient's  welfare. 

The  excessive  hemorrhage  that  so  freijuently  acconjpanies  the 
growth  of  fihroma  of  the  uterus  re(juires  iuv  its  appropriate  electric 
treatment  the  use  of  the  anode  rather  than  tin*  cathode  in  many 
instances.     This  hemorrhagti  may  \)v  due  to  a  fungoid  change 
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in  the  endometrium  that  becomes  very  vascular  owing  to  the 
obstruction  caused  by  the  fibroma  to  the  return  flow  of  blood. 
The  anode  applied  thoroughly  for  a  number  of  times  to  this 
vascular  mucous  membrane  has  the  effect  of  a  curettage  in 
diminishing  its  vascularity  and  controlling  the  hemorrhage. 
In  conditions  such  as  these,  anodal  electrolysis,  with  a  view  of 
correcting  this  drain  upon  the  patient,  should  precede  the  more 
radical  attempt  to  promote  absorption  of  the  fibroma  by  means 
of  cathodal  electrolysis. 

90.  Two  Methods  of  Cathodal  Electrolysis. — There 
are  two  methods  by  means  of  which  the  disintegrating,  absorp- 
tive influence  of  cathodal  electrolysis  may  be  brought  to  bear 
upon  uterine  fibroids,  fibroids  of  the  mammary  gland,  hyper- 
trophy of  the  prostate,  or  fibrous  increase  in  the  thyroid  or 
lymphatic  glands. 

91.  First  Method. — By  the  use  of  a  suitably  shaped 
electrode,  the  current  may  be  concentrated  as  much  as  possible 
at  a  point  on  the  mucous  membrane  or  cuticle  in  the  near 
vicinity  of  the  fibroid  growth,  while  a  broad  dispersing  electrode 
is  placed  at  some  indifferent  surface  of  the  body.  The  strength 
of  current  in  this  case  must  fall  short  of  an  amount  that  would 
result  in  electrolysis  of  the  mucous  membrane  or  cuticle.  The 
very  strong  currents  that  were  in  the  beginning  used  and 
advised  by  Apostoli,  250  to  500  milliamperes,  did  cause  eschars 
due  to  the  electrolysis,  which  were  very  annoying  complications. 
Currents  of  less  strength,  30  to  50  milliamperes,  applied  for  a 
longer  time,  8  to  15  minutes,  were  later  advised  by  Apostoli, 
and  these  appear  to  accomplish  equally  good  results  in  promo- 
ting absorption  of  the  fibrous  tissue,  and  a  stronger  current- 
strength  than  this  is  now  seldom  used.  Even  with  currents  of 
this  strength,  it  is  advisable  to  keep  the  electrode  gently  moving 
over  a  limited  area  of  contact  during  the  application,  so  that  too 
great  density  of  current  may  not  be  continuously  applied  to 
one  point  on  the  mucous  or  cutaneous  surface. 

92.  Second  Method. — The  second  method  is  that  by 
which    the    disintegrating    action   of   cathodal    electrolysis    is 
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concentrated  at  some  point  within  the  fibrous  growth.  This  is 
effected  by  using  a  needle  or  trochar-shaped  electrode,  which  is 
thrust  through  the  cutaneous  or  mucouH  covering  and  buried  in 
the  growth  to  the  desired  distance.  The  instrument  should  be 
thoroughly  insulated  except  for  so  much  of  the  extremity  as 
can  be  carried  entirely  within  the  tumor.  By  this  means,  the 
normal  overlying  tissues  are  protected  from  the  destructive 
action  of  the  current. 

By  reason  of  the  small  surface  of  this  pointed  electrode,  the 
current-density  is  very  greatly  increased  in  its  immediate  vicin- 
ity, provided  the  strength  of  current  remains  the  same  as  before, 
30  to  60  milliamperes.  An  immediate  destruction  of  the 
fibrous  tissue  surrounding  the  end  of  the  electrode  results  from 
this  procedure,  and  more  rapid  absorption  of  the  tumor,  as  a 
rule,  takes  place.  Much  greater  care  is  needed,  however,  in  the 
employment  of  this  method  to  avoid  unpleasant  complications. 
There  is  danger  of  piercing  tissues  that  it  is  not  the  inten- 
tion to  injure,  and  there  is  likewise  danger  of  destroying  more 
tissue  than  can  be  removed  by  the  subsequent  absorptive  action. 
Necrosis  of  a  part  of  the  tumor  may  be  the  result,  and  suppura- 
tion may  ensue  if  this  necrosed  area  should  become  infected. 
There  is,  of  course,  much  more  danger  of  infection  by  reason  of 
the  puncture  and  necrosed  tissue  than  is  the  case  in  the  first 
method  of  treatment.  Yet,  when  proper  precautions  are  taken 
to  avoid  infecting  the  wound,  and  the  current  used  does  not 
exceed  50  milliamperes,  for  5  minutes  duration,  and  the  punc- 
ture is  made  well  into  the  substance  of  the  abnormal  growth 
without  doing  injury  to  surrounding  healthy  tissue,  this  method 
is  devoid  of  danger  and  causes  a  rapid  diminution  in  the  size 
of  the  tumor  or  hypertrophied  tissue. 

93.  Both  of  these  methods  of  cathodal  electrolysis  have 
been  employed  extensively  in  the  treatment  of  fibroid  goiter, 
hypertrophy  of  the  ])rostate,  fibroid  growths  in  the  mammary 
gland  and  fibrous  hyperplasia  of  the  lymphatic  glands  as  well 
as  in  the  fibroma  of  the  uterus.  Tlie  good  results  of  such  treat- 
ment are  found  to  be  proportionate  to  the  thoroughness  with 
which  it  is  carried  out.      (Plate  XI.  ) 
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94.  Cathodal  Electrolysis  of  Bxostoeesy  Warts, 
Moles,  and  Superfluous  Hairs. — The  above-named  defects 
in  tissue  growth  are  samples  of  some  remaining  conditions  of 
minor  surgical  importance  that  may  be  most  satisfactorily  dealt 
with  in  many  instances  by  the  use  of  cathodal  electrolysis. 
These  defects  occur  not  infrequently  in  places  where  any  con- 
siderable destruction  of  normal  tissue  would  result  in  a  scar 
that  would  be  quite  as  unsightly  as  the  thing  removed.  Bony 
or  cartilage  overgrowth  may  occur  about  the  joints,  in  the 
vicinity  of  fractures,  in  the  nasal  fossa,  and  elsewhere. 

95»  A  retrograde  action  the  reverse  of  tissue-buildin)a^  can 
usually  be  started  in  these  abnormal  or  redundant  deposits  by 
the  cathodal  action  of  the  direct  current  This  is  best  accom- 
plished in  tissue  of  this  character  by  using  a  needle-like  or 
sharp-pointed  electrode,  which  is  made  to  p^ietrate  the  tissue 
to  the  desired  depth,  and  through  this  a  current  of  20  or  90 
milliamperes  should  be  passed  for  3  or  5  minutes  at  a  tima 
The  electrode  can  then  be  withdrawn  and  reinserted  at  another 
point,  and  several  such  applications  may  be  made  at  one  sitting. 
The  necessary  precautions  as  to  antisepsis  should  be  taken  and 
this  treatment  repeated  at  intervals  of  a  few  days  or  a  week 
until  the  desired  result  is  attained.  If  for  any  reason  it  is 
thought  best  to  hasten  the  removal  of  the  growth,  several  needles 
attached  to  the  same  conducting-cord  may  be  inserted  and  the 
current  proportionately  increased.  It  is  the  practice  with  some 
operators  in  using  electrolysis  for  the  purpose  of  removing  bony 
spurs  or  portions  of  hypertrophied  turbinated  bones  in  the  nasal 
fossa,  to  concentrate  the  electric  action  upon  the  part  treated  by 
using  a  double-needle  electrode,  one  of  which  is  positive  and 
the  other  negative,  separated  by  a  slight  interval  so  that  the 
current  action  is  confined  to  the  tissue  that  lies  between  them. 

96,  Removal  of  Warts  and  Moles. — In  the  removal  of 
warts  and  moles  by  means  of  cathodal  electrolysis,  a  steel 
needle  can  be  used.  It  should  be  inserted  at  the  base  of  the 
growth  at  the  margin  of  normal  tissue  in  a  sufficient  number  of 
places  to  destroy  or  impair  all   the   cell-structure   that  gives 
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origin  to  the  abnormal  tissue.  A  liberal  formation  of  hydrogen 
gas  about  the  needle- point  and  a  blanching  of  the  surface  of  the 
growth  in  the  immediate  vicinity  of  the  puncture  indicates  that 
the  electrolytic  action  has  proceeded  far  enough  at  that  point. 
This  effect  should  be  brought  about  over  the  entire  surface  of 
the  growth.  It  then  requires  some  days  for  nature  to  complete 
tlie  work  of  disintegration  and  atrophy  of  the  abnormal  tissue 
and  to  furnish  a  sufficient  amount  of  normal  epithelium  to 
cover  the  denuded  area,  and  the  patient  should  be  cautioned 
against  picking  or  irritating  the  spot  during  this  period  of 
repair.  A  little  antiseptic  ointment  or  lotion  applied  to  the 
spot  is  an  additional  precaution  against  inflammation. 

97.  Removal  of  Hair. — For  epilation,  cathodal  electrol- 
ysis, though  somewhat  tedious,  is  the  most  effectual  method. 
In  destroying  hair  by  cathodal  electrolysis,  the  electrolytic 
action  is  brought  to  bear  upon  the  hair- bulb.  A  very  slender, 
but  blunt-pointed,  needle-like  electrode  is  carefully  carried  into 
the  hair  follicle  to  the  bottom  of  it  and  a  current  of  2  or  3 
miUiamperes  turned  on  until  a  froth-like  formation  of  gas 
accumulates  at  the  mouth  of  the  follicle,  when  it  will  be  found 
that  the  matrix  of  the  hair-bulb  has  disintegrated  and  the  hair 
can  be  withdrawn  by  a  gentle  pull  with  the  forceps.  A  hair- 
bulb  operated  on  in  this  manner  is  permanently  destroyed,  a 
result  that  is  seldom  obtained  by  any  other  method,  even  by  the 
use  of  X-rays.  Often  when  d epilation  is  brought  about  by 
X-rays  it  is  but  temporary,  the  hair-bulbs  are  not  destroyed,  and 
in  a  few  weeks  or  months  the  surface  is  again  covered  with  a 
luxuriant  growth  of  hair. 

Hairs  that  were  less  noticeable  before  and  that  lie  contiguous 
to  those  removed  sometimes  seem  to  be  stimulated  to  growth  by 
this  method  of  epilation,  so  that  it  becomes  necessary  in  some 
cases  to  go  over  an  area  of  superfluous  hair-growth  two  or  three 
times  before  a  satisfactory  result  is  attained.  But  patience  and 
perseverance  in  this  method  of  treatment  will  always  bring 
about  the  desired  result. 

The  X-ray  method  of  epilation  gives  promise  of  doing  this 
work  in  a  more  wholesale  manner  and  therefore  more  rapidly. 
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Whether  or  not  it  will  prove  as  permanent  and  satisfactory  in 
its  results  remains  to  he  proved. 

98.     Electric  Bifrusion  of  Potassium  lodid.— In  the 

treatment  of  fibroid  hyperplasia  by  means  of  cathodal  elec- 
trolysis, laboratory  experience  and  clinical  observation  seem  to 
teach  that  its  action  can  be  very  greatly  supplemented  by  elec- 
tric diffusion  of  potassium  iodid.  Potassium  iodid  in  some 
manner  favors  the  disintegration  and  absorption  of  redundant 
connective  tissue. 

When  an  electrode,  forming  the  anode  of  a  direct  current,  is 
covered  with  absorbent  cotton  moistened  with  a  solution  of 
potassium  iodid,  and  this  electrode  placed  in  contact  with  the 
skin  or  mucous  membrane,  and  a  strength  of  current  such  as  is 
customarily  employed  in  electrotherapeutic  application  is  used, 
the  potassium  iodid  is  soon  decomposed  and  the  absorbent 
cotton  on  the  electrode  becomes  stained  by  the  iodin,  which  is 
set  free  at  the  anode,  and,  because  of  its  affinity  for  the  positive 
pole,  is  retained  there.  But  if  the  cathode  is  the  pole  used 
instead  of  the  anode,  the  potassium  iodid,  with  the  same 
strength  of  current,  is  conveyed  into  the  tissues  as  potassium 
iodi'l.  In  tliese  applications  of  cathodal  electrolysis  by  the 
first  method  mentioned,  it  is  oftentimes  feasible  to  add  to  the 
therapeutic;  efTect  of  the  electrolytic  action  of  the  direct 
current  the  specific  local  action  of  potassium  iodid  by  covering 
the  cathode  (one  made  of  carbon  is  preferable)  with  absorbent 
cotton  soaked  in  a  saturated  solution  of  potassium  iodid. 

KI.KCTKICITY    AS    A    8TIMUL.AXT    TO    XUTRITIOX. 

UiK  Physiological  EflPects  of  Genei-al  Galvanism 
and  Faradisni. — The  surgeon  has  to  treat  many  cases  of  disease 
wherein  tlie  imj)rovement  of  his  patient  is  dependent  on  such 
means  as  will  tone  up  the  digestive,  circulatory,  and  eliminative 
functions  so  that  a  more  healthful  state  of  nutrition  may  be 
brought  al)out.  When  a  serious  surgical  operation  must  be 
made  upon  a  patient  and  there  is  time  for  putting  the  patient 
into  the  best  possible  condition  to  undergo  it,  the  judicious  sur- 
geon seeks  to  do  this  by  the  best  methods  available. 
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very  accurately  and  judiciously  applied.  It  must  be  made  to 
such  nerves  and  muscles  as  require  it  to  the  exclusion  of  those 
that  do  not.  It  must  also  be  remembered  that  electric  stimoliu 
can  be  overdone  and  bring  about  fatigue  in  nerve  and  muade 
quite  as  readily,  if  not  more  readily,  than  ov^action  caused  by 
volitional  effort.  Such  treatment  should  not  therefore  be 
entrusted  to  incompetent  persons  unfamiliar  with  the  anatom- 
ical and  physiological  conditions  that  are  being  dealt  with, 
otherwise  the  electric  applications  will  be  productive  of  mote 
harm  than  good. 

These  suggestions  are  offered  here  for  the  reason  that 
the  correction  of  deformities  is  always  a  slow  and  tedious 
process.  The  surgical  operations  that  such  cases  require  are 
but  preliminary  to  the  necessary  prolonged  after-treatment 
The  surgeon  may  perform  the  surgical  operation  successfully 
and  well,  but  too  often  the  after-treatment,  which  is  quite  as 
essential,  if  not  more  so,  to  the  attainment  of  the  best  resoltSy  is 
entrusted  to  a  nurse  or  the  patient's  relatives,  who  are  in  no 
manner  fitted  for  attending  to  it  intelligently  or  akilfolly. 
Especially  is  this  true  when  that  treatment  involves  the  use  of 
electric  currents.  Here  the  ridiculous  attempt  is  often  made  by 
one  who  but  irii{»erfectly  understands  th^  nature  and  capacities 
of  the  agent  he  is  era{>loying.  to  apply  it  for  a  definite  purpose 
to  a  living  structure  whose  mechanism  is  to  him  still  more  of  a 
mystery. 

1 02.     Pn^inotion  of  Healing:  Processes. — The  help  that 

el»-<:"tri».ity  an'»rd-  the  surgeon  in  prom»»ting  the  healing  proc- 
esses in  certain  -tatt-s  of  defec^tive  Ivx^al  nutrition  or  feeble 
capacity  for  repair  is  'juite  remarkable  and  readily  demonstrated. 
Perliaj'S  in  nr»  ca-es  is  this  action  more  easily  shown  than  in 
certaiii  chmuic  j'»:n:  diseases  and  in  ulcers  such  as  be^i-sores, 
manitestir.g  fe^'-le  rt-j-arative  activity.      .  Plate  Xll. ') 

These  L.^cal  ar».as  of  sluggish  or  inadeijuate  reparative  activity 
are  in  many  instan«:fS  apparently  dependent  on  a  want  of 
vitality  in  the  tissut-s  of  ilie  part  aside  from  the  cause  that  has 
depleted  this  vitality.  Ti.e  cause  may  have  been  primarilv  an 
injury  or   a   bacterial    ir.iection    or   an  intianmiatii>n  of   other 


§12  ELECTRICITY  IN  SURGERY.  91 

origin,  leaving  obstruction  from  organized  or  unorganized  exu- 
dates. Whatever  the  process  that  has  led  to  the  weakened 
state  of  the  tissues,  a  want  of  vital  energy  in  the  tissues  involved 
is  clearly  an  important,  if  not  the  chief-factor,  retarding  or  pre- 
venting recovery.  To  the  state  of  local  tissue- weakness,  elec- 
tricity in  several  of  its  forms  of  modality  can  bring  substantial 
aid.  The  electric  energy  is  transformed  into  physiological 
energy  and  the  reparative  process  is  strengthened. 

103.  Benefits  of  Negrative  Electrode. — If  inflamma- 
tory exudates  or  excess  of  connective  tissue  growth  is  the 
retarding  cause  aside  from  the  devitalized  state  of  the  living 
cells,  the  action  of  the  negative  electrode  of  the  direct  current 
will  not  only  quicken  the  protoplasmic  combinations  necessary 
to  nutrition,  but  will  aid  in  bringing  to  the  neighborhood  of  the 
electrode  a  more  abundant  supply  of  nutritive  material  (cata- 
phoresis)  and  assist  in  the  disintegration  of  the  overgrowth  of 
connective  tissue-elements  (cathodal  electrolysis).  It  is  a  daily 
clinical  demonstration  that  bed-sores  and  chronic  ulcers  with 
horny-like  margins  are  soon  changed  to  healthy  granulating 
surfaces  and  aroused  to  quick  repair  by  means  of  the  daily 
applications  of  the  negative  electrode  of  the  constant  current 
about  their  margins  with  a  strength  of  current  of  but  1  milli- 
ampere  to  a  square  centimeter  of  electrode  surface. 

104.  Electric  Repulsion  of  Bacteria. — In  all  patho- 
logical invasions  of  bacteria  into  the  animal  organism,  one 
essential  factor  is  the  want  of  resisting  strength  on  the  part  of 
the  tissues  to  repel  the  invader.  Nature  has  her  own  resources 
for  defense,  and  when  the  organism  is  in  a  healthful  and 
vigorous  state  in  all  its  parts,  disease-germs  are  promptly 
destroyed  or  cast  out,  and  find  no  foothold  or  soil  for  their 
development. 

The  nidus  for  the  growth  of  pathogenic  bacteria  is  some 
defenseless  or  weakened  area,  some  breach  in  the  wall,  caused 
by  damaged  tissue,  waste- products  that  should  have  been  elimi- 
nated, or  tissue  devitalized  or  enfeebled  from  some  cause.  Elec- 
tric energy  applied  to  this  locality,  in  proper  form  and  with 
judgment  as  to  the  amount,  helps  to  repair  the  breach  both  by 
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assisting  the  normal  cellular  activity  and  converting  the  waste- 
products  into  substances  that  can  be  absorbed  and  eliminated. 
Thus,  the  invading  bacteria,  if  they  have  already  found  a  favor- 
able soil  in  this  damaged  tissue,  are  opposed  and  ultimately 
destroyed  by  the  electric  action.  Tubercular  joints,  and  joints 
that  are  the  seat  of  chronic  inflammation  not  tubercular,  are 
found  to  improve  when  treated  by  15-  or  20- minute  applications 
daily  of  induced  or  direct  currents. 

105.  Stimulating:  Action  of  Body  Batteries. — Even 
the  local  application  of  body  batteries,  which  in  the  hands  of 
the  charlatan  and  conscienceless  advertisers  have  been  the 
source  of  large  revenues  to  the  venders  and  of  equally  great 
disappointment  to  the  duped  purchasers,  is  capable,  under  the 
direction  of  the  intelligent  surgeon,  of  doing  good  in  the  way 
of  stimulating  local  nutrition.  The  majority  of  these  body 
batteries,  if  they  are  so  constructed  as  to  furnish  any  current 
whatever,  give  a  direct  current  of  only  a  few  volts  pressure;  and 
acting  through  the  resistance  of  the  skin,  which  is  always  con- 
siderable, the  current  is  small,  in  most  instances  but  a  fraction 
of  a  milliampere.  Yet  a  current  of  this  nature  is  freighted  with 
great  capacity  for  harm  as  well  as  good.  In  order  to  utilize 
the  good  and  avoid  the  harm  ho  that  employs  such  an  appliance 
as  a  therapeutic  resource  must,  in  the  first  place,  have  a  clear 
conception  of  the  disease  to  be  com  batted,  wliich  the  layman 
has  not;  a  correct  knowledge  of  the  j)liysics  of  tlie  electric  gener- 
ators, which  few  to  whom  they  are  indiscriminately  sold  pos- 
sess; and  a  therapeutic  skill  in  adaj)ting  the  physical  capacities 
of  the  M|)pliai\ce  to  the  pathological  state  so  as  to  l)ring about  a 
cnrntive  result,  which  skill  few  have  been  able  to  acquire  except 
the  we]l-traine(l  physician  or  surgeon. 

In  these  hodv  batteries,  ])()laritv  action  must  be  remembered 
and  taken  account  of,  and  also  the  strength  of  current  and  the 
time  it  would  he  safe  to  allow  them  to  be  used.  Their  legitimate 
use  is  of  course  limited,  hut  in  chronic  joint-inflammation  and 
torpid  ulcers,  they  have  been  known  to  be  of  much  service. 
On  the  (contrary,  there  have  been  most  deplora])le  effects  from 
the  misuse  of  such  appliances. 
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EliECTRICITY  AS  A  MOTIVE  POWER. 

106.  Power  for  Drills,  Saws,  Burrs,  Etc.— The  sur- 
geon has  need  of  drills,  saws,  and  hurrs  for  operating  upon  bone 
in  the  many  defective  states  in  which  he  finds  it.  Electricity  is 
coming  more  and  more  into  demand  as  the  motive  power  by 
which  these  tools  are  made  most  effective.  While  it  is  perhaps 
true  that  the  most  essential  knowledge  demanded  of  the  surgeon 
is  that  which  will  insure  a  correct  use  of  the  tool  he  is  using  and 
not  of  the  motive  power  that  moves  it,  yet  the  most  efficient 
surgeon,  as  a  rule,  like  the  most  efficient  mechanic,  is  the  man 
that  knows  the  nature  of  his  tools  from  start  to  finish;  and  a 
clear  understanding  on  the  part  of  the  surgeon  of  the  electric 
modality  that  furnishes  his  power  will  enable  him  to  handle  his 
tools  with  better  judgment  and  skill.     (Plate  XIII.) 

107.  Power  for  Fan. — Electric  fans,  recently  a  luxury,  are 
already  almost  a  necessity  in  the  hospital  and  in  the  physician's 
office.  It  is  true  there  is  little  need  of  the  surgeon  becoming  an 
electric  engineer  in  order  that  he  may  manage  one  of  these  little 
aids  to  his  own  or  his  patient's  comfort.  Yet  this  is  but  another 
instance  of  the  manner  in  which  electric  energy  is  becoming  a 
necessity  as  a  handmaid  to  medicine  and  surgery,  and  he  that 
wishes  to  avail  himself  of  that  service  in  the  most  effective  wav 
must  know  in  other  than  a  haphazard  and  superficial  way  the 
measure  of  its  capacities  for  service. 

108.  Taking  Account  of  Causes  of  Injury. — Both  the 

pliysician  and  his  jwatients  are  being  carried  a))out  by  means  of 
electric  conveyances  of  every  sort,  trolley  cars,  storage- battery 
cars,  and  electric  autoniobiles.  Direct  and  alternating  dynamo 
currents  are  in  use  to  })ropel  many  of  these  vehicles,  as  well 
as  to  aid  in  much  of  the  industrial  work  of  modern  times.  Acci- 
dentia in  travel  or  about  the  streets  are  frequent.  Electric  energy 
is  becoming  an  important  factor  to  deal  with  in  the  production 
of  accidents.  It  is  no  longer  only  the  scalding  by  steam  or  the 
coals  of  the  furnace  of  his  engine  that  adds  to  the  severity  of  the 
fractures  or  contusions  when  an  engineer  is  injured  at  his  post 
of  duty.     The  part  played  by  the  electric  energy  in  causing  the 
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injury  must  now  be  taken  into  account.  Both  in  dealing  with  the 
body  of  the  injured  man  in  order  to  promote  the  healing  of  his 
wounds  and  in  the  attempt  to  give  an  intelligent  explanation  of 
the  nature  of  those  injuries  on  the  witness-stand,  when  the  acci- 
dent has  a  medico-legal  chapter,  the  surgeon  has  need  of  the 
facts  of  electrophysics  and  physiology  and  of  the  relation  they 
bear  to  the  human  organism. 


A  SERIES  OF  QUESTIONS 

Relating  to  the  Subjects 
Treated  of  in  This  Volume. 


It  will  be  noticed  that  the  questions  contained  in  the  follow- 
ing pages  are  divided  into  sections  corresponding  to  the  sections 
of  the  text  of  the  preceding  pages,  so  that  each  section  has  a 
headline  that  is  the  same  as  the  headline  of  the  section  to 
which  the  questions  refer.  No  attempt  should  be  made  to 
answer  any  of  the  questions  until  the  corresponding  part  of  the 
text  has  been  carefully  studied. 


Therapeutic  Uses  of  Electricity  in 

Gynecology. 


EXAMINATION  QUESTIONS. 

(1)  Describe  the  construction  of  the  dispersing  electrode. 

(2)  State  the  method  of  preserving  and  cleansing  the  dis- 
persing electrode. 

(3)  How  may  the  resistance  of  the  skin  be  lessened  and  the 
irritation  of  the  application  be  relieved? 

(4)  (a)  Describe  the  method  of  covering  the  vaginal  elec- 
trode to  avoid  local  surface  action.  (6)  State  how  it  is  to  be 
made  aseptic. 

(5)  Describe  the  dilating  electrode,  stating  the  pole 
employed  and  the  method  of  using  it 

(6)  What  electrodes  are  to  be  used  for  producing  metallic 
electrolysis  and  how  are  they  used  ? 

(7)  (a)  Describe  the  bipolar  vaginal  and  uterine  electrodes 
and  their  uses.  (6)  State  with  what  current  they  are  to  be 
used. 

(8)  (a)  Describe  the  puncture  needle.  (6)  State  its  use 
and  risks. 

(9)  What  is  the  purpose  of  the  clinical  uterine  irrigator? 

(10)  (a)  State  the  different  uses  of  the  galvanic,  or  direct, 
current  in  gynecology.     (6)  Describe  the  method  of  application. 
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(11)  (a)  How  is  this  current  employed  to  overcome  obstruc- 
tion in  the  canal  of  the  cervix  uteria?  (6)  Wliat  are  the  risks 
and  how  are  they  avoided? 

(12)  How  are  the  periodic  induced  currenta  employed  in 
g3mecology  and  for  what  purpose? 

(13)  Name  the  different  periodic  induced  currents  and  state 
their  comparative  usefulness. 

(14)  How  is  sedation  produced  and  what  is  the  form 
of  current  to  be  employed  for  this  purpose? 

(15)  Describe  the  technique  of  various  vaginal  and  uterine 
galvanic  applications. 

(16)  Describe  the  technique  of  the  various  vaginal  and 
uterine  applications  of  periodic  induced  currents. 

(17)  What  currents  are  employed  with  the  bipolar  method? 

(18)  State  the  causes  of  amenorrhea. 

(19)  What  is  essential  in  establishing  menstruation? 

C20)  Describe  the  different  methods  of  using  electricity  for 
amenorrhea. 

(21 J     State  the  causes  of  dysmenorrhea. 

(22)  What  precautions  are  essential  in  employing  electricity 
for  dysmenorrhea? 

(23)  (a)  How  is  electricity  used  for  overcoming  dysmenor- 
rhea?    (b)   What  current  is  used  and  how? 

(24)  (a)  When  and  how  may  electricity  be  used  for 
controlling  hemorrhage  from  the  uterus?  (6)  What  precautions 
are  necessary? 

(25)  Under  w^hat  conditions  is  electricity  contraindicated  in 
hemorrhage  from  the  uterus? 

(26)  How  is  electricity  used  in  treating  catarrhal  endome- 
tritis in  both  the  subacute  and  chronic  stages? 
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(27)  What  is  the  essential  feature  of  the  treatment? 

(28)  (a)  What  are  the  indications  for  treatment  of  septic 
endometritis?     (h)  May  electricity  be  utilized,  and  if  so,  how? 

(29)  Describe  senile  endometritis. 

(30)  What  is  the  principle  involved  in  its  treatment? 

(31)  How  is  electricity  utilized  for  its  cure? 

(32)  What  is  metritis? 

(33)  Describe  its  treatment  by  electricity. 

(34)  Describe  subinvolution  of  the  uterus  and  vagina. 

(35)  Describe    the    method    of    treatment    by    electricity, 
stating  the  current  employed  and  how  it  is  used. 

(36)  State  the  different  varieties  of  uterine  displacement. 

(37)  Describe  the   method  of   applying  electricity  in  the 
treatment  of  retroflexions  of  the  uterus. 

(38)  How  is  electricity  used  in  the  treatment  of  retroversions 
of  the  uterus? 

(39)  What  aids  to  this  treatment  are  essential  and  how  are 
they  utilized? 

(40)  State  the  method  of  electrical  treatment  employed  in 
prolapse  of  the  uterus. 

(41)  Give  the  classification  of  uterine  fibroids. 

(42)  What    is    the  result  of  the    electrical    treatment  of 
fibroids  of  the  uterus  and  what  are  its  limitations? 

(43)  In  what  cases  of  these  tumors  is  electricity  beneficial? 

(44)  Describe  the  method  of  applying  electricity  in  these 
conditions. 

(45)  (a)  What  current  is  used  to  relieve  the  pain  associated 
with  fibroids?     (6)  Describe  the  technique  of  its  application. 


4  THERAPEUTIC  USES  OF  §  10 

(46)  What  method  of  treatment  is  to  be  adopted  when 
hemorrhage  is  a  conspicuous  symptom  ? 

(47)  When  hemorrhage  is  not  controlled  by  electricity,  what 
treatment  is  to  be  instituted? 

(48)  When  is  galvanopuncture  applicable  in  the  treatment 
of  uterine  fibroids? 

(49)  Describe  the  method  of  applying  it. 

(50)  What  is  the  method  of  employing  electricity  in  acute 
catarrhal  salpingitis? 

(51)  What  are  the  essential  features  of  its  application? 

(52)  State  the  method   of  applying  electricity  in  chronic 
catarrhal  salpingitis. 

(53)  What  auxiliary  treatment  is  essential? 

(54)  Describe  the  method    of  electrical  treatment  to    be 
employed  in  interstitial  salpingitis,  both  acute  and  chronic. 

(55)  What  other  treatment   is   necessary  in    the  chronic 
fomi? 

(56)  Under  what  conditions  may  electricity  be  employed  in 
septic  salpingitis  and  how  is  it  used? 

(57)  What  is  the  object  to  be  attained  with  galvanic  appli- 
cations in  this  condition  ? 

(5S)     What  do  faradic  applications  accomplish? 

(59)  What  auxiliary  measure  is  sometimes  essential? 

(60)  What  are  the  contraindications  to  electricity  in  this 
condition? 

(61)  Describe  the  application  of  electricity  in  the  treatment 
of  acute  ovaritis  and  state  the  current  to  be  used. 

(62)  What  precautions  are  essential? 

(63)  When  is  electricity  contraindicated? 
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(64)  What  is  the  method  of  application  in  chronic  ovaritis? 

(65)  What  is  the  method  of  application  in  atrophy  of  the 
ovary? 

(66)  What  is  the  treatment  of  cystic  degeneration  of  the 
ovary? 

(67)  Describe  the  method  of  electrical  application  appro- 
priate in  ovarian  neuralgia? 

(68)  When  electricity  fails  to  afford  relief  what  should  be 
done? 

(69)  What  is  the  treatment  of  hydrosalpinx? 

(70)  May   electricity   be    employed    in   the  treatment    of 
pyosalpinx? 

(71)  Give  the  technique  of  treatment. 

(72)  Describe  the  treatment  of  hematosalpinx. 

(73)  Describe  the  application  of  electricity  in  inflammatory 
exudations  in  the  pelvis. 

(74)  Under  what  conditions  is  galvanopuncture  justifiable? 

(75)  Describe  the  technique  of  this  application. 

(76)  Describe  the  electrical  treatment  of  blood  extravasations 
in  the  pelvis. 

(77)  Describe  the  application  of  electricity  to  the  ectopic 
gestation  sac. 

(78)  Which  current  is  most  certain? 

(79)  What  precautions  are  necessary  in  using  this  method 
of  treatment? 

(80)  At  what  stage  of  gestation  is  electricity  applicable? 

(81)  Describe  the  treatment  of  sterility. 


Electricity  in  Diseases  of  the 

Nervous  System. 


EXAMINATION  QUESTIONS. 

(1)  Generally  speaking,  what  are  the  effects  on  nerve  and 
muscle  of  (a)  the  lower  frequencies  and  potentials?  (6)  the 
higher  frequencies  and  potentials? 

(2)  How  does  the  manner  in  which  the  potential  increases 
and  decreases  influence  sensation  and  motion,  irrespective  of 
the  degree  of  potential  or  the  rapidity  of  alternations? 

(3)  Describe  the  effects  of  high-tension,  high-frequency 
currents  on  (a)  motor  nerves;  (6)  sensory  nerves;  (c)  muscu- 
lar tissue;  (d)  vasomotor  nerves;  (e)  tissue  metabolism;  (/) 
pathogenic  bacteria. 

(4)  State  briefly  the  electrical  application  most  serviceable 
in  the  treatment  of  spinal  irritation. 

(6)  What  electrode  of  the  direct  current  would  you  apply 
to  the  spine  in  treating  a  case  of  (a)  spinal  anemia?  (6) 
spinal  hyperemia?  (c)  State  reasons. 

(6)  When  is  the  faradic  brush  or  static  spark  indicated 
in  the  treatment  of  spinal  hyperemia? 

(7)  Of  what  service  is  electrotherapeutics  in  the  treatment 
of  spinal  hemorrhage? 

(8)  Describe  the  use  in  the  later  stages  of  leptomeningitis  of 
(a),  the  direct  current;  (6)  the  induction-coil  current. 

(9)  State  briefly  the  electrotherapeutic  treatment  of  (a) 
acute  myelitis,   (6)  chronic  myelitis. 
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(10)  What  can  you  say  of  the  use  of  electricity  in  the 
treatment  of  anterior  poliomyelitis? 

(11)  When  should  electrotherapeutic  treatment  be  insti- 
tuted in  a  case  of  infantile  paralysis? 

(12)  Give  a  detailed  description  of  the  electrotherapeutic 
treatment  of  anterior  poliomyelitis. 

(13)  What  would  be  the  effect  if  the  normal  muscles  of 
a  limb  received  the  same  electrotherapeutic  treatment  as  the 
paralyzed  muscles  in  a  case  of  anterior  poliomyelitis? 

(14)  In  the  electrotherapeutic  treatment  of  primary  lateral 
sclerosis,  state  (a)  the  current  used;  (6)  the  active  electrode; 
(c)  current-strength;  (d)  duration  of  each  treatment  and  how 
often  repeated. 

(15)  What  treatment  does  Strumpel  advise  for  locomotor 
ataxia  ? 

(16)  (a)  State  the  effects  of  alternating  magnetic  fields  in 
the  various  degenerative  disorders  of  spinal-cord  structures. 
(6)  How  t)ften  should   the  treatment  be  repeated,  and  what 

should  be  the  duration  of  each  seance? 

n?)  Describe  the  electrotherapeutic  treatment  of  ataxic 
paraplegia. 

(18)  On  what  does  the  electrotherapeutic  treatment  of  spinal 
trauma  depend  ? 

(19)  Describe  (a)  the  electrotherapeutic  treatment  of  neu- 
ralgia; (h)  the  use  of  the  direct  current;  (c)  induction-coil  cur- 
rent; (d)  static  currents;  (e)  alternating  magnetic  stress. 

(20)  State  (a)  the  maximum  strength  of*  the  direct  current 
used  in  the  treatment  of  torticollis;  (b)  how  many  times  treat- 
ment may  l)e  repeated  daily;  (c)  the  position  of  the  indifferent 
electrode;  (d)  the  position  of  the  active  electrode. 

(21)  What  governs  the  choice  of  current  in  the  electro- 
therapeutic treatment  of  writers'  cramp? 
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(22)  State  (a)  current  used  in  treatment  of  Raynaud's  dis- 
ease; (6)  position  of  negative  electrode;  (c)  position  of  positive 
electrode;  (ri)  maximum  current-strength;  (e)  duration  of  each 
application;  (/)  number  of  times  repeated. 

(23)  What  can  be  said  in  a  general  way  of  the  electrothera- 
peutic  treatment  of  neuritis? 

(24)  Give  a  description  of  the  electrotherapeutic  treatment 
of  simple  and  multiple  neuritis. 

(25)  Describe  the  electrolytic  treatment  of  tumors  of 
peripheral   nerves. 

(26)  State  (a)  the  electrotherapeutic  treatment  of  nerve 
trauma;  (b)  the  current  used;  (c)  the  position  of  electrodes; 
(d)  the  current-strength;  (e)  how  often  treatment  is  repeated; 
(/)  duration  of  each  treatment 

(27)  After  nerve  trauma,  when  function  has  been  somewhat 
restored,  state  (a)  the  current  used;  and  (6)  the  method  of 
using. 

(28)  In  making  an  electrical  .test  of  nerve  and  muscle,  what 
should  the  aim  of  the  physician  be? 

(29)  Describe  the  apparatus  devised  by  Doctor  Herdman 
for  using  direct  currents. 

• 

(30)  In  singling  out  separate  nerves  or  **  motor  points ''  for 
diagnosis  or  treatment,  what  electrodes  should  be  used,  and  why? 

(31)  What  can  you  say  of  the  physical  and  physiological 
actions  of  induction-coil  currents  in  their  range  of  influence  on 
animal  tissues  as  compared  with  the  direct  currents? 

(32)  In  what  do  the  therapeutic  capabilities  of  the  physi- 
cian's induction-coil  consist? 

(33)  In  order  to  arouse  better  nutritive  action  in  weakened 
and  impoverished  muscles,  what  rate  of  interruptions  is  used? 

(34)  What  are  the  special  uses  of  very  rapid  interruptionb? 
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.  '^ 
(86)    Wlial  ahould  be  tbe  posltioii  of  a  mtnole  when  an 

deotrio  stimtiliu  is  applied  to  it? 

(86)  If  a  mtiBcle  or  nefve  is  faand  to  respond  to  an  indno- 
tion-ooil  current^  is  that  evidence  that  the  mnsoie  is  not  yet 
nndeigoing  degeneration? 

(87)  Ib  it  advisable  to  anesdietise  children  to  determine 
electrically  the  exact  ccmdition  of  motor  nerves  and  mnsdes? 

(88)  Of  what  service  is  ekctrotheiapeiitics  in  defective 
development  of  the  brain? 

(89)  What  can  be  said  of  the  value  of  the  varioos  electric 
currents  in  the  treatment  of  ndniasthenia? 

(40)  Describe  the  electrottierapeatic  treatment  of  rnqptim. 

(41)  What  special  advantages  have  alternating  magnetic 
fields  in  the  treatment  of  chorea? 

(42)  What  dectrioal  applications  are  most  serviceable  in 
the  treatment  of  tetany? 

(48)    What  are  the  indications  for  the  nse  of  electric  cor^ 

rents  in  the  treatment  of  plumbiem? 

(44)  What  is  the  indication  for  electrotherapeutic  treatment 
in  (a)  alcoholism?  (6)  morphinism?  (c)  cocainism? 

(45)  When  are  electrical  applications  indicated  in  cases  of 
cerebral  hemorrhage? 

(46)  In  the  electrotherapeutic  treatment  of  traumatic  neu- 
rasthenia, what  are  the  indications  for  (a)  static  sparks  and  the 
faradic  brush?  (6)  general  applications  of  anode  of  direct 
current? 


ELECTRICITY  IN  SURGERY. 


EXAMINATION    QUESTIONS. 

(1)  Name  the  electric  sources  now  utilized  for  generating 
Roentgen  rays. 

(2)  What  is  the  weak  point  in  the  ordinary  Ruhmkorff  coil 
when  it  is  used  for  generating  Roentgen  rays? 

(3)  Describe  the  Wehnelt  interrupter. 

(4)  Has  the  Tesla  coil  or  Ruhmkorff  coil  any  other  use  in 
electrotherapeutics  except  for  the  production  of  X-rays  ? 

(5)  State  the  uses  of  the  static  machine  in  the  surgeon's 
office  other  than  for  the  production  of  X-rays. 

(6)  Describe  the  electrotherm. 

(7)  State  the  advantage  of  the  storage- battery  as  a  means 
of  heating  the  electrocautery. 

(8)  What  do  you  consider  the  most  satisfactory  source  of 
current  for  the  electrocautery? 

(9)  State  the  chief   advantages  of   the  electrocautery  over 
all  other  forms  of  cautery. 

(10)  What  are  the  advantages  of  electrohemostasis  ? 

(11)  What  do  you  consider  the  most  serviceable  applica- 
tion of  the  electrocautery  at  the  present  time? 

(12)  Describe  Bottini's  incisor. 

(13)  Describe  the  technique  of  the  Bottini  operation. 

(14)  How  does  the  resistance  of  the  carbon   filament  of 
the  lamp  compare  with  that  of  the  cautery  blade? 
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(15)  What  is  the  advantage  of  the  storage-battery  as  a 
source  of  electric  light? 

(16)  State  the  directions  to  be  observed  in  illuminating 
the  stomach. 

(17)  What  are  some  of  the  beneficial  effects  of  electric- 
light  therapy? 

(18)  Describe  the  Finsen  method  of  treating  lupus. 

(19)  What  takes  place  about  the  positive  electrode  when 
a  direct  current  of  sufficient  strength  is  passed  through 
living  tissues? 

(20)  State  the  changes  that  take  place  around  the  negative 
electrode  when  a  direct  current  of  sufficient  strength  is  passed 
through  living  tissues. 

(21)  State  some  pathological  conditions  that  are  amenable 
to  (a)  anodal  electrolysis;  (6)  cathodal  electrolysis. 

(22)  What  are  some  of  the  advantages  of  using  electrol- 
ysis for  removing  abnormal  growths  ? 

(23)  On  what  does  the  success  of  electrolysis  as  an  aid 
to  surgery  depend  ? 

(24)  What  is  the  main  advantage  of  the  electrolytic 
method  in  surgery  when  employed  skilfully  ? 

(25)  In  electrolyzing  an  abnormal  growth,  how  would  you 
protect  the  overlying  skin  or  mucous  membrane? 

(26)  Why  was  the  active  electrode  made  positive  in  the 
operation  on  G.    P.,  of  Howell,  Michigan? 

(27)  Describe,  in  your  own  words,  the  operation  performed 
on  this  patient. 

(28)  On  what  does  the  amount  of  electrolytic  action 
depend  in  oj)erating  on  any  morbid  growth  ? 

(29)  State  the  advantages  of  anodal  electrolysis  in  rectal 
neoi)lasms. 
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(30)  Describe,  in  your  own  words,  the  operation  performed 
on  Miss  J.  D.  for  epithelioma  of  the  rectum. 

(31)  How  would  you  treat  moles? 

(32)  When  a  mole  is  vascular,  how  would  you  treat  it? 

(33)  Describe  the  technique  of  electrolysis  for  anuerisms. 

(34)  How  many  methods  of  electrolysis  are  there  for 
treating  stricture  of  the  urethra? 

(35)  What  can  you  say  of  the  rapid  method? 

(36)  Describe  the  Newman  method  of  treating  urethral 
stricture. 

(37)  What  is  the  extreme  limit  of  a  stance  in  electro- 
lyzing  an  urethral  stricture  ? 

(38)  What  precaution  should  be  taken  both  before  and 
after  passing  the  urethral  electrode? 

(39)  What  can  you  say  about  the  construction  of  urethral 
electrodes? 

(40)  How  many  methods  are  there  by  means  of  which 
cathodal  electrolysis  may  be  brought  to  bear  on  mammary 
fibroids,  or  fibrous  increase  in  the  thyroid  or  lymphatic  glands  ? 

(41)  Describe  the  technique  for  removing  superfluous  hairs. 

(42)  What  can  you  say  about  electric  stimulus  both 
before  and  after  operations? 

(43)  What  caution  should  be  observed  in  using  electric 
stimulus  ? 

(44)  Describe  the  effects  of  electric  applications  in  cases 
of  bed-sores  and  in  chronic  joint  affections. 

(45)  Can  a  body  battery  be  of  any  service  when  its  use 
is  directed  by  a  capable  surgeon? 

(46)  State  some  of  the  surgical  uses  of  electricity  as  a 
source  of  power. 
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(47)  How  eta  a  knoirMge  of  decfafophysicB  and  dectro- 
physiologj  be  of  eenrioe  to  the  tiiigeoii  from  a  medioo-l^gBl 
point  of  Tiew? 

(48)  Is  it  neoMMury  that  the  raxgeon  poeeess  a  piaetkal 
knowledge  of  deetiio  onnente  that  he  may  intelligently  treat 
injariee  caiieed  by  theee  oonmitB? 

j(49)  Summarise  the  wm  of  eleotridty  in  the  piaetioe  of 
■uigery. 

(60)  MThat  aie  oathode  xayi7 

(61)  Define  (a)  a  haid  tnbe;   (ft)  a  eoft  tube. 

(62)  Describe  MfiUer'B  eeU-xegulatix%  tabe. 
(68)  Name  the  three  etegee  ci  X-iay  burns. 
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